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_ U.S. Department of Justice 


Federal Bureau of 
Investigation 





Washington, D.C. 20535 


October 4, 2012 


FOIPA Request No.: 1192916- 000 
Subject: FILE NUMBER 62-HQ-21440 (THE 
FEDERAL BUREAU OF INVESTIGATION) 


In response to your Freedom of Information Act (FOIA) request submitted to Winchester, VA, 
enclosed is a processed copy of the FBI Headquarters file 62-HQ-21440. 


Material consisting of 1,340 pages has been reviewed pursuant to Title 5, U.S. Code, Section 552 
and this material is being released to you in its entirety with no excisions being made by the FBI. 


To minimize costs to both you and the FBI, duplicate copies of the same document were not 
processed therefore 1,146 pages are being released. This material is being provided to you at no charge. 


In addition, due to the age and condition of the original documents, we have found that some of 
the copies reproduced, may be extremely difficult to read. While we realize the quality of some of the 
documents is poor, every effort has been made to obtain the best copies possible. 


Although no denials were made to your request, we are required to inform you that you are entitled 
to file an administrative appeal if you so desire. Appeals should be directed in writing to the Director, 
Office of information Policy, U.S. Department of Justice, 1425 New York Avenue, NW, Suite 11050, 
Washington, D.C. 20530-0001. Your appeal must be received by OIP within sixty (60) days from the date 
of this letter in order to be considered timely. The envelope and the letter should be clearly marked 
"Freedom of Information Appeal." Please cite the FOIPA Request Number assigned to your request so 
that it may be identified easily. 


Very truly yours, 


Poll 


David M. Hardy 

Section Chief 

Record/Information 
Dissemination Section 

Records Management Division 
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U. S. Deparment of Justice 


BURIA¿V OF IN VEDTICGLTION 


.  & booxlet eoncerninz tho work or the 
Burccu ol Investigation 


Foblásteda Por the infomation of posco 
officers and Jaw enforeemout officials of the 


United Stetes 
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This booklet пов beon prepared to acquaint peaes officers 

anl ier enforcement officials with the work of the Bureau of Dr 
¥vostication of the United Ctates Deporinont of Justice in its 
inyestisation of nilocod wiolstions of Federal laus in which the 
Taitai states is or uy bo a party їп interest and its assistance 
of United Stictes ¿btkomeys in preparing Fodor oriminal cases for 
trial. 


ZA the head of the Bureau ol Investigation in Washington, 
De Cos is ie. J. Басет Tloover, Director, Under his jurisdiction 
flere aré thirty field offiecs, including six accounting zones, 
located throughout this United States. Sach Field office ls under 
Tho Lzuediato supervision of eu irent in berze, who has jurisdia. 
tion in hio respoctive £istriot of the invostication of uli ropori- 
ed offenses agains) the iews of the United Sintes which ere handied 
by the Bureau. 


The Bureau of Investivetion has investicetivye jurisdiction 
over oll vielntions of Federal lets and matters uot specificcliy 
assigned by concressional snartuont, or otherwise, to other Fed- 
eral azstcies, It does not hove investigative jurisdiction over 
Violations of the ilational Prohibition, Counterfeiting, Hareotie, 
Custons antl Goupiling Jews, et esbere, 


Айу information sonteming a violation of a Federal low, 
other Than those listed chore, which comes to the attention of 
2 die enforesuont official or peace officer, should bo sent by 
letter or, if the mebter stems te be urgent, by telegren marked 
"Goverment Rete Collect” to the Agent in Charce of the district 
in which such officer is Located. 


The following general. informetion shows sone of the mejor 
yiolctions of Federal laws over wuiich the Bureau of Investigation 
kas Jurisdiction, tocebher with a: indication of the kind of in- 
formmotion the Рилоса is anxious te receive Brom intercsied State 
ола сесі officials in order to bring investigations to an carly 
and suaeessful conclusion: 


SREP Tey Leaman crt са тне құж 
AA LO TAO UVXRIOEMO AUT. 


Fersozs 726 trencnor$ а stolen motor vehicle from one Siete 
Тө слозпегт Giota, imouinz bnc sono to bayo beon stolen, may be 
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seette in the Unite? States courts for the trensportation 
of the ‘@tolen yebicle. Also, persons tho receive, eonecak, 
store, barter, sell or dispose of any motor vehicle moving as, | 
ör which is e part of, or which constitutes interstate or 
foreign eemmerse, knowing tho sums te hayo boon stolen, may ће 
prosecuted in tho United States courts under thie Act, mhich ip 
also knoun ap the Dyez Aet. 


теп an individuasi is foua 1n possession of en eutemobile 
and there is reason to belicye that his possession of the motor 
vehicle ie not Xewful and thet the seid moter vehicle has boan 
stolen in another Steate and transporte in interstate or foreign 


ecommerce, if the facts in the matter are galled to the attention 


of the Durouu of Investigation an appropriate investigation will 
be made to establish a possible vielation of the National Motor 
Vehicle Theft act vith a view to prosecution im the Unites States 
wourts. : 4 


Whe fact that an individunl is prosceuted ix the state eourts 
fer tho Jeremy cl « motor vahiols er fax padsanaien of stolen : 
property when the motor vebicle has bean stolen anid tranaported 
fn interstate commerce dove net bar a Foüorol prosocution under 

the Hatiounal Motor Vebiole Theft &et. 


ENTE SIAVE TRAFFIC АСТ. 


The White Slave Traffie Act is frequently зоѓоттаё to as the 
Mem Act, This Act declares thet any person whe shell | 
transport, от cance to bo trancported, or aii or acoist in obtain- 
£ng transportetion for, or in transporting in interstate оғ for 
eign ecmmeree, or in any territory, or im the District of Qol- 
wibia, auy women or girl for the purpose of prostitution or 
debauchery, or to engage in other immoral practices, shall be 
ücescü guilty of a felony. The Bureau of Investigation is anxious 
to receive ару information that emos te your attention indicating 
a violation of this Act. 


RAMERIPTOY ACT. 





Xt io the duty of the Bureau of Investigation te investigate 
aliegeii violations of the Netional Baukruptey Aet and to assist ` 
Waited States Attorneys in preparing such cases for trial. Та 
this type of ease particularly, local peace officers ean obtain 
information in the form of sumors and local undercurrent roperts 
thich ate not available to an outside Investigator.. 


























| Whenever information is AO ааа officer or lag 
enforcement officiel which indicates that an individual falesiy 
claims or @18 falesly claim to be an officer of the United 
States, or that auch individual fraudulently ected аз Ы ho were 
& Federal officor for tho purpose of obtaining er denanding auy- 
thing of value, such as loans, erodíits, monoy, documents, or tho 
cashing of cheeks, ote., cach infomation should be vronsmittod 
to the Bureau of Investigation, mhich vill bogin at mediate ir- 
auiry to determino whether or act a Бобота) lew hes been violated. 

















LARCENY OF GOODS ІН THEERSTATS COMMERCE. 





Ашу Tasta waten indicato that any peroon o» porsong did 
te withing being shipped fron one State tò another tato, 
fren any freight ox express abipzent, or thet any person racobrea 
anything which had been stélen fron such chipmonts, shodld bo re- 
portet to tho Buram of Investigation. ; 
















fhe investigation of orkess committo om Goverment reserva~ . 
tions, insinding Indian reservations, or in any Goverment build- 
ing, or on Goror & property, is under the Surisiietion of ihe 
 .Buresu of Toveat ization end any infomation enuserning such erimes 00 0- -o 
should be forwarded to the nearest Buren offices. | 





















TERY TICKETS. 





the ínportütion into the United Stato for the purpose Г 

— of the sumo, of amy paper, certificate, or instameont 

. purporting to represent a tieket, chance, shere oF interest ín, 
or dependant upon the event of a lottery, gift enterprize, or 
similar scheme offering prizes dependent in whole or in part on 
chongo, is a violation of the lew of the United States. It is 
also a violntion of lav to ship, carry, or deposit in the mail of 
the United States, for delivery in any other State, any paper, 





certificate, or instrament purporting to represent a ticket, a 
chance, share, or interest in, or ügpsnüent upon tho event of a TO 
lottery, gift eaterprice, or similar sehemes offoring каде de- : \ 


pendent in whole or in part upon let or chance. | | 





























The Durenu of Snvestiggtton also eendusta invostigations for 
the purpose of canes fe arrest об persons tho are fugitives fran 
Justice by reason oT violations of Federal laws, and of Esenped foü- 
ara} Prisoners, Pareles алд Probation Violatora, anü Reserters fron 
the Military ang Meral foresa of the United States. 


Then the arrest of a fugitivo fron justice is not brought about. 
within а reasouable timo, the Bureau isenes that ía kon as an 
Identification Order, which in distribute? to ponco efficers in ell 
parts of the evantry. Those Ideutifieation Oniers contain tho namo, 
photograph, fingerprints, and. deseriptien of the fugitive, ы 
with all available infomation which sisht prove helpful i 
about his arrest. When the fugitive is apprehended, an a 
Oxder is iseued a6 that 411 efforts to locate the individual sar be 
discontinued. If you do net already receive these Orders, tho Bureau 
will be pleased to place your name on tho milling ist. 


Tt 48 of the utmost isportasce in investigations relating to 
fugitives that any information secured be sent to the Bureau without 


Зону. 








* am 
A. m 


Tho following is the address of the Burean of Investigation 
Field Office which has jurisdiction over the átetrict in which you 
aro located ent it sill be appreciated if you will sené any infor 
tion which enmes to your knowledge ооа лга ЗЕ. 
оте? law, or the location of a fugitivo from justice, te the address 
given: 


{Stapp aüéress). 


























- fu aàdàition to its fores of trained investigators, the Bureau 
* — has under ito Jurisidetion the Hetional Division of 





The National Division of Xüentification and Information possess- 
os what is belioyed to bdo tho largest aná most completo ‘collection 
| of eximiual fingerprint records ef eurcont valus existing enywher 
in the world. This dolleetion, consisting of over ono aná one-half 
million fingerprint records and of more -than two and one-half million 
бата index records, has been made possible by tho splendid eonpera- 
tion of approximitely sixteen huadrod lau enforcement officers anë 
LE Les throughout ‘the United States and foreign countries and is 
boing oxtenied at the rete Текке ман fingerprint records 
each duy. 












the Bureau of Investigation invites each end evory poueo offi- 
oer in the United States te avail himself of the information contain 
eû in its fingerprint records. This service is rendered to ail | 
Зе у constituted lau eafereenent officers free of any cost uhat- 
avers. Fingerprint enprüs and franted envelopes for the tranenissien 
of reeoris te the Division sre also supplied without <oat to corres 
parienta, The extent to which this servico із utiliaed by penes 
— — ecu be appreciated by the fact that tho Division of Identiti- 
eatíor and Informtion responds to almost thixty thousend inquiries 
gach month, cach inquiry being answered by letter within forty-eight 
| hoary efter it is reeeived. 





Tha Division of Xüentifiention and Infomation fs, of course, Қ — OR 
a@ gooperative agency. The only information which ean be mipplicd to 
peer eonsists of data which have been previously trensmitted to 
|. the Division by peace officials and peral institutions. 
lA "the gosperation between police officials, sheriffs, and wardens 
throughout tdo United States end the Division of Identifteation and 
| Information bas been splendid. In spite of the gratifying progress 
| Whieh has been mide in the Rurcauts fingerprint work, however, there 
«de still reo for improvement. fhe Division of Identificstion is not 
| xeoeiving all of the fingerprint revords which should be forwarded to 
gu by the lay enforyeemont officials of the country, The more complete 
D 
p 
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| 



































ivo will be the dorvice Tt ean gender. Your eoopy 00300 will be =| 


appreciated . : : 
2 pamphlet has been prepared by the Bureau of Investigation | 
inom as “Hew to Take Fingerprints”, which contains instructions 
eoneertiiag а simple aná stanüerüized nethoà of taking fingerprints. | 
any peace officer who is noU oF qho ray desire to became & contribu | 
tor te the records of the Division of Identification and information 
will be eupplied vith a copy ef this booklet upon request. | 


о2о. i 
Auy inquiries conoming — nnttors should be adüross- | 
ей as follows: 





| Director, | | 
| n Bureau of Investigation, ` 
| Y. S. Department of Justice, 

` Washington, D. e. 74 


қ 
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зон осав HOOVER 


DIRECTOR 
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Depariment of Justice 
Bureaun of Anvestigetion 
Washington, D. Y, 


Merch 9, 1929. 


MEMORANDU FOR THE DIRECTOR, ж 


Attention Mr. Polson. 





For your consideration in connection with the 
hend-vook which is being prepared for distribution 
to Peace Officers, the following is submitted with 
reference to fugitives: 


Тһе Bureau of Investigation conducts investiga- 
tions for the purpose of causing: the arrest of persons 
who are fugitives from justice by reason of violations 
of Federal laws, and of Escaped Federal Prisoners, 

Parole and Probation Violators and Deserters from the 
Military and Naval forces in the United States. hen 
a fugitive is of more than usual importance, or when his 
arrest is not brought sbout in a reasonable time, the 
Bureau issues an Identification Order, which is distri- 
ted to Peace Officers in all parts of the covntry. 
The Identification Order contains the photograph, fin;er- 
prints, dnd description of the fugitive, together with 
all information which might prove helpful in causing his 
arrest. It is of utmost inportanoce in investigations 
relating to fugitives that a11 information be transmitted 
without delay to the nearest Field Office of the Bureau 
of Investigation. 


Respectfully, 
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The laws of the United tates prohioit vhe interstate 
| transportation by nail, common carrier, ог oy any other means, of films ee 
or other pictorisl representation of a Prize fi-ht, or encounter of pulilists, 
under wiatever name, hich is desizned to be used, or may ve used for public 
exhibition. 





It is likewise unlawful for an, person to receive from 
the mails, common carrier, or any person, the films or pictures above 
described, for the nurpose of sellinz, distributing, or exhibitiny said 


filas or pictures which have been shipped in interstate coruaerce. 





Fersons violatins this law, upon conviction, may be fined 
not more than :1000.00, or sentenced to imprisorment for hard labor for not 
more than one year, or both such fine and immrisomuent, at the discretion 
of the court. 


Lottery tickets: 


Ghe iuportation into the United States for the purpose 
of — of the sane, any paper, certificate, or instrument purportins 
to represent a ticket, chance, share or interest in, ог denendent upon the 

event of a lottery, gift enterprise, or similur scheme offerinc prizes 
| dependent in whole or in part on chance, is a violation of the law of the 
United Ctetes. Ib is likewise a violation to ship, carry, or ueposit in 
the mail of the United States, for delivery in any other State, territory, 
or district of the Wnited States, any vader, certificate, or instrument 
purporting to represent a ticket, chance, Shure, or interest in, or de peráent 
upon the event of a lottery, sift enterprise, or similar schenue offerine 
prizes devendent in whole or in ‘art upon lot or chance. 








Yoon conviction for violatin.: this low, a person may 
be senteaced to unmierso a periou of confinerent not exceedin; tuo sears, 
and a fiue of 1,000.00 may be inoosed, or both such fine and inprisomuent, 
at the discretion of the court, may ve inposed on the person suilty of 


uo 


violatin; this law. 


“nite Clave Yraffic Act: 


The white slave Traffic act is frequently referred to 
as the Lann „съ. “his act declares that any person who shull knovin-ly 
transport, or cause to be transported, or aid or assist in obtaining 
transportation for, or in trans porting in interstate or “orei mn coerce, 
or in апу territory, or the District of 2oluubia, any Wonan or girl for 
the purpose of prestitusion or Enn or to en;2ze in other ігтога1 
practices, shall be deened guilty of & felony, and upon conviction thereof 









































“nite Clave Traffic Act (Cont'd. }s. 
ee ee 


Shall be punished by a fine uot exceeding :35,000.00, or by irorisonrent 
of not more than five years, or both such fine and inprisonient. 


a Section of this „ct also vroviaes that any person 
who shall :movin sly persuade, entice, induce, or coerce any woman or irl 
under the ave of ei'hteen years fron any State, or territory, or the 
district of Jolumbia, to any other ulate, or territory, or te the District 
of Colunbia, with the purose and intent to induce or coerce ker, or that 
she Shall be induced or coreced to enzege in prostitution or Covuuciery, 
or any other immoral practice, and siall in furtherance of such Dur ose 
mnowin-ly induce ог cuase her to зо ana to be carried or transported as & 
passenser in interstate coerce, suall be guilty of a felony, and on 
conviction thereof siall ve wmished oy a fine of not more than ¿10 ,600.00, 
or Оу іпогіссішснб Yor « teri nob exceeding ten years, ог uy soti such 
fine гакі îi1)riĞonm еп in the discretion of the court. , 








me 





ўў EDGAR HOOVER 
DIRECTOR 





Aepariment of Justice 
Bureu of Anvestigetion 


Washington, D.C. 


затон 9, 1989 
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the Jureau of Investigation has uncer its jurisdicticn 
the ational Divisi n of Identivicati.n and Information, which 
was created or an uct ov Coa ress for the vurooso of fomiing a 
central cio ring house of informetio. тогайлы] to erininals. 


с 


wee Jivision of Identificution ard Into tion possesse 
what is believed to be tre largest and iost complove collection of 
crisinsl fincerorint records oF current valuc existiag anrweecre in 
tne world. піз collection, concistin:;; of 1,550,556 rin orprint 
records and 2,599,635 ecard index records, has been cade nossible 
by tue splendid cooneration of anproximatcly sixteon huntred lav 
onforcerient agencies throughout the United States and roreign coun- 
tries, and is bela extended ct the rate of over odo tiVuscia Pia- 
gseroriat records ner dar. 


vio Division of Idcenti lication and Infurmucion invites 
each and every seace officer to avail Limself of the information 
contol acû in its files. Its service is vendcred vo all lesally 
constituted la erlorce ert orficers Tree on any cost Whatever. 
fincerorint ecards anc fran‘ted onvelones for the transudission of 
records to the oivision ere also вах Леа without cost Lo its cor- 
respondents. she extent to міісі tiis servico is utilized by the 
posee osricers of the country can bo apreciate wr ble raci taat 
durin; the month of January 10689, tno Division ог identification 
and Inrurmiation answered £0,599 inquicties, each inquir, boing 
an3uored by letter vithin forty-eight hours of its receipt. 


“he growth and accorplishucats indicatead above ivo Ye-" 
sulted Tron the cooperation of these police officials, sheriifs 
and wardens who have realized the importance ov the Worx; aud the 
fact that the vivision of Identification and Inteovwtion is solely 
a cooperative orgenizativu. whe only infomation waich tie Livision 
ean supply to inquirers consists of data wailch have been previously 
trausnivsed to the Division by peace oriicials and penal institu- 
tions. Despite the gretifring progress which has beta ace, there 
is тооз for improvement. “re vivision or identification and Lnror- 
mation is not receiving all or tke Mingerprint recorda онла 
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be forvarded to it ру the law enforcer:ent officials of the 
country. uwhese officers should realize that tae transmission 
of criminal identification data to the Division is not only 
а Driv? lege Lut a duty which thes owe to themselves and to 
bheir fellow officers. whe cure camlete aná extensive the 
records of the Division of Identification and 1nlZoraia^ion 
becone, tie nore effective vill os tke service which it way 
render. 
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4 Be те la LOS Se M t 
OnALUUL Zua DG DIRGZOTON | Го. 
attention: — 





“he follovin,, is suenitied vor your consideration in cor- 
nection with the — you nre preparing for distribution 
to verious Yield offices 


е? - DI COLATION 
: Vhenever informetion is received thet ony 

person Lalsely cleins or did felsely cleim to be 

.€n officer o2 the United States, or that such Ferson 

freudulenth-actea as if he were a sedere1 officer 

for the purpoce oF obtaining or demonaing éenything 

of velue, such os loans, credits, money, docunents, 
whe cashing or checks, etc., such information 

should be reportea to the 7ureau ov Investigetion. 


— — 

ca ы A 15 - CRES DUI. LZGASUALO CETL 

г Ve ашаны сына саланы ее 

БН pu Any sects indicetins thet any rerson or ;orsons 

А, "n did steal anythin, being shipped fron onc custe v 
Sey i se another, “rom any Troi ht or express shipment, — 

be reported vor investigetion to the Lurcau o Investi- 

fna; gation; likewise, ir auy person receives enything stolen 


from such shipments, thet information should be rvorverded 
to the Buresu. 


¿ny facts indicatin, that ceny person or persons 
did bresk the sesls o: & rnilrosa frei ht cer vhich contzirod 
nercuenüise bein; shipped from one sitio vo another, sheula 
be reported to the burcucu. - 


70 - Gattis Gl COVA UL o a ICG 


Ven invorne ition is opteinea reletin, to ouy crine 
which has boen committed on o Governnent riserve tion, or on 
an Imien reservetion or in eny Government building, or 
on Governnent property, subh inrorustion may ve LO ered 











to the Bureau of Investigevion ror proper attention. 


Respectfully, 




















JOHN EDGAR HOOVER 
DIRECTOR 


Department of Justixe 
Buren of Anvestigection 
Washington, D. G. 


April 12, 1929. 220 


МОА МООИ РОБ THs LIRAGCTOR 


I have read the draft of the proposed booklet to be issued by the 
Bureau for the information of law enforcement officials, anv sug yest that in- 
sufficient information appears therein with regard to violations of the Bank- 
ruptcy Act. I dare say there are many local law enforcement oificers who are 
not at all fami iar with the Bansruptcy act or violations thereof, and I think 
that the larger part of the paragraph sugested by Er. Thode should be used in 0 
this booklet in lieu of the ver, short paragraph which now appears therein anā 
Which conveys absolutely no information as to what constitutes a violation of 
the Bankruptcy Act. 


Iam inclined to believe that too much space is devoted bto the sub- 
ject Interstate Transportation of Lottery Tickets. I believe that the complete 
informa tion given in the proposed booklet might be productive of an avalanche 
of co1wlaints which contain Little merit and I do not think the subject import- 
ant enough to warrant the space which is given to it. Lay I suggest also that 
a list of the more important violations over wh.ch the Bureau has primary inves- 
ti.ative jurisdiction mint be shown at the conclusion of the aescriotions of 
the most important violations so that law enforcement officers may refer infor- 
mation concerning any such violation to the proper Bureau wield Orvzice. I have 
in mind, for instance, wational Bans act cases wich while perhaps not warranting 
any special mention ought to be shown as coming under the investigative juris- 
diction of the Bureau, also violations of the Corrupt Practices Act una other 
such matters. 


It is suggested that some other word be used in place of the word 
"anxious" appearing in the eighth line of the paragraph under white Slave Traffic “Y 
act. Perhaps it might be necessary to change the phraseology in order to eliminate 
the word "anxious". 


Respectfully, 
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JOHN EDGAR HOOVER e e 


г " DIRECTOR 


Department of Justice 
Bureau af Anvestigertion 
Washington, 2. (4, 


April 13, 1929. v2 


MEMORANDUM FOR THE DIRECTOR, 


I have read the attached draft of booklet and 
believe it to be correct. It will be somewhat longer than 
I at first anticipated but I do not see that it can be 
much shortened and cover the ground desired. 


It is possible that sane of our delicately 
susceptible Accountants, upon reading the booklet, may feel 
injured by not having been referred to in its pages. 0? v 
course, the law enforcement officials for whom this booklet 
is intended have very little, if any, cognizance of violations 
that require the work of the Bureau's Accountants. You may 
desire, however, in order to prevent the rasping of the 
feelings of the skilled and arduously inclined Bureau Account- 
ants, to include a short (very short) reference to the fact 
that in-Mail Fraud, Bankruptcy and similar matters requiring 
skilled accounting work, the Bureau's Accountants are available. 


Very truly yours, 
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N EDGAR HOOVER @ @ 


DIRECTOR 


Depariment nf Anstice 
Purvan of Anvestigoection 
Washington, D. O, 
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NT ISLORMDU! FON WE) DIRECTOR: 
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ل‎ op 
I вето exemined the attached dre bt of the proposed booklet to be 
distributed amon:; luv enforcenent ofricials and 1 boli eve it to be 


trib 
substantially correcs in content. 


It is m7 belicf that the principal puesoses in the issuance of 
such a booliles «ro es follows :- 


1. To sive a clecr idea of the Pureauts rencral functions спа 
the operation o? its Identification Division to those lav enrorceicnt 
officials who may have no inforuiation whatever about the Bureau. 


OY some le. enforce- 
sbicetion consists 
х проза in Vashincbon. 


8. Wo oe who nis sunderstencing on the peri 
iijeay ofvicials to the coffees May the Bureau of Inve 
only of the Tae tification Division or the Winserpri 


Бе а d 


5. To fumish all low enforceient officials vith s hanay reference 
as vo whe address of the local Field Office with which they ould 
cormmunicate when information has cono vo then concemins certain Yederal 
violations to be specified. i 

However, I nale the followine surmestionas Tor rour consiüosstbion:- 

Iv is novod that the local field office edaress vo be stampod in 
this booklet occurs toviard the end, just after the cantion "Surcitives 
from Justice" and before “he discussion concerrins the Identixication 
Division. It is ny opinion that one of tne principal purposes of vais 
booklet is to furnish to all law cnforceient ofViciels a воле, пера 
roferonce to the address ot the local field office. ‘theorerore, I bolieve 
on o this ?Piold orixico odáross should be showm irz:odisvoly subsecuont 

“ho rourth paracraph on Fuze Two ot this booklet, rather then on 
p ise Jive os at nvocont, 


I also believe that the booklet fails to truly record the scone 
of the Bureau's investicative activity in thas it does not, br cny itcons, 
mention the princinel violations which we cover. I believe thet the d 


paragraph on "Interstate Transportation of Lottery Tickets" should be 
evricken out cltorether or — 45285 reduced in verbiage $0 the brevis —— 








commensurate with its relative inmo:zvance. 
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I believe that short pararrayhs should also be included on the 
following:- : 


Antitrust inves ааа: Ne 

Bribery invesvircetions. Мо 

Wheft of Covornment Propertr investications. 

Peonage investisations. 

Tationzl Raw: and Federal Reserve Act investisationse. Wo 


I also believe that the rourth poracravh on Page ro of the boollet 
will be mabiguous to en ordinary peace officer, Cho principal reason Tor 
this ambiguity will be the use of the tex: “etc.” at the enc of the 
preceding parecvaph. Та охор words, I believe thet the list of violations 
over mich the Dureeu does nov have —— cative jurisdiction should be 
accurately extended to include such nettvers as postal violations and 
imaigration matters. 


I think the phraseology used in the booklet should be "Special agents Y 


in Charge" rather than eons in Charger, 


in pzragraph five of Page тло, the phrase "Kind of informotion the 


Bureau is exxsious to receive” ghoula be chenced to read "kind of information” 


the Sureau desires bo recoive", 


I believe thot the third pararrar: on Fase Three should be stricken ? 


оиб, 

Tne lest paragraph on Page Three, dealine: with violations of the 
rational Ba krunte act should, in ny opinion, be rade consistent civ ine. 
oth  paragropas by incluđinzs a brief statenont es to vhat conotisute 
the ‘Lenses under tho Tuniirupter Let. 

Iv is nr opinion that the second paragrap. on Hace Your, which hes to 
do vith larceny of soods in interstajo соспетео ө б 2. Prom 

Fn ^ qu 1, t “” 
the stilted lanruace of the statute, which annears to have becn used. 

I object principally to the nhrescolorsy чау ро: от i sons “12 steal", 

In the first pera cram on Faso 5, I bolieve the words and deserters 

from the iMlitvoery, and UNevel Forces of the United Status" ghonid be и 


eve that the inclusion of this vould perhaps rosult in 


elininated. 1 boli I 
esirabple dosorteo invosvircvions, 


1 
a deluge o? undesi 


I believe thet ho nàraseolocr in the second and third navrerrachs of 
Page five chould vo svended to clearly show thot the 2. Crders 
issued by the Turse are for Vederel  Yuritivos only. Oth-ervise, the Fureau” 
ney receive a larce number of veorvests Prom Lov enforcement officicls vo 
issue such Identification Orders on State гас1 тес. 











$ | в 
-5- 


I have alvcady suggested thet the fourth pararraph on Pace sive 
with the space for the Ticld office adaGress be tranesferrsa in order 
end ploced immediately efter tho болон тотасы. ог Yugo Oe 


Uthorvise, I believe the poolzlet prescnted to be in cood fom. 
nosrecufully, 


Je llo Keith, 
Inspec tore 


Басі. 
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Он EDGAR HOOVER eo e 


à DIRECTOR 
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Jepaxtment ol Justixe 


Buren of Investigation 
Washingion, 2. O. 


amid не. 2? 222 


ILIXALIBOEI QUG "URS DIUOTO 


Vith reference 50 the boo:lov concerninc she 
tows of Sho Bureau of Investigation”, in addivion vo the mavvers 
alread: covered by Inspoctor Keith in his reroranóma, 1 vould 
lito to add, in conno — Jish the pavarranh on the ational 

5 


Division of Identivicetion and Tarona sion, cuown on Paces 6 ana Y 
or 2. poolzlet, І be ioe a paracranh shoulü be addec зот romal 
alonc tie lines covored in Sos” tion 59, raro £7 o? tue Porou ato 
Immucl. Ovhorvise, we will vocciyo calls by nouo o» by Singer 
— eleseificetion from some country sheriffs or mer shals and 


Then uo WLLL be uneble to neice identirics sions, ther will stop 
corzesp оюАйы with the Duvesu, улегеаб if uo infom thas nc 
“ne identificbione ean only positively be подо fron oho Linger- 


л. 


orint card, they would have a poster understanding of the 
dentifvicetion Division's 5» 
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To CL: ud 2, 


Inspectores 
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Depariment of Justice 
Bureau of пуренат 
Werahingtom, 3). (1. 


` n x April 16, 1929. T, 


Zj 
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LILORXALDUS FOR Uu DIRECTOR. 


бад 


I have read the attached dreft of booklet to be issued by the Bureau 
for the information of law enforcement officials. 


In connection with the firth paragraph on page three, which reads 
as follows: “The following general information shows some of the major 
violations of Federal laws, etc.," I sugrest that it be changed to read 
as follows: “тһе following ceneral information shows some of the major 
violations of Federal laws over which the Bureau of Investigation has 
Jurisdiction," tosether with an indication of the kind of information 
the Bureau is desirous of receivin~ from interested State and Local 
Officiels, in order that an appropriate. investisation might be made ani 
the facts submitted to the United States Attorney for prosecution in the 
courts of the United States. 


In connection with the heading "ational Bankruptcy Act," it does 
not appear to me that this subject is treated sufficiently in detail to 
apprise the local officials of the nature of the violations covered by 
the National Bankruptcy Act. It is believed that under the title 
"National Bankruptcy Act," Section 29-B of the Bankruptcy Act shoulda be 
summarized for the benefit of the local peace officers. 


In connection with the heading “Fugitives from Justice," it is be- 
lieved that the first paragraph should read as follows; "The Bureau of 
Investigation also conducts investiretions for the purpose of causing 
the arrest of persons who are fugitives from justice by reason of viola- 
tions of Federal laws over vhioh it has investigative jurisdiction, and 
Escaoed Federal Prisoners, Parole and Probation Yiolators and Deserters 
from the Military and llaval forces of the United States. The Bureau also 
seeks to brin about the apprehension of other Federal fugitives from 
justice when the efforts of the Unived States Marshal and the other 
federal investigative body havin primary jurisdiction have failed to 
locate a fugitive." I concur with the rest of the subiect matter treatin: 
on the subject "Fugitives from Justice." 


In my opinion, the booklet proposed to be issued is sufficient in 
Scope. I do not think it would be advisable to list the other violstions 
of law over which the Bureau has investigative jurisdiction. In view of 
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the comment made by other Bureau officials as to the desirability of 
showing that the Bureav investigates bribery and violations of corrupt 
practice act, I am strongly of the opinion that mention shovla not be 
nede in this booklet relative to the Bureau's investigative jurisdic- 
tion over these types of violations. I believe that the paragraph on 
the subject of interstate transportation of lottery tickets is suffi- 
ciently important to justify its appearance in this booklet. 


€ 


Respectfully, = . 
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JOHN EDGAR HOOVER © @ 


DIRECTOR 


Department of Justice 
Purean vf Anvestigertion 
Washington, J. C. 
a 


April 18, 1929 


MEMORANDUM FOR THE DIRECTOR: 


I have read the attached draft of booklet and have 
but a few comments to make. It would seem to me that a book- 
let for the purpose of which this one is to be issued should 
be as short and concise as possible. However, it occurs to 
me that the paragraph on Interstate Transportation of Lottery 
Tickets is too long in comparison with the paragraph on Larceny 
of Goods in Interstate Commerce if the volume of statistics 
reported in the last annual report is taken into consideration 
in measuring the quantity of investigations conducted by the 
Bureau in these two classes of cases. It is my idea that the 
statistics reported in one certain class of cases would indi- 
cate not only the quantity of the cases already investigated 
by the Bureau, but would also indicate to a certain extent 
the quantum of the field in this class of case to which the 
Bureau activities might be extended, that is, judging solely 
from the statistics of the last annual report, I would say 
that the paragraph on Thefts in Interstate Commerce or the 
paragraph on Crimes on Government Reservations should have 
greater weight than the paragraph on the Transportation of 
Interstate Lottery Tickets. 


Y 





Respectfully, 
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$ ` { 
shorn EDGAR HOOVER i | | 
DIRECTOR 


Department of Analice 
Bureau of Investigation > 
TB :MC 2 Washington, D. 4. 


E 


April 19, 1929 


MEMORANDUM РОВ MR. HOOVER 


l have read the attached draft of the pro- 
posed booklet containing information for law en- 
.foreément. agencies, and aside from the substitu- Y 
tion ef the word "identification" for "finger- 
print" in the last paragraph on Page 7, I have 
no eriticism or suggestion to make. 


Respectfully, 


Chief, 
Division of Identification 
anā Information 
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Department of Justice 
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wWhoovor shall cibezzle, purloin or steal 
any property of the United states, or skall receive 
the saze knowin; it to have been ‘stolen, nay upon 
conviction, be sentenced .to scrve a tern of not more 
then five years in the penitentiary and fined not 
more then :'5,000., or both, Aéuch fine and sentence 


may ve imposed in the discretion of the court. 
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Violations of the National Bankruptcy Act are 


| generally roported to tho Bureau by referees in bankruptey, 


trastoes, credit associations ar creditors. However, when 
bankruptoy proesodings have involved local individuals the 
Bureau will appreciate receiving information which you may 
obtain relative to the concealment of physical assets prior | 
to the bankruptcy. Information that shipments ware made 
from the bankrupt store late at night or im a covert manner, 
that foreign vans or trucks were loaded at the bankrupt's 
promises, that the bankrupt hastily liquidated his affairs 
immediately prior to closing by sacrifica or below-cost sales, 
all are significant of irregularities and are a material aid 
to the progress of tha investigation. Attempts on the part 
of the bankrupt to collect old accounts after procesdings 
have been instituted also are avidence of violations. ln 
bankruptey cases particularly, local peace officers tan ob- 
tain information in the form of rumors and local undercur- 
rent vhich is not available to an outside investigator for, 
especially in commercial failures, the principal losses are 
borne by creditors on the outside and information which is 
frooly circulatod locally is hushed when it is learned that 
investigation has beon instituted. 
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NATIONAL LOTOR VEHICLE THIF? ACT — 





— |l ы с а оооп moror vehicle from one State, Torri- 
ory . t umbia, to another State, Territory, or the District 
of Vorumbia, or to a foreign country, or fron a foreign country to any State, Ter- 
ritory, or the District of Columbia, knowing the sane to have been Stolen, may be 
prosecuted in the United States courts for the transportation of the stolen ve- 
hielo. Also, persons tho reccive, conceal, store, barter, sell or dispose of 
any motor vehicle noving,as, or which is a part of, or which constitutes inter- . 
state or foreim commeree, lmowinr; the same to have been stolen, may be prose- 
cuted in the United States courts under the National Motor Vehicle Theft Acte 
This Act, which is the Act of October 29, 1919, 41 Stat. at Large, 524, may be found 
as Sec. 408, Title 18, of the United States Code of Laws; also, as See. 99408 of 
the Barnes federal Code. 





In a prosecution under the National Motor Vehicle Theft act, it is 
sufficient for a conviction that the accused person knew that the motor vehicle 
had been stolen and it is not necessary that he imew the vehicle was movinz in 
interstate commerce; KATZ vo U. Se, 281 Fed. 129; also, the drivint oF a stolen 
automobile from one State to another under its otm power is "interstate commerce", 
even though no goods or passengers were transported thercin for hire; WHITAKER 
ve U. Se, 5 Fed. (2nd) 546, 269, U. S. 569. The National Motor Vehicle Theft 


Act referred to above reads as follows: 


"This section may bo cited as the National оог Vehicle Theft Act. The 
term "motor vehicle" when used іп this section shall include an automo- 
pile, automobile truck, automobile wagon, motor cycle, or any other self- 
propelled vehicle not designed for runnin? on rails; the term "interstate 

or foreign commerce” shall include transportation from one Slate, Terri- 
tory, or the District of Columbia, to another State, Territory, or tho Dis- 
trist of Columbia, or to a foreign country, or from a “oreign country to 
any State, Territory, or the District of Columbia. Whoever shall transport 
or cause to be transported in interstate or foreign commerce a motor vehicle, 
lnovins the same to have been stolen, shall be punished by a Pine of not 
more than 135,000, or by imprisonment of not more than five years, or bothe 
“Moever shall receive, conceal, store, barter, sell, or dispose of any 
motor venicle, moving as, or which is a part of, or which constitutes inter- 
state o? Foreign commerce, knowing the same to have been stolen, shall be 
punished by a fine of not more than $5,000, or by imprisonment of not more 
than five years, or bothe Any person violating this sociion nay be 


“Я 
punished in any district in or through which such motor vehicle has been 
transported or removed by such offender." 


‘Then an individual is founé in possession of an automobile ond there 
pelieve that his possession of the notor vehicle is not lawful 
saiü tiotor vehicle has been stolen in another State or Verritory 

i? the facts in the matter 
opropriate in 
Tational il vor Vehicle Theft act 
cution in the United tates 


is reason to 
and that the 


and transported in interstate or foreigm comierce, ir % 
are called to the attention of the Durcau of Investication, a 
vestigation to establish a violation or the 
will be promptly instituted with a view to prose 
courts. 














The fact that an individual is prosecuted in the State Courts 
for larceny of a motor vehicle or for possession of stolen property 
when the motor vehicle has been stolen and transported in interstate 
eormeree does not bar a Federal prosecution under the National Lotor 
Vehicle Theft Act. 











April £7, 1929. 


Hr. Gus Y. Jones, 
ie Oe Box 306, | 
San Antonio, Z4xes. epu 


Lear iy. Jones: 


o i am enclosing herewith a draft of a 
booklet concerning the Buresu, which has been prepared 
for printing and distribution to the les enforcement 1 
officials of the United States. 


in viox of your intimate Lnowleüce of 
the Dureauts work, 1 should like to have gou examine 
thie mlerial and afford mm the benefit of euch com 
ments or suggestions as may occur to you in conection 
with the adwismbility of issuing such e pemphiet end 
nino with respect to the data included therein. 


¿esse respond to this request sl your 


early convenience, returning: the enclosure wiih your 
réply. 


Yery iruly youre, 






Director. 
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April 27, 1929, 


Hr, С. De McKean, 

T. 0. Бох 70, 

Wall Street Stablon, 

New York, Нем York, x WE yk 


Dear Nr, КӨКӨ 


I am enclosing herewith a draft of a 
booklet conce the Bureau, which has been prepared 
for printing ani distribution to the lew enforcement 
officials of the United, States. 


in view of your intimate Lrowledge of 
the Bureau's work, I should like to have you examine 
this material ani afford me the beneafth of such com 
nents or suggestions sa may occur io you in connection 
with the advisabilit; of issuing such a pamphlet anā 
also with respect to the data included therein. 


Please respond to this request af your 
early convenience, returning tha enclosure with your 


reply. 


Very truly yours, 








Directors 
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Department oí Justice Alen 
Burvau of Investigation — . 
Р, 0. Вох 906, 


San Antonio, Texas. | 
Мау 3, 1929. GTJ/ML 


Director, 

Bureau of Investigation, 
Department of Justice, 
Washington, D. C. 





Dear Sir: 


Referring to your letter of April 27, 1929, I be- 
lieve it highly advisable to have printed for distribution to 
the law enforcement officials throughout each Bureau district 
a booklet concerning the work of the Bureau. I think it will 
result in an increase in business in that we will probably ~ 
have called to our attention many violations that we do not d 
receive for the reason that many local officers do not know to 
whom certain violations should be reported. 


The only thing that I would suggest to add to the 
pamphlet that would be of material assistdfice to the Mexican 
border offices of the Bureau, would be to call attention of 
Local officers to the fact that we handle and are desirous of 
receiving information concerning violations of the Neutrality 
law and that we jointly together with the Customs enforce and 
are interested in the President's Embargo on arms aná ammuni- 
tion to Mexico» 


I believe that the issuance of a booklet of this kind 
is a step forward in common sense and efficiency. 


In compliance with your request, I am returning here- 
with the copy of the booklet. к 







fy truly yours 


+ 
£a 
я 
u 
3 
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Encl. rs Special Agent in Charge. 
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Gontimin: the conversation rad with pa 
today by ie Polson of the Purex of Torestiratvion, intor 
motion is requested св to whether or not the Deparkient will 
be able bo have printed by tha Covonnnent Doimntinp girise a 
gnell pooklet similar in sine озі Jernih bo the om etteched 
concornin- tno work ov the Bureau of Irvestication for Mari 
bution to peace officers and Jaw enforcenont oMficiels ci the 
Uniced States ‘che proposed booklet mil haye no illustratious. 
Tt is estimated that 20,000 copies of this booklet will te need 
ed, and it is desired that the hoorink Le ovatlable enrly in 
June of 1929, if thot is possible. 


T shayh appreciate cn early response to this 
request. 


Yery truly yours, 


Directors 
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: Department of Auatice 
Purean of Anvestigation 
Washington, 1). 0. 





May 14, 1929. 


MEMORANDUM FOR THE DIRECTOR. 


In regard to Mr. McKean's letter on the 
draft of the booklet to be issued, the Committee believes 
that Mr. McKean'ts first suggestion, i» e. that there be 
omitted from this booklet "and to assist United States 
Attorneys in preparing such cases for trial" is a good 


> one and showld be adopted. 


With regard to Mr. McKean's remarks relative 
to the desirability of vesting Agents in Charge with the 
power of indulging in some publicity, the Committee is of 
the opinion that this is a Departmental matter and should 
be considered by the Director in connection with Departmental 








regulations. 
Very truly yours, 


- 
Pa 
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Depariment oí Iuatice 


Bureau ol Investigation 





Post Office Box #70 
Wall Street Station 





McK~F New York, New York May 10, 1929 | 
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Mr. J. Edgar Hoover, i 
Director, i 
Bureau of Investigation, КӨКТЕ F 
Department of Justice, RECORD, í 
Washington, D.C. 


CLARA 


Dear Mr. Hoover: 





Receipt is acknowledged of your letter’ of the 
27th ult. enclosing draft of a booklet intended for circular- 
ization among the law enforcement officials of the United States 
concerning the activities of the Bureau, and requesting my views 
relative thereto. ue 


I have reviewed tho draft in question very 
carefully and I am of the opinion that the issuing of such A r 
pamphlet will be of great benefit to the Service.’ The ide cis „20 
most practical. "ar 


— 
With reference to the context of same I heartily Ge 
vM concur, with the exception of the statement contained therein under ^ 
> the caption NATIONAL BANKRUPTOY ACT which reads as follows: "It 
is the duty of the Bureau of Investigation to investigate alleged 
violations of the National Bankruptcy Act and to assist United 
States Attorneys in preparing such cases for trial." I would suggest 
omitting from the foregoing the following: “and to assist United 
States Attorneys in preparing such cases for trial;" this for the 
reason that as it now reads in the draft, it would open the door to 
requests from United States Attorneys for assistance in the actual 
legal work incidental to the preparation of a case for trial. In 
ther words, the effect of same would be to make our Agents, in fact, 
Special Assistant District Attorneys in the preparation of a case for 
trial which situation, of course, would be most undesirable. 












While on the subject and having in mind the purpose 
behind the issuance of the pamphlet, namely, the better education 
of peace officials as to the purposes and activities of the Bureau, 

a thought has occurred to me which I feel may be now opportune to 
describe to you, 
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For a long time I have felt that the real activities 
of the Bureau have not been fully appreciated by the public generally 
for the reason that said activities have only in a small degree been 
called to its notice or attention. This situation I am constrained to 
believe is detrimental to the best interests of the Bureau and reacts, 
unfavorably, in many ways to its full efficiency. Іп а word, I feel 
that our activities should receive a certain amount of judicious and 
discreet publicity, and while I am fully cognizant of the dangers 
attached thereto unless full discretion is exercised, I am of the belief 
that a method can be worked out which, without much danger, can be carried 
into effect. 


The plan I have in mind is that hereafter the respective 
Agents in Charge be authorized to contact with representatives of the 
daily press for the purpose of releasing such items of interest to the 
public in connection with official investigations, which would in no way 
endanger the results of such investigations but which would keep before 
the public the real picture of the Bureau's constant activity in the en- 
forcement of those laws which have been placed under its jurisdiction. 


As a further suggestion in working this plan out, I 
would offer the desirability of restricting the various Agents in Charge 
to contacts exclusively with representatives of the Associated Press or 
other centralized news agencies and prohibit direct contacts with represent— 
atives of individual newspapers. I feel certain that such confidence as 
is necessary in a plan of this kind to be placed in the representatives of 
the news associations, would be fully respected by the particular organi- 
zations mentioned. Further, it is suggested such statements as are given 
to the press be entirely of an impersonal nature from which shall be 
eliminated any reference to the Agent in Charge by name or any particular 
Agent by name. 


I am fully convinced that the plan which for some time 
has been in vogue of restricting Bureau publicity to one central point 
at Washington is not practical. In the first place, local news items to 
be of interest to the local newspapers in different parts of the country 
will be no longer news items if a delay of several hours intervenes be- 
tween the incident to be published and its release for publication. This 
constitutes one of the serious objections to the centralized form of 
publicity bureau in an organization such as ours, national as it is in 
scope. 


In conclusion, if I may be permitted to borrow a common 
phrase from the commercial world "IT PAYS TO ADVERTISE" I feel that a 
little judicious advertising will be helpful even to us, and so take the 
liberty of offering the above remarks for your consideration. 
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I am returning herewith the enclosure in question. 


Very truly yours, 


Саа 


C.D. McKean, 
Special Agent in Charge, 


Enclosure, 
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MEMORANDUM FOR TEE DIRECTOR OF THE BUREAU OF INVESTIGATION, 


Reference ig made to your memorandum of May 9th 
concerning the possible procurement of a small booklet mich 
you desire for distribution to Peace Officers and Law Enforcement 
Officials. Information is desired as to whether you consider 
this booklet will come within the meaning of Section 219, Title 
44 of the Code of Law. Kindly let me have your vieWSe 





\_- Very truly yours, 
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This booklet has been prepared to acquaint peace officers 
and law enforcement officials with the work of the Bureau of 
Investigation of the United States Department of Justice in its 
investigation of alleged violations of Federa lawsein which the 
United States is or may be a party in interest and—its assistance 
of United States Attorneys in preparing Federal criminal cases for 
trial. 


3i 


At the head of the Bureau of Investigation in Washington, De. Co, 
is Mr. J. Edgar Hoover, Director. Under his jurisdiction there are 
thirty field offices, including six accounting zones, located through- 
out the United States. Each field office is under the immediate 
supervision of a Special Agent in Charge, who has jurisdiction in 
his respective district of the investigation of all reported offenses 
against the laws of the United States which are handled by the Bureau. 


The Bureau of Investigation has investigative jurisdiction over 
all violations of Federal laws and matters not specifically assigned 
by congressional enactment, or otherwise, to other Federal agencies. 
It does not have investigative jurisdiction over violations of the 
National Prohibition, Counterfeiting, Narcotic, Customs and Smggl- 
ing, Postal, or Inmigration laws. 


Any information concerning a violation of a Federal law, other 
than those listed above, which comes to the attention of a law en- 
forcement official or peace officer, should be sent by letter or, if 
the matter seems to be urgent, by telegram marked "Government Rate 
Collect" to the Special Agent in Charge of the district in which 
such officer is located. 


The address of the Bureau of Investigation Field Office having 
jurisdiction over the district in which you are located is as follows: 














The following general information shows some of the major viol- 
ations of Federal laws over which the Bureau of Investigation has 
jurisdiction, together with an indication of the kind of information 
the Bureau desires to receive from interested State and local offi- 
cials in order that an appropriate investigation may be made and the 
facts submitted to the United States Attormey for prosecution in the 
courts of the United States: 


NATIONAL MOTOR VEHICLE THEFT ACT. 


Persons who transport a stolen motor vehicle from one State to 
another State, knowing the seme to have been stolen, may be prosecuted 
in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell or 
dispose of any motor vehicle moving as, or which is a part of, or 
which constitutes interstate or foreign commerce, knowing the same 
to have been stolen, may be prosecuted in the United States courts 
under this Act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile and 
there is reason to believe that his possession of the motor vehicle 
is not lawful and that the said motor vehicle has been stolen in 
another State and transported in interstate or foreign commerce, if 
the facts in the matter are called to the attention of the Bureau of 
Investigation an investigation will be made to establish a possible 
violation of the National Motor Vehicle Theft Act. 


WHITE SLAVE TRAFFIC ACT. 


The White Slave Traffic Act is frequently referred to as the 
Мати Act. This Act declares that any person who shall knowingly 
. transport, or cause to be transported, or aid or assist in obtaining 
transportation for, or in transporting in interstate or foreign com- 
merce, or in any territory, or in the District of Columbia, any 
women or girl for the purpose of prostitution or debauchery, or to 
engage in other immoral practices, shall be deemed guilty of a felony. 
The Bureau of Investigation is desirous of receiving any information 
which comes to your attention indicating a violation of this Act. 


NATIONAL BANKRUPTCY ACT. 


It is the duty of the Bureau of Investigation to investigate 














alleged violations of the National Bankruptcy: Aet and to assist У 


United States Attorneys “in ‘preparing such cases for trial. 


Violations of the Berkruptey Act are ‘generally: reported to the 
Bureau. by referees in bankruptcy; trustees, credit associations, or 
creditors. However, when bankruptcy proceédings involve. Local 
individuals. the Buredu will appreciate receiving any Information 
which you may obtain relative to the concealment. of physical assets. 
prior: to the bankruptcy. Information that Shipments were made: from’ 
the bankrupt Store late at night or іп а. covert: manner, that. foreign 
vans or trucks were loaded. at the bankrupt's premises, that the 
bankrupt hastily liquidated his affairs. immediately prior to closing 


by sacrifice or below-cost sales, all are- significant. Óf. irregular": PN 


ities. and- are a material aid, to the progress of the. investigation. 
Attempts on the part. of the bankrupt +6 collect. ola accounts, after ' 
proceédings Have been instituted also аге evidenéé of violations. 
In bankruptey cases particularly, local. peace officers ¿an obtain : 
valuable information in the form of тйпога айа local undercurrent 


reports which are not available to an-outside investigator. 


. GMPERSONATION OF. GOVERNIENT OBICIALS, 


+ 


Whenever information is received зу a peace officer or law 
enforcement official which indicates. that an- individual falsely. 
claims or did falsely claim to be an officer of the United States, 
or that such individual fraudulently acted as if he were a Federal 
officer for the purpose of obtaining or demanding anything of value, 
such as loans, credits, money, documents; or ‘the cashing of checks, 
such information should be transmitted to ‘the Bureau of Investiga” 
tion, which will begin an immediate inquiry to determine whether or 
not a Federal law has been. violated. 


LARCENY OF GOODS IN. INTERSTATE: COMMERCE. 


Any facts which indicate that any «person ox persons aii steal 
anything being shipped from one State. 40 another State, from any 
freight or: express shipment, or that any person received anything. 
which was stolén from such shipments, should be reported to the Bu- 
eau of Investigation: 


THEFT OF GOVERNMENT PROPERTY. 


It is a violation of a Federal law to embezzle, 'purloin, or 
Steal any property of the United States, or to réceive such property 
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knowing the same to have been stolen, and the Bureau of Investig- 
ation h4s investigative jurisdiction over offenses of this nature. 


CRIMES ON GOVERNMENT RESERVATIONS. 


The investigation of crimes committed on Government тезегуа- 
tions, including Indian reservations, or in any Government building, 
or on Government property, is under the jurisdiction of the Bureau 
of Investigation and any information concerning such crimes should 
be forwarded to the nearest Bureau Office. 


In addition to the violations Listed above, the Bureau of 
Investigation has investigative jurisdiction over violations of the 
National Bank and Federal Reserve Acts, Anti-trust laws, the Corrupt 
Practices Act, Perjury, Bribery, Crimes on the High Seas, Inter- 
state Transportation of Lottery Tickets and Prize-Fight Films, 
Peonage matters, Illegal Use of Government Transportation Reguests, 
and other miscellaneous Federal statutes. 


FUGITIVES FROM JUSTICE. 


The Buren of Investigation conducts investigations for the 
purpose of locating and causing the arrest of persons who are fugi- 
tives from justice by reason of violations of the Federal laws over 
which the Bureau has jurisdiction, of Escaped Federal Prisoners, and 
Parole and Probation Violators. The Bureau also seeks to bring 
about the apprehension of other Federal fugitives fron justice when 
the efforts of the United States Marshal and the Federal investiga- 
tive agency having primary jurisdiction have failed to locate such 
persons. 


When the arrest of a Federal fugitive from justice is not 
brought about within a reasonable time, the Bureau issues what is 
known as an Identification Order, which is distributed to peace 
officers in all parts of the country. These Identification Orders 
contain the name, photograph, fingerprints, and description of the 
fugitive, together with all available information which might prove 
helpful in bringing about his arrest. When the fugitive is apprehend- 
ed, an Apprehension Order is issued so that all efforts to locate the 














individual may be discontinued. If you do not already receive these 
Orders, the Bureau will be pleased to place your name on the mailing 
List. 


It is of the utmost importance in investigations relating to 
fugitives that any information secured be sent to the nearest Bureau 
Office without delay. 


# 


NATIONAL DIVISION OF IDENTIFICATION AND INFORMATION. 


In addition to its force of trained investigators, the Bureau 
of Investigation has under its jurisdiction the National Division of 
Identification and Information, located at Washington, De C., which 
was created as a central elearing house of information pertaining to 
criminals. 


The National Division of Identification and Information possesses 
what is believed to be the largest and most complete collection of 
criminal fingerprint records of current value existing anywhere in 
the world. This collection, consisting of over one and one-half mil- 
lion fingerprint records and of more than two and one-half million 
card index records, has been made possible by the splendid coopera- 
tion of approximately sixteen hundred law enforcement officials and 
agencies throughout the United States and foreign countries and is 
being extended at the rate of over one thousand fingerprint records 
each day. 1 


The Bureau of Investigation invites each and every peace officer 
in the United States to avail himself of the information contained in 
its fingerprint records. This service is rendered to all legally eon- 
stituted law enforcement officers. free ófoany cost whatever. Finger- 
print cards and franked envelopes for the transmission of records to 
the Division are also supplied without cost to correspondents. The 
extent to which this service is utilized by peace officers can be 
appreciated by the fact that the Division of Identification and In- 
formation responds to almost thirty thousand inquiries each month, 
each inquiry being answered by letter within forty-eight hours after 
it is received. 


The records of the Identification Division are based primarily 
on fingerprints and it is difficult to make positive identification 
unless fingerprints are furnished. However, a card-index system is 
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maintained through which on numerous occasions an accurate identific- 
ation is made possible by the name or alias of an individual coupled 
with some descriptive data. 


The National Division of Identification and Information is, of 
course, a cooperative agency. The only information which can be sup- 
plied to inquirers consists of data which have been previously trans- 
mitted to the Division by law enforcement officers and penal institu- 
tions. 


The cooperation betfieen police officials, sheriffs, and wardens 
throughout .the United States and the Division of Identification has 
been splendid. In spite of the gratifying progress which has been 
made in the Bureau's fingerprint work, however, there is still room 
for improvement. The Division of Identification is not receiving all 
of the fingerprint records which should be forwarded to it by the law 
enforcement officials of the country. The more complete and extensive 
the records of the Division become, the more effective will be the ser- 
vice it can render. Your cooperation will be appreciated. 


A pamphlet has been prepared by the Bureau of Investigation 
known as "How to Take Fingerprints", which contains instructions con- 
cerning a simple and standardized method of taking fingerprints. Any 
law enforcement officer who is now, or who may desire to become, a 
contributor to the records of the National Division of Identification 
and Information will be supplied with a copy of this booklet upon 
request. 


: Any inquiries concerning identification matters should be address- 
ed as follows: 


Director, : 
Bureau of Investigation, 

U. S. Department of Justice, 
Washington, D. C. 
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With regard to the cover and first inside pares, I believe 
the stetement reading as follows - "А booklet concernir; the 5] 

worl of the Bureau of Investicetion - Puvlisioó for the informa- / и 
tion of peace officers and law enforcement officials of the 

United States," is not a full md complete sentence. It is my 26} 
impression that the sub-headin;” “should read as follows: "Pis 
booklet concerning the work of the Bureau of Investigation is 

published for the inforration of peace officers and lav enforce ‘ 

ment officials of the United States.” I believe the sentence he 
under the headin; "Theft of Government Property" is too long. 

It should read in mr opinion as follows: “It is a violation of 

a Pederal law to embezzle, purloin or steal any property of the 

United States or to receive such property, knowing the sane to 

have been stolen. ‘he Tureau of Investigation has investigative 
jurisdiction over offenses of this neiure." 





Under the heading, “Crimes on Go vermient Reservations," 
but not pertaining thereto, (2nd paragraph), listin; the additional 
violations over which the Bureau has investigative jurisdiction, 
it is my belief that no mention should be rade therein that the 
Bureau undertakes to conduct investigations of violetions of 
corrupt practice act or any bribery cases. 10 publicly advertise 
the fact that the Bureau conducts investigations of the corrupt 
practice act is apt to flood the Bureau with complaints received 
by sheriffs and other lav enforcenent officials who obtain their 
positions by election when their favorite candidate for some 
Federal office meets with defeat,in which case, of course, the 
Bureau would not undertake to initiate immediately an investiga- 
tion of the complaint as furnished by the said peace officer, | 
but would in tum, refer it to the Department which might or 
might not authorize the investigation to be conducted “т 
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It can be appreciated that if law enforcement officials 
of the political type are offended by the inability of the 
bureau to conduct an investigation relating to a violetion of 
the corrupt practice act, due to Departmental instructions, 
it vouid seem apparent that the Bureau wuld incur the ill-will 
of the officials which it is trying to cultivate by the issuance 
of this booklet. Ho mention should be made in this booklet 
relative to the investigative jurisdiction of the Bureau over 
any type of violation unless the Bureau can proceed of its om 
initiative without departmental authorization or instructions 
to proceed with the investigation. 


In regard to bribery, I am of the strong opinion that no 
mention in this booklet should be made of the investigative 
jurisdiction of this Bureau in these types of cases. It is 
believed that nine-tenths of the bribery cases tried in the 
courts of the United States, although the writer has no statistics 
by which to substantiate the percentase given, result from the 
actions of officers of the Government, who are charged with the 
duty, either directly or indirectly, with investigating viola- 
tions of the National Prohibition Amendment or the Customs Laus. 


It shoula not be the policy of the Bureau to encourage the 
receiving of complaints relative to the misconduct of other 
officers of the Goverment. By that, I do not mean that the 
Bureau should not be ever on the alert to protect the interest 
of the Government from the corruption of its agents or employees, 
no matter in what department or brench of the Governnent they 
night be serving, but I do not think that where the Bureau would 
first have to obtain departmental authorization to proceed with 
an investigation involving he alleged corruption of eno ther 
officer of the Government, the Buréau should encourase receiving 
complaints of this kind. It must be borne in mind that, ordinarily 
before the Departnent will issue any instructions requesting: the 
investigation of the corruption of anofficer of another branch 
of the Government, the matter mast be first taken up with the head 
of the Devartment in vhich the employee is employed. Ordinarily, 
when an official of another branch of the Government has been suilty 
of accepting a bribe, the investigation of the circumstances into 
the acceptance of the said bribe is usually conducted by the 
investigative organization of the Department in which the employee 
is affilisted. 


It is therefore respectfully suggested that no mention be made 
in this Maral in regard to the investigative jurisdiction of the 
Bureau in cases involving violations of the corrupt practice act and 


bribery. 











With reference to the first paragraph on pase 2, which 
purports to define the purpose of the booklet, it is suggested 
that the words, "in which the United States is or may be a 
_ party in interest" be omitted, as they seem to be surplusage. 
It is app rent that the United States is interested in all 
alleged violations of Federal laus. 


Respectfully, 
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DIRECTOR 


Department of Justice 
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Washington, A. 6. 
| May 7; 19296 





MEMORANDUM FOR THE DIRECTOR. 


I have examined and approve the attached 
draft of the proposed booklet concerning the work of the 
Bureau of Investigation to be distributed among law enforce=- 
ment officials of the United States. 


Respectfully, 
J. M, KEITH, 
Inspector, 
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Department of Justice 
Buren of Anvestigatior 
Weshingion, D. Û. 


| HN EDGAR HOOVER 
| Г DIRECTOR 


May 11, 1929. 
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MEMORANDUM FOR THE DIRECTOR. 





With regard to the suggestion of Agent 
in Charge Jones, relative to the inclusion in the 
leaflet to be sent to the field of information se 
relative to the handling by the Bureau of the 
Neutrality Law and kindred violations, the Committee, 
consisting of Messrs, Keith, Tolson, Hughes and the 
writer, was of the opinion that this may be mentioned 
by name in the list of additional violations referred 


to in said pamphlet. 
Very truly yours, 
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2” DIRECTOR 
Depariment of Justice 44 
Buren ol Investigation | 
Washington, B.C. | IS (2/5 
[ue 
May 14, 1929. 


MEMORANDUM FOR THE DIRECTOR. 


With regard to the first suggestion made by 
Mr. MacFarland relative to the booklet attached hereto, the 
Committee sees nothing to be gained by changing the title of 
said booklet. 


а. 


The Committee believes that it would do no harm 
to permit a reference to the fact that the Bureau investigates 
violations of the Corrupt Practices Act and Bribery cases to 
remain in this booklet. This is simply a list of names of the 
cases in which the Bureau may function investigatively, in the 
event that the circumstances permit. 


The Committee believes that the suggestion 
contained in the last paragraph of Mr. MacFarland's letter 
is well founded, mä has eliminated the word "Federal" from 
the paragraph in question. 


Ме Very truly yours, 
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ғ DIRECTOR —— 


Depariment of Justixe 
Race of Unwestigation — 


Washington, Ж). Y, 
May 18, 19296 


MEMORANDUM FOR THE DIRECTOR. 


Mr. Bodholdt telephoned me this morning 
with respect to the Bureau memorandum addressed to him 
on May 14, concerning the booklet to be distrituted to 
law enforcement officials. 


Mr. Bodholdt stated that in his opinion 
the best method of proceeding in this matter would be to 
forward the draft of the booklet to the Government Print- 
ing Office with a request for the printing of the same 
and in this manner a decision could be secured as to whe- 
ther or not the contents of the booklet are in any way 
inconsistent with any existing regulations; 





Мг. Bodholdt was asked specifically whe- 
ther or not the Department wuld pay for the printing of 
the booklet in the event the Goverment Printing Office 
Will do the work and he replied that he thought this could 
be dones I requested a formal reply to the Bureau memoran~ 
dum to that effect and he stated he would prepare the ‘same 
early next weeks ' 


Inasmuch as the Section of the Code of Laws 
to which Mr. Bodholdt referred in his previous memorandum 
does not appear to preclude the publication of such a book- 

v let, I believe Mr. Bodholdt's suggestion should be followed 


wy 7 and that the material should be forwarded to him in the 
МС regular way, by memorandum, requesting the printing of same. 


Respectfully, 
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Hay 22, 1929. 
HEQORANDUM TOR МЕ. BODHOLDT » 


Shere is attached herete a draft of a booklet 
oonoerning the work of the Bureau of Investigation, 
far distribution to peace officers and lar onforce- 
ment officials of the United States. It is requested 
that the printing of twenty thousand copies of this 
booklet be ordered through the Government Printing 
Office. 


She size and fora oi the booklet sni tho printiny 
contained therein should follow that used ln the 
attached booklet entitled "How To Take Pinger Prints. 
You will note that 4 space has been provided following 
the fifth parseraph on page two of the attached copy 
so boni the address of a Bureau field office my be 
stamped therein before tho distribution of copies of 
this booklet. 


tho Durasu, ОГ cotwrso, desires proof of this 
material before the actual printing in undertaken. 


Your cooperation in expediting this printing 
work will he greatly appreciated. 


Very truly yours, 


Enel, 129086. Director. 
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hîs booklet has been prepared to acquaint peace officere end 
law enforcement officinale with the work of the Bureau of Investiga- 
tion of the United States Department of dustias in its investigation 


.0f alleged violations of laws in which tho United States is or my 


bè & party in interost. . 


At tho head of the Burena of Investigation in Washington, Do Ce» 
ів Nre Я. Бараг Hoover, Directors Under his jurisdiction there are 
thirty field offices, including six accounting souee, located through- 
out the United States. Fath field offica ie under the imnodiate 
supervision of a Special agent in Charge, whe bas jurisdiction in his 
voapective district of the ias of all reported. offenses 
against the lows of the United States which are handled by tho Buronan. 


Tho Buram of Investigation has investigative! juriediotion avor 


. all violations of Pedoral laws and matters not spaciticenlly assigned 


by congressional enactment, or otherwise, to other Робогої agenoione 
It does not (*not" to be printed in italles) have investigative 


` jurisdiction over violations af the ational Prohibition, Counter- 


feiting, Warcotic, Customs and Suuggling, пим. or Imigration 


* 


Any Information concerming e violation of a Federal law, othor 
than those listed above, which comes to the attention of a ат опе 
forcement official or peaco officer, shonld be sunt by letter or, 

12 the matter seems to be urgent, by telegram marvkod "Government 
Roto Colleot^ to tho Special Agent in Charge of the district in 


which such officer is located. 


~ Tho ‘address of the-Burean of Investigation Field. Offices having 
mim over the district in which you are lo0ntod is eB -- 
follows: 


, (Leave gpaes for sovon-líine stamp adiress} 

















fhe following gonerel information shows somo of tho major viole 
pem of Federal laws over which tho Burema — has | 




























аон ни егесине investigation my te mde and the 
facts submitted to the United States иу for "prosoeution ж the 
‚баг “a the United States: | i 


1 
i 


HATIONAL HOZOR VEHICLE THEN? ACT. 


ы Persons vhe transport a stolen moter vehidele fran one State to 2 
| gnobher State, knowing the seme to hovo been atolen, may bo prosecuted 
in the United States omiris for the trmeportation orf tho stolen 
чен 00. Alat, persons who receive, conceal, sterc, barter, sell or 

dispose of ony motor vehicle moving as, or which ia a part of tr 
“which gomstitutes interstate or foreign commerce, moving the anno to 
Тө эро айн т кә онат A He DENM States eoorts under 
_ thie Act, thich ie also known os the Dyer Acts 


мз. -———" — ааа 
` оте is rOnson $0 beltove that hís possassion of tho motor vohicie 
is not lnwfoul oni tot the seid motor vohiale has boon stolen in — 
another State end transported in interstate er forelga comarca, 17 
the facts in the matter are called to the cttention of tho Boresn of 
investigation qn investigation w112 bo sado to establish a pet 
violation of the National Шор Vohiole Theft Act. 








2 RR , 2% кемел MM یچ‎ —— ren Stave $RAPPIO a 


"ho White Slave traffie Act is frequently referred te as the 
Eann Aot. This Act colares that any person vho shall movi 
transport, ar олово 60 be transported, or ald or assist in obtaining 
treneportation for, or in transporting in interstate er foreign came 
meros, or in any territory, or in the Distriot of Columbia, any 
women or girl for the purpase of prostitution or debanshory, or to 

| engage in other femoral practices, shall be deemed guilty of a felony. 
The Bureau of Investigation is desirous of receiving any informtion 
which comes to your attention indicating a violation of thia Acts 


\ 




















кыо, ЗАТЕНШРТОТ AGB. 


16 is ‘the duty of the Bureau oz Investigation to —— 


озодед violations of tho National Bankruptay Aet. Violations of 
 .fhis AGb nro gonéraliy reported to tho Burenu by referees in bank- 02 
rüuptey, truotoon, oredit assooiatfons, or Groditora. However, when | 
- benkruptey proesedings involve fooal individnals the Burean v111 . 


eppreciate receiving any information which you may obtain relativo 
sa. the congenlnent of physi ead aasete prior 4o the bankruptcy. | 


нана (that shipments vere mado from the bankrupt store 


late at night or in a covert manner, that foreign vans ор tracks. 


wore leaded at the bankrapt’s premises, that tho bankropt hastily 


| . Siíiquidateà hie affaire inmediately prior to dosing. by saorifioo or | 
_. belaw-oost sales, all are significant of irregularities and are 2 


material aid to the progress of the investigation. Attempts om the | 


` part of the bankrupt te oollest old accounts after pem have | 


been insti tuted alee are evidence 9f violstionse 


In bankrup toy onson particularly, local peace offiderp Фа 2 
Obtain valuable information in the form of rusiors and local onder- 


| О. — — э are ч — to an шә Investigators 





"релт; кыа % received ae & — — or lag 


enforcement official which indiaates that an individual falsely ME 
+ delas or did falsely фана to be an officer of the United States, = — 
ver that such individnal frandulentiy ected as if he were & fedoral =) 
officer far the purpose of obtaining or demanding anything of Valué, 


euch as loans, credits, money, dpcuments, or the cashing of ctecks, 
such information should. зе tronsmittod to the Bureau or Invéstiga- — 
tion, which will begiu an ime: 





2 saxo ое ов ш Бы саша. J 


` Any facts which indicate ‘thet amy person or persons ; aia | teed | 
anything. being shipped from ona State to another State, from any 


freight or express shipment, or that ану person received 


which was stolen from оон я should be en to the p. a 


Bureau of —— 





inte inquiry to: determine whether wr: 
not. ee nee 





Е una ов авсат vossmooton 
ОР 6 EH? PROPERTY, 





те 1s a violation of a Fedorel law. to deside. жайиз, ev 7 


steal any property of the United States, or. to receive such property 
mowing 


the same to have beon etolon. The Burean of Investigation — 
has cT эчене over oč sengon 9f pus astura. ` jn 





The investigation of crimes committed on Goverüment reservations, `: 
including Indian resevvntions, ur in auy Oovermaent building, or On |. > 


 Goverument property, ís under the jurisdiokiun of the Bureau of In- | 
^— vestigstion and any information concerning such orimes эша de 
i тан to = nearest Bureau 900105 z 


a 


fn addition to the violations Listed shove, the Bureau of In- 


vestigation has investigative juriediation ovor violations of tho 
.  Wationel Bank end Fodernl Reserve Acts, Anti-trust laws Neutrality 
laws ani rolbtsd matters, the Corrupt Practices Act, Perjury, Bribery, . 


Crimes on the High Seas, Interstate Graneportation ef Lottery Tickets - 
and Pricse-Fight Pilms, Peonage matters, Ulegal Veo of Government 2 
Transportation Bequests, and other miscellaneous Pederal statutes. 


e $ = 
| FUGITIVES na menie. 


ET Burega ot Invostigátion — investigations for the 
purpose of locating emi causing the arrest of persons who are Tgi- 


‘tives from justice by renson of violations of the Federal lewe ovor 02 
which the Burean bas jurisdiction, of Escaped Federal Prisoners, әлі | 


Parole and Probation Violators. "ho 3uremn also geeks to bring. 
about the apprehension of other Federal fugitivos from justioe when’ 


` the efforts of the United States Marshal end the Pederal ori: 


tive agency. кепе primary SAEN SHNA haye failed. $o Locate - ведь. 


pereova . 


{hen the arrest of a Federal: fugitive fron justice te dot: A 
| —* about within = reasonable time, the Bureau issues what ie | 





: м т us ч à ” ` i 
б — $ 4 i 7 | > ] ` az 
f . . $ — "do 3 т E S 
e . g Д i.d > 4 ` - жу ре 5% хр" 
з 


— as an. шей омен orders which ts dsstributed — 
^ officors in 511 ports of the ocuntry. Uhoso Idtntifiostion Orders 
. eontein the name, photograph, fingerprints, ani description of the : 
 fugitive, tagothor with all availoble infarzmmtíon which might. proye | 
| Mi тше arrest. hm the fubitivo "m 
J prehension Order ia igsued so that all efforts to .. 
tombe the individual may bo discontinued. If you do not already | Mx P. c 
x roosivyo these Ordare, Hhe Buren vi)l be pleased to pleco your nens- 255 5t BT ag 
^, 2 9n the mailing Liste | | | 


жуг нон ава ашаны ы анай A "E 
. ;. fugitives. that aiy infomation веопгей be sent ‘to. the nearest Burenn Et 
uus ا ا‎ d he d ү | 





[ NASIORAL arius o ғ патриот AND — 


© a addition | to ite Zoroa of а — the вашы: 
of investigation has under its juris@iotion the Datlonal Division of 
Tdentification and information, located at washington, De Ges which ` 
— аллаа. areotod as a antral пала houso of Sakame faan ре о. 
` *c 


the National Division o? Identification md. paria posgessea 
what is belacved to be the largess and most complete sollection o£ — 

. ininal figgerprint records of current value existing anywhere in tho — 
world. This collection, consisting of over ono oni one-half million — 

| £ingexzprint records and of mare than 090 anû one-half million tanl 2 | 

` .$ndex rogords, hss boon mado possible by the spdendid. sgoperation of. | 

- approximately sixtoeon hunired low enforcement offiolais nnd agencies з: ks 

throughout the United States end foreign countries and is being р | 
extended at me Fate о arer ous. ове — records — "em | | 
days E 

| “ке Burégu of Investigation — — end every peace: officer. . 62 

2 4а tho United states to avail himsel? orf tho informtjos contained im >- 
its fingerprint recorda. this service is rendered to sil ‘legally gone | 

. .Btitutel low enforcement officers free of any cost whatever. 

` print cards and franked envel apes dor the trenemisaion of records to 

. the Division ave aleo supplied without cost to corroupondónta,. ne - 

. extent te which this service is utiiiced by рэвов officers osm he — ео a 
appraciated by the fact that the Division of мыйына ema Ime о 
formation responds to almost thirty thousand inquiries each month, 4 POM 
escob inquiry boing ausuered by lotter Was — bours = Е 

at is FOobived. 


The records of the манан anton Division: are. based primary. 
on » fingeprints and. it = diffionlt to make neue — 


-6- 














=: pe ci aro furnishes — а — — is — 
 meinteinsd through whloh on numerous ccoasions pu ascurnte identifica” ` 
$kon is mado possible by the ees a aun of tn individual pte 


Pus with somo desoriptive дабан 


E Sationél Division о? Iüontificatiun ang esis сы 
coureg, a coGperative agenay. ‘The only informtion which com be sup-~ 


plied to inguirers consists of gate which Bavo boon previously trans 24 i: i 
 mitted to the. Division by law enfercenent ОЗ дате und. penal ко — 


tions. 0 


` E овде botwoon. police — — and anions LUN 
throughout the Unitod States and the Division of Identification has. 

been splendid. In spite of the gratifying progreso whidh hos been — 
mage in the Sureau's fingerprint work, however, there is still sosa 2-0 
fos iuproveosnt. The Division of identlflestion ło not rocoiving eil 
of the fingerprint rocorda whidh should bo forcardod to it by the law 


. Enforcement offiaiele of the country. The moro completo oni extensive 


the records ef the Division become, the more effective will de tho | 
service 1% can renday. Your aonpération will be epprosiateds o 


i A pamphlet has doon prepared by the Эйгёап of Investigation a 
ав тұры бо Таха Fingerprints,” which contains instruebions concerning. — 
© в simple and standardised mothed of taking fingerprints. ¿Any law- 


enforcement ‘officer who is now, or who may desire to become, б a 
tributor to tho records Of tho Motionel Division of Identification and | 


7% Information "ti be supplied with a sopy от this booklet upon request. | 


` Any inquiries concerning saeutisication matters should be © sltronsod 
as follow: .. 


Direator, кз , 
. ` Baroan of ati — 
. Oe Ge — of Justi ea, 
Washington, Bet B 


ЧИА 
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2 IDTURAUDUM POR UR. DODUOLDTA 








There Ав attached hereto e dvatt of a booklet 
soncerning the work of the Bureau of Investigation, 
für distribution to pence officars and law eutorce~ 
nent officials of the United States. If is requested | 
that the printing of twenty thousand copies of tals 
booklet be ordered throuch the Government Printing 
Offi ae 


Whe size and form of the bookleb ani the printing 
gontained therein should follow that used in the 
attached booklet ontitied "How To Take Finger Prints.” 
You wild note that a space has been provided following 
the fifth paragraph on page two of the attached copy 
so thet the address of a Bureau field offiee my bo 
stumped. therein before the distribution of copies of 
this booklote 


The Bureau, of course, desires proof of this’ 
materigi bofore the actual printing is undortaken. 


Your qoperation in expediting this printing 
work will be greatly appreolateds 













Very traly. yours, 


Enche 129085. Director. 
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A 2-4 onicerniu; te voric o£ the 
Juroou oir invostishtion 


vablished for the information of pozas 
officers mi lov exubereconent orficiala of the 
United бабе 
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“his booklet has been orepared to agqusint peacs officers snd 
iaw enforcament officials with the worl: of the sureau of Invostico- 
tina of the United States Department of Juctioo in iis favestication 
of alleged violations ox laws in which the United tates is or my 
be a party in interest. 


At tho head of the JurBno oz Investigation in Vashington, Ne Ces 
is Zr. de Edcar Voover, Directors Under his jurisdiction there are 
thirty field 05541068» 4ncludin: six accounting; 25228, l0cnted Uhroupz- 
out the United States. Таба field office is under the immediate 
supervision of a овоа z arent in Charge, who nos jurisdiction ln his 
respective district of the investigation of all reported offenses 
against the laws of the United States wiich are hundled by the bureaus 


сре sureau or Investigation has investicative jurisdiction over 
811 violations of Federal laws and matters not speciflcaliy assigned 
by congressional enactment, or otherwise, to other Federsl apencies. 
It does not ("not" to na printed in italics} have investigative 
Jurisdiction over violations of the Tationel vrohibition, Couater- 
feiting, Uerestic, Customs and Smuppl ing, Postal, or — 
JEWS a 


Any information concerning a violation of a Yedersl law, other 
than those listed above, which comes to the attention of a law en- 
forcement official or neaee officer, should be sent by letter or, 
if the matter seams to be urgent, by telegram marked "Government 
Rate Collect" to the Special Agent in Charge of the district in 
which such officer is Located. 


the address of the Bureau of Investigation piela Office kavine 
jurisdistion over the district in which yon sre located is as 
follows: 


(Leave aoo for seven-Lline sterp address) 


— а 



















a followin; goueral inforastion shows zome or ino major vin 
ations “ederal lave over ubich the Sure of Investicnbion has 
шаш, tepether with an indication ог the kind of Information 
the Yurean desires to receive from interested State and Local ог?” де 
01215 in order thet au appropriate investigation my be nade — 


facts submitted to the United States Attorney for prosecatir . Ü Б 
ourz5 02 the United States: 


TASIONAL MOQOR TERLGIA TItET AO и | в. 


Persons who transport a stolen motor vehicle cc. sae State to 
another State, imovías fie seme to have been stole... wey be proseented 
in the United States courts for the transportation of the stolen 
79010160. Also, persons who receive, conosal, store, barter, sell or 
dispose of any motor vehicle moving ову or which is a part of, or — 
whick constitutes interstate or foreign commerce, knowing the same to 
hava been stolen, may be prosecuted in the United States courts under 
this Ach, which is also known as the Dyer Act. 


hen an individual is founi in possession of an antomopile aad 
there is reason to believe that his possession of the motor vehicle 
is not lnvfui nul that the ssid motor vehicle has been stolen iu 
another State ond transported in interstate or Joroipn commerce, if 
the facts Im the matter ere called to the attention of the foranu of 
Investigation an investigation will he made to establish | possible 
violation of tho Latlonsl Uotor Vehicle Theft Ant. 


MUI. SIATE ТДЕРЕТС Аба. 


She shite Slave Graffie Act is frequently referred to as the 
Hana Aot. This Act declares that any person who shall knowingly 
transport, or couse to he transported, or aid or assist in nbtaininc 
transportation for, or in transporting im interstate or foreign com 
meros, or in any territory, or in the District of Columbia, any 
woman or girl for the purpose of prostitution or debauchery, or 52 
engage in other immoral practices, shall be deemed guilty of a felony. 
The Jureau of Investigation is desirous of receiving any informtion 
whioh gomes to your attention indicating a violation of thie Act. 

















NATIONAL GAUKRUSTOY AOS. 


ít is the duty of the Bureau of Investivation to investicate 
alleged violations or the National Sankreptoy 205» Violations of 
this Aat cre cenereally reported to tho Bureau by referses in hake 
ruptey, trustees, credit assdcintions, or creditors. However, when 
benkraptey procécdinzs invalre local individuals the Bureau will 
apprécinte reesiving eny information which you may obtain relative 
to the concealment of physical assets prior to the baukraptcys 


Information that shipments were matic fron tho bankrupt store 
late at night or im a covert manner, that foreigm vans or trucks 
wore loaded at the bpnkroupi'!s premises, that the bankrupt hastily 
— his affairs imetistely prior to closing by sacrifice or 
bolom=2ogt sales, sli aro significant of irregularities sua mre a 
materiel sid to the progress of the investigation. attempts on the 
part of tho vankrupt to collect 91d scoounts efter procecdings hove 
béon instituted also are evidences of violations, 


їп bankruptcy cases particularly, local peace officers can 
obtain valueble informtion in the form of rumors and local under- 
current reports which are not availeble $e an ontside investigator. 


TRXPOREONATION ОР СОТЕН CREECIALS + 


whenever informetion is reesived by e pence officer or lew 
enforcement officicl which indicates that an individual falsely 
claims or did falsely diein to be an officer of the United States, 
or thet such individusl froudvlently acted as if ho vere а Pederal 
officer for the purpose of obtaining or domending onything of value, 
such as loons, credits, money, documents, or the oashing of checks, 
such information should св transmitted to the Sureau of Investica~ 
tion, which will bemit an immedinte inguiry te determine whether or 
zot g Péderal lew hos been viplated. 


TAT OF GOODS Li INGENSTATE COMER. 


aly Pacis vhieh indicate that any person ar persons aid stenl 
anything being shipped from ono itate to snother úteto, from any 
freight or express shipment, or that sny perzon receivel enythine 
which wes stolen from such shipments, should be reported to the 
Bureau of Готов годе 











‚ 4, ВЫЛЕБОТЕИБЕР, OR ILIEGAL POSSESSIOE 
У OP GOVE? PROPURTY. 


It {a a violation of a Federal law to embeszle, purloin, or 
. teal any property of the United States, or te receive such property 
owing tho sexe to have been stolex. The Burean sf Investigation | 
hae investigative juriadiction over offenses of this natures 


CRINES ON COVENUME? NRSMRTLTIONS. 


F the fnvestigetian of erimes comaltted om Gevermmant reservations, 

inm®udine Indien reservations, бт ín any Goverment building, or on 
Government property, 1s under the Jurisdiction of the Sureau of Mme 
vestigation an® sny information oconcorning suoh erímes. ghonld be 
forwarded to the nearest Bureau 021108. 


- 4 - 


In addition to the violations liated above, the Bureau of Im” 
ventigntion has investigativo jurisdietion over violations of the 
Satiovel Bank and Fodoral Reserve Ache, Anti-trust laws, Neutrality | 
lows emi related matters, the Corrupt Preetiges act. Perjury, bribery, 
Crimes on tha High Beas, Interstate fransportation of Lottery Tickets 


c "anà Prizo-Fight Pilns, Peonage matters, ULlegal Use of Government 


| Transpertation Requects, ent other misosilsasons Federel statutes. 


ow е 
FUGITIVES FROM JUSTICE. 


` he Burosu of Investigation cominote investigations for the 
purpose of locating вий causing the erreat ef persons who oro fugi- 
tives from justice by reason of vielations of the Рейегз) laws over 
which the Buresa bas jurisdietion, of Secoped Federal Prisoners, and 
Parole sad Probation Violators. The Buresa also socks to bring 
about the apprehension ef other Federal fugitives from justice when 
the efforts ef the United States Marshal and tho Pederal investiga- 
tive ageney heving primary jariediction have fatied te 106840 sh 
persons. 


| When the orrest ef a Poderal fugitive from justice te ast | 
brought about within a reasonable tins, the Ruresn iames what is 





г СРЕ 





"aig as dm BoA os. I i Gari уы. 
officers іп sil ports of the country, These Identification Ofders 


contain the namo, photograph, fingerprints, end description of the  — E Vu m 


| fugitive, tosether with all evailablo infamion which might prove.. 
 . heipfel in brhiging about his srrost. When the fugitive is appro- 
^ hénded, an Apprehension Order is issued so that all efforts to 00 
-loonte the individual. my be discontinued. if you do not elrosdy | 


recaive these Orders, tho Bureau will be емы to че your memo 5 x V d 


; 5 ете 2 
au Et de of tus utmost importance in investigations тайне te ы 


А — thet eny inform tion secured bs sent to the nearest мге. 
T 04229 without — | | 


аташ arisren oF товат атон um IESO NONS "e 


n in сайа іш its 20209 of — inyéstigntors, the. oun. 
ағ Investigstion has under ite jurisdiction the Netional Division of 
E Identification aná Information, located at Washington, De des which. 

was: created ae a central. clearing. house of information E to 
be — 


"ghe Rational. Division o? ldentificstion end Information possesses = 


E is believed to be the largest and most complote collection of 
 eriniasl finger; 


| agerprint récords af eurreat value existing anywhere за thes. 4 E NE 
world. This. ‘selection, consisting of over one ani one-half milliow E 





 fingorprint records ani of mure ‘than two anû one-half million card. 


index — has. been mde possible by the splendia: cooperation or- с 





D e aaa urtiw ef Zacestigallux (uritoo оа аы avery pends EO 
^in ihe United States to avail himself of the information contained in - 
' his: serves is rendered te all legally con-. 





 stíiuted law enforcement. officers free. of any cont whatever. - Finger NET 


-o print oras ani framed envelopes for the ишине к гон: to 


. the Divisions are alao supplied withont cost to correspondents. / 
extent to which this servica is utilised by peace officers бап n 
— ay the fact that. the Division of Identification ana dar 
A responds to almost thirty thousend inquiries each month, 
Sach inquiry being answered зу: letter within. — nents after. 


: t 36 le received... 


me records of ‘thin Identitication Division are based priamy 





З ugerprints and it is — to make — aaenta ca coraca EN 





| завь Tingerprinte ere furnisiiod. However, & PS aystén dat i 
matntained through which on numerous oecgsions an sdcurate — 
| tion is made possible by: the nme or alias of an саа аи. FEM 
with somo descriptivo. даза» | | puto 


э Эфе Hati toal Division of ‘Tent fication ana — m e ЫТ 
^: course, а cooperative agency. The only informtion which eam be ёш; ОС... 
` $lied to ingeirers consists of data which have been previously trans- © —— 

с mitted to. the Binem by law enforcanent officers and рев. apo е 
5 tions. | ; 5% 


| The | cooper ation — — of fi.ctals, жеее. апа wardens — 
throughout the United Btates and the Division of Identification hano 
eon splendid. In spite of the gratifying progress whish bao beon 
^ ^ .made in the Bureau's fingerprint work, however, there is still room CC. > 
fee Improvement. The Division of Identifteation is not receiving sti. - - | 
of the fingerprint records which should be Forwarded bo it by the lew — 5 5707] 
enforcement’ offieials or the country. fhe more complete and extensive. IN ae 
the records of the Division becema,-the more effective wilt te е F 
^ sorvioo it ‚бал vender. Your cooperation wil be appreciated» 


А pamphlet has been prepared by the Bureau of Investigation ie - 
ge “How to Таха Fitgergrinte,” wS gontaios instructions concerning С 
a simple ani standardised method of taking fingerprints; Any let . 
.  @nforeamant officer who is now, or who may docire to become, a боде > > 
` tributor to the recorás of the National Division of Idextifiention and. : К 
. Inforeption will be supplied, with 8. copy of this booklet "upüm requests 


Amy inquiries < бөлетін; identification c Ll be 9 
E - follows: P ou | 








чу а of €— , — 
Ye. 8. Depa xest of — 
желкен Be e m e osse 











EDW. N. BODHOLDT & e 
CHIEF, DIVISION OF SUPPLIES AND PRINTING - a | — 
Jepartment of Justice E | 


AÚaalingion ENB-ec 


May 22, 1929. 


MEMORANDUM FOR THE DIRECTOR OF THE BUREAU OF INVESTIGATION. 





With reference to your memorandum of 
May 14th, concerning the proposed booklet for 
distribution to law enforcement officials, I 
wish to advise you that the necessary arrange- 
ments concerning the printing of this booklet 
were accomplished with your Mr.Tolson.,/ 


Very truly yours, 


Chief, Division of 
Supplies and Printing. 


RECORD Ey E 


MAY 29 1928 
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| ODE 
= July 17, 1929. 





kits Ne ile Colvin, 
Pe Ue Box 1527, 
Dalias, Texas. 


Dear Sim 


The sureau is in receipt of your 
communication of July lOth,, with attacked draft 
of a lotter mailed by you on July loth., fo poate 
aud lar enforeensat officers in your jurisdiction, 


The Hurveau approves the draft in question 
but desires to call your attention, however, to Ceetion 
69 of the Duresuis Manual of Rules and regulations, 

} which would indicate thet lottors of this nature should 
receive prior approval before transmission to the 
prospective reciplents. 


Very truly yours, 


Director. 


RECORDED 
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. July 10, өзе SE Б 
5, а еш 
Director, | ча, 
Bureau of Investigation, 5 do eee 
Department of Justice, 3 
. Washington, D.C. 4. 


ATTENTION: Mr. J.E. Hoover. 
Dear Sir:- 


Please refer to my letter of June 19, 1929, in 
which I reported having distributed to the various peace 
and law enforcement officers in this District, copies of 
the pamphlet sent out by the Bureau concerning work of the 
Bureau, and since which time I have mailed additional copies 
of said pamphlet to all State District Attorneys in this 
District, ‚ 


In order to renew attention to the pamphlet I have 
prepared a mimeograph form letter which I am mailing out 
today to about two hundred and twenty peace and law enforce- 
ment officers who received the previous pamphlet, and I am 
attaching heréto a copy of said mimeograph letter for your 


attention. 
Very truly yours, 
ДЕ. asf 
1 2)! . 
В.Н. Colvin, Е 
; Special Agent in Charge. 
5 5 3 қ 
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I hove talked with Inspector Kegan sonara» 
lag this netter and be believes as T do. 


Respectfully, 


To Ke SRI, 
Tue puatoze. 
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DIRECTOR 
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ЗІ. &. Department of Iatice 


Bureau of AInvestigation 
Washington, D.C. = 


November 23, 1929. 


MEMORANDUM FOR THE DIRECTOR. 





a) 


b 


I beg to suggest that consideration be given to 
| the desirability of re-issuing, about January 1, 1930, the 
booklet to peace officers and law-enforcement officials of 
the United States concerning the work of the Bureau. 


In view of the fact that the field office terri- 
tory in some sections of the country has been reallocated, 
it is believed that to re-issue the pamphlet would tend to 
establish the location of the respective field offices in 
the minds of peace officers generally. It is also believed 
that the booklet can be improved in some respects, 


| It would seem that the booklet should be given 
much wider circularization than the present booklet received. 
The first edition was only issued to those peace officers and 
law-enforcement officials who were on the field office lists 
to receive Identification and Apprehension Orders, In other 
words, it was Sent only to those officials who already were 
acquainted with the Bureau! s work. I believe the pamphlet 
should be placed in the hands of every Chief of Police, County 
Attorney, County Sheriff and penal institution in the United 
States. This. could be done through Bureau field offices with 
very little cost to the Government. 


Respectfully, 
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In reply to your memorandum of November 26, 192% В, Фазеһ 
you state consideration is being given to the advisability of ге- 
issuance, on January 1, 1930, of the booklet to peace officers and law 
enforcement officials of the United States, I desire to suggest the 
following: "M 

PH — ж 
I believe that the information conteined in the booklót- - -. E E 
published in the past should be incorporated in a directory fo med "n 
officers which would be of constant practical use and benefit Áo. then? ر‎ | 
In this way the publicity concerning the Bureau's work will bd блаа . 
ly before them because they will retain the booklet for refere je. 7 2 
purposes instead of, perhaps, discarding it as undoubtedly has been, the E 
case with the booklet in its present form. Му idea would be to prefaco” ы” 
the new booklet with the information at present set forth and POLLO 227 
this with the directory of officials, arranged alphabetically by States. 
I believe that the Bureau could well’ use the names and addresses of the 
peace officers which will be furnished it on January 15, 1950, by each 
of the twenty-eight field offices. My idea would be to start the 
directory off by showing first, the State of Alabama, then giving the 
address of the Bureau Field Office which handles investigative work for 
that State, followed by the names and addresses of the United States 
Attorneys, United States Marshals, and United States Commissioners. 
Following this, I believe that a list alphabetically arranged as to 
cities, should be set forth showing the names of the police chiefs, 
sheriffs, superintendents of penal institutions, ete. The other forty- 
eight states in the Union should then follow in alphabetical order. 


t д 
че ee cnet 


I believe that a booklet directory in this form would bs of 
very valuable assistance for reference purposes to peace officers through- 
out the United States generally, and that they would appreciate receiving 
it. I believe that they would refain it for reference purposes and in 
so retaining constantly have before them in the preface an outline of the 
cases Which should be referred to this 2 for investigative action. 
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I also feel that such a directory might well be issued to each Special 
Agent in the service. I think that he would find it of inestimatable 


value in performing his investigative work. 


Respectfully, 


J. M. KEITH, 
Inspector. 


má 











М FOR Mi. MATHAN. 


In regard to the attached moxorandom 
of Mr, Tolson, á&etcü December Бі, tranahitting 
а copy of the new Booklet of work of the Buresu 
of Investigation, I an desirous of having 1% 
submitted to cach of the Division Heads of the 
Bureeu for approval, or indiestion of such 
ehengss es ‘they think should be made. 


Very truly yours, 
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E: submitted the attached to 


Mr, Nathan for his approval. 
His initials are on the first 


carbon. 
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Posewber S1, 1929, 


MEHORANDUM FOR THE DIWEOTOR. 


Attached karoto ia a draft of the booklet entitle 

“Әһә York of the Barosa of Investigation". ths changes 
mede in {he revieed topy aze miner apes, simply correct ing 
the phraseology used. sad bringiog the information up to date. 
I believe st 16844 50,009 oaptes of this booklet should be 
printed, in tho seme fors sa the present edition, aid that 

. these soples should be widely elroulariaed, through tho 
оғози fiola offices, to Chiefs of Tolices, pinal institutions, 
loexl identification tursaus, State and County presoouting 
efficiala, snd 12621 3919278. The cost to the Department 
of printing this number of copies sheuld not exoeed $800.00. 


Baspeot fully, 


Clyde Ae Tolaon. 
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4 booklet sengerning the woik of 
the duren of Inreatigation 


PUBLISHED FOR THE INFORARION OF PRAOR 
OPPICERS AND LAW-HNFORCEMERT OFFICIALS. 








НИЕ ТОЯК OF THe RAY OF INTSS 21 GARI OR 


fhis booklet has been prepared to acquaint peace officers and law. 
enforcement officiala with tha work of the Zumsau of Investigation of 
the United states Department of Justice in its investigation of alleged 
violations of laws in which the United utates is or may be a party in 


interest > 


Tágar Hoover is the Director of the Затея ог Investigation 

at vashinmeton, De C, Under nis jurisdiction there are 25 fleid 0173008, 
including 6 eceounting sones, located thraucheat the United states, Zack 
field office із under the imaediate supervision of a special agent in 
charge, whe hat jurisdiction in his respective district of the investiga- 
tion of sll offenses against the laws of the nite! “tates Mich are under 


the supervision of the bureau. 


Хт. de 


Tag Bureui of Investigation has investigative Juriedietion aver ali 
violations of "aüstal lawa and matters not spesifically asalened by соп» 
gressionai snectaent, cr otherwise, ta other “eieral agencies, It doop 
mot [tho word "not" to ho in italics! have investigative Jurisdiction 
ever violations of the rational prohibition, coountorfoltinz, narestic, 


customs and wmuggling, postal, or isle ration Iowa, 


amy infomation conderning a viglation of a sederal law, other than 
those listed above, which somes ta the attention of a lawenrorcenent 
Official «yr pesco officer, Should be sent by letter or, if the watter 
seems to be urgent, by telegram momed “jovarmmemt rate collect" t0 the 
Special arent in charge ov the distriet in which such officer le locatado 


The address of the o.recu of Investicotion field office having ure 
isáietion oreor the district im wish ou. are located is as follows: 
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fhe following general information shows some of the major viola» 
tions of Federal laws over which the Bureau of Investigation has ¿Juro 
isdietion, together with an indication of the «ind of infomation the 
burean dosires to receive from interested “tete and 30021 12174012108 in 
ardor that a appropriato investigation may be made and the facts cub 
mitted to the United States attorney for prosecution in the courts of 
the United States: 


NATIONAL LOTOR VEHICLE THEFT ACT 


Persons who transport a stolen motor Wehlele from one State to 
another State, knowing tho sume to have been stolen, vay b6 prosecuted 
im the United States courts for the transportation of tho stolen vehicle. 
Also, persons who reecive, conceal, stora, berter, 6012 or dispose of 
any motor vehiele moving se, or which ise a pert of, or which constitutes 
interstate or ferelgn camnerce, knowing the sass to have bos stolen, 
may be prosecuted in the United States courte under this set, whieh is 
also known as the Dyer 46% 


hen an individual is found in possession of aun automcbilo and 
there is reagou to believe that his possession of the motor vehicle is 
not lewful end that the вад motor vehicle has bom stelen in anether 
State and transported in interstate or foreign oommorco, if the faote 
аға tallied to the atteation of tho Burom of Investigation an investie 
gation will be mole to determine whether there hos been a violation of 
tho nationel motor vehicle theft ast. 


WHITE SLAVE TRAFFIC ACY 


tho white slave traffic act 1s frequently referred to as the Mann 
Acts ‘This eet provides that any person who shall knowingly transport, 
or seuse to be transported, OP aid or assist in obtaining transportation 
for, or ia trensportiug in interstate or foreign commerce, or in any 
Territory, or in the Distriot of Colwabla, any women or girl for the 
purpose of prostitution or debauchery, or to engego in other inmoral 
practices, shall bg deemed guilty of a felony. The Durem of Investie 
gation ів desirous of receiving any information which comes to your 
attention indloating a violation of this ant. 


WATIONAUL BaNRRUPIMY ACP 


It is the duty of the Burom of Investigation to investigate elleged 
violations of tho national bankruptcy Gto Yiolationa of thie act are 
usually reported to the bureau by referces 1n b&nkruptoy, trustoos, oredit 
associations, er oreditors. However, when local individuals aro involved, 
the burgeu will apprecíate receiving any information which you may obtain 
relative to the concealmant of physical aseets prior to the baukruptay, 
or other violations of this ats 
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_ ‘Information that shipments were mode from the bankrupt stove late 
et night or in a covert marmer, that vans or trooke wore loaded at the 
Tenkrupt!s premises, that the bankrupt hastily liquidstod his affairs 
immediately prior to closing by ancrifice or belowecost sales, all ore 
Significant of irregularities and aro в materiel aid to the progress of 
the investigation, Attempts om the part of tho bankrupt to collect 014 
eeaouats after proceedings have been instituted also are evidence of 
violations, 


In bankruptcy Cases partiewlarly, leesl peace offiners can obtain 
valueble information mich 19 not arallable to an outside investigates 


IMPERSOMATION O7 GOVEHKMENT OFPICIALS 


Whenever info mation la received by a pease officor or lau-onfoerOge 
went official whiloh indicates that an individual falsely olaina or did 
falsely claim to be en officer of the United states, or that such indi- 
vidual frandulently asted ae 1? he were a Pedoral officer for the pure 
рове of obtaining or demanding amything of value, such sa loans, credits, 
money, docments, or the eashing of checks, such information should bo 
tranmmittod to tho Bure of Investigation, which will begin on immediate 
íuquiry to determing whether a Federal law has been violateds 


` 


LARCENY OF GOODS IR INTERSTATE COMMERCE 


Any facts which indicate that any person or peraons did steal алу» 
thing weing chippod from one State to anBther State, from any freight 
оғ eéxpross chipment, or that any person received anything which wee 
1. from such shipments, should be reportod to the Burean о? Титове 
tigation. 


THEFT. GEBEZLLEMENT, OR ILLEGAL POSSESSION OF 
GOVERNMENT PROPERTY 


Tt is a violation of a Podoral law to emboszlg, publola, er steal 
any property of the United States, cr to receive such property knowing 
the sane te have been stolon, he Bros of Investigation has investie 
&getive jurisdiction ever offenses of thie uature, 


CHIMES ON GOVERNMENT RESERVATIONS 


The investigation of orimos coamitted on Government reservations, 
including Indian reservations, or іп ғау Goverment building, or other 
Ooveyrmont property, is under the jurisdiction of the Bureaun of uvas» 
tigation amd any information oncoming such crimes should bo forward- 
өй to the nearest baurea office. 
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. 158 addition te the violstions listed above, the Bureau of Yuvosti- 
gatioa has investigativa jurisdiction over violations of the national 
bank sud Pederal reserve acts, antitrust laws, noutrality laws, md me 
lated matters, the cormpt practices act, perjury ead bribery in cone 
nection with Federal statates er officialserimge on the high seas, inter 
State transportation of lottery tiekete and prise-fight Mims, poumage 
matters, illegal use of Government transportation recueste, and other 
miseellancous Federal statutces 


FUGITIVES PRON JUSTICE 


fhe Burean of Investigation conducts investigations for the purpose 
of locating sd causing the arrest of persone wht are fugitives from 
justice by reason of violations of the Federal laws over which the turean 
has jurisdiction, of esceped Federal prisoners, and parole aml probation 
violators, The bureau also seeks to bring about the apprehension of other 
Federal fugitives from justice whon the efforts of the United States mar 
shal avd the Federal investigative agency having primary jurisdietion have 
failed to locate such persons. 


Jhon the arrest of a Federal fugitive fren justice is not brought 
about within a reasonsble time, the bares issues what is known es an 
identifiestion order, which is Gletribated te peace officers in 211 parts 
of tho country, These identification orders contain the name, photograph, 
fingerprints, яла deseription of the fugitive, together with a11 svoll- 
sblo information which might prove helpfal in briuging about his srrest. 
Vhon tho fugitive is ayprehended, a apprehension order is isaued so 
that s11 efforts to locate the individual may be discontinued. if you 
de not already recoive these orders, the bureau will be pleased to place 
your uno on the mailing Mist. 


14 de of tho utmost importance in investigations relating to тое 
tives that any infomation secured be sent to the nearest bureau office 
without dolar. 


NATIONAL DIVISION OP IDENTIFICATION AND INFOMATION 


In addition to ite force of trained investigators, the Baress of 
Investigation has undor ito jurisdiotion the Nations] Division of Idem- 
tification and Information, 1002408 st Washington, Pe Ce, which was 
rontod ss o centrel Glearisg house of information pertaining to crime 
inele. 


fhe National Division of idenmtificetion and Information pobrsess0s 
what 46 believed te be the largest and most complete collection of 
Фила? fingerprint mordo of current value existing anywhere in the 
worlü. This collection, comsistizg of approximately two million fingere 
prim records snd of over twe and three-fourths million card-1ndox records, 
haa bees maño possible by the spleadid cooperation of over 2,200 Зая 
enforcewont offielals and agencies throughout the United states awl 
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foreign countries and is being extended at tho rate of approximately 
1,800 fingerprint records oach dayo 


The Barom of Investigation invites ail peace officers te avail 
themselves of the information ooentainod in its fingerprint records. 
fhia service is rendered to all legally gonstituted law-enforcement 
officers free of any cast. Fingerprint cards and franked cavelepes 
fer the tremanisaion of records to the division это also supplied 
without cost to correspondents. The extent to which this services is 
utilised by pense officers can be appreciated by the fect that the 
Division of Identifiestion snd Information responds to approximately 
35,000 inquiries each month, each inquiry being answered by letter 
within 48 hours aftor it 1s recoivod, 


fhe records of tho ldentiffostion division aro based selely on 
fingezprints and it is impossible to make positive identification une 
less fingozprints sre furnished. However, a card-index system is 
maintained whieh supplements and amplifies the fingerprint records 
by naros and aliases of individuals, coupled with desoriptive data. 


The National Division of Identification and Infermmetion ia, of 
course, a cooperative agencys The only infometion which ean be 
supplied to inquirere consists of data which have been previously 
tranenittod tothe division by lamenforcement officers and penal 
institutions. 


‘the Cooperation hotwsen police efficialis, sherlffs, and wardens 
ed thie division hss been splendid. Та spite of the gratifying 
progress which has beon made in tho bureau's fingerprint work, howe 
aver, there is etill room for leprovement. fhe division of identi« 
fication and information is not receiving all of the fingerprint 
reeoris which should be forwarded to it by the law enforcement Of- 
ficiels of the country. The more complete and extensive the госогів 
ef the division become the more effective will be the service it can 
render. Your fll cooperation will be appreclated. 


& peaphiet has been prepared by the Barem of Tavestigation 
known 98 ‘How to Take Fingerprints, which contains instructions 
conceming 4 simple and standardised mathed of taking fingorprints. 
Amy laweonforeanont officer who is now, or who may desire to become, 
& corréspondoat of the National Division of Identifieation and In. 
formation will be supplied with a copy of this booklet upon request. 


Any inquirlos concorning identification mattora should be ade 
&rossoed ac follows: 


Hrs Jy) Wagar Hoover, 

Disxeo:ior, Burosu of Invostigetion, 
Us 3. Department of Justice, 
Washington, Dy Co 
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JOHN EDGAR HOOVER ` : 


DIRECTOR 


Depariment of Austice ME 
Bureau пі Anvestigatior ес ` 
Washington, 2. O. 


December 27, 1929. 


MEMORANDUM FOR THE DIRECTOR 


With reference to your memorandum of December 25rd, 
attaching a copy of the proposed new booklet of the work of 
the Bureau of Investigation, permit me to suggest that on 
the cover leaf and also in the first line of Paragraph #41, 
Page #1, the phraseology attempts a distinction between peace 
officers and the law enforcement officials, terms which we 
have generally considered as mutually inclusive. I would 
suggest that this terminology be changed to read "Iaw En- 
forcement Officials and Agencies". 





It is also noted that the second paragraph of Fage 
#1, is introduced with the statement that Mr. J. Edgar Hoover 
is the Director of the Bureau of Investigation at Washington, 

D. C. I believe it would be much better were the booklet 

to be published under your name or to merely conclude as it 

does with your address and proper title. It seems unnecessary 
to make the overt statement that you are the Director of the 
Bureau and this might be misinterpreted in the field as amount- 
ing to self-aüvertising. Ii would therefore suggest that this 
first sentence read "The Director of the Bureau of Investiga- 
tion, at Washington, D. C., has under his jurisdiction, twenty- 
eight field offices, etc." 

The treatment of the National Division of Identification, \ 
and Information includes the statement that approximately (1500) NP 
thirteen hundred fingerprint records are being received each day. 
Because of the agreement of the Yar Department to send finger- 
print records to Division #6 soon after the First of January, and 
I am reliably informed by Mr. Daugherty of the Identity Section 
of that Department, that there will be two hundred and fifty or 
three hundred such records every day, I would suzgest that this 

< figure be changed to at least 1500 in the booklet. 


5 In other respects, I believe the booklet is well phrased. 
— — — 
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JOHN, EDGAR HOOVER e 


2 


e DIRECTOR 


Я. S. Department af Justice 


Purean of Investigation 
Washington, 2. o. 


December 27, 1929. 
MEMORANDUM FOR THE DIRECTOR 


Reference is made to the attached memorandum 
- prepared for you by Mr. Tolson, with a draft of the 
booklet entitled "The Work of the Bureau of Investigation." 


Т suggest a slight change in the phraseology of 
the first paragraph of the draft by inserting the words "or 
matters" in the fourth line of the first paragraph immediately 
after the phrase "violations of laws." This would cause the 
concluding part of this paragraph to read: "***in its investi- 
gation of alleged violations of laws, or matters, in which the 
United States is or may be a party in interest." It does not 
appear to be correct in its present form. 





Respectfully, 


TIT e tn 


: / 
T.F. Baughman. 


7s | ‚ JAN 6 1930 
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JOHN EDGAR HOOVER $ 
з Ž DIRECTOR 


Я. S. Department af Justice 
Bureau of Investigation 
Washington, I. @. 


December 30, 1929. 


MEMORANDUM FOR THE DIRECTOR. 





The attached draft of the new booklet covering the work of 
the Bureau of Investigation has been transmitted, in accordance with 
your instructions, to all Division Heads, with the exception of 
Mr. Seyfarth and Mr. Fessenden. 


Me. Hughes had no —— to make and approved the book- 
let as Шы 


The writer, of course, has already been over this memorandum 
and approved it after certain changes had been made. 


With regard to the suggestion of Mr. Baughman, I am of the 
opinion that said suggestion should be adopted and the necessary 
change made in the wording of the first paragraph of the draft. 


With regard to the memorandum of Mr. Thode, I concur in his 
views as to the desirability of substituting "law enforcement 
officials and agencies" for "peace officers and law enforcement 
officials" on the cover leaf and also in the first line of paragraph 


one. 
2 I ão not concur in his second suggestion, i. e., that the 
ЖУА Director's name be eliminated from the second paragraph of the booklet 
. on page one. I think this is a necessary part thereof inasmuch as it 
x Ve would appear highly desirable for law enforcement officials to be in- 
Wed . formed as to the person to whom to address any inquiries which they 


believe should be made of the Bureau direct. 


I concur in Mr. Thode's third suggestion that the booklet be 
amended to show the receipt of approximately 1500 prints daily by 
the Identification Division, rather than 1300. 


Very truly yours, 


К кора. — 


DJ OF INVESTIGATI 
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JOHN EDGAR HOOVER 
DIRECTOR 





Department of Justice 
Bureau of Investigation 
Washington, 2. O, 


pecember 25, 1929. 


MEMORANDUM FOR MR. NATHAN. 


In regard to the attached menorandum 
of Mr. Tolson, dated December 21, transmitting 
a copy of the nev booklet of work of the Bureau 
of Investigation, I am desirous of having it' 
submitted to each of the Division Heads of the 
Bureau for approval, or indication of such 
changes as they think should be made. 


Very truly yours, 


2%. Ж. 


incl. Director. 
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Department of Austice 
Bureau of Investigation 
Washington, A. 0. 
December 21, 1929. 


JOHN EDGAR HOOVER 
DIRECTOR 


v 


MEMORANDUM FOR THE DIRECTOR. 


Attached hereto is a draft of the booklet entitled 
"The Work of the Bureau of Investigation". The changes 
made in the revised copy are minor ones, simply correcting 
the phraseology used and bringing the information up to date. 
I believe at least 50,000 copies of this booklet should be 
printed, in the same form as the present edition, end that 
these copies should be widely circularized, through the 
Bureau field offices, to Chiefs of Police, penal institutions, 
local identification bureaus, State and County prosecuting 
officials, and local Sheriffs. The cost to the Department 
of printing this number of copies should not exceed $500.00. 


Respectfully, 


Clyde A. Tolsons 
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THE WORK OF THE BUREAU OF INVESTIGATION 





* 
arree CALA | 
This booklet has Jeon prepared tb acquaint poso comm—smd lave 
“enforcement officialsiwith the worx of the Bureau of Investigation of 
the United States Department of Justice in its investigation of alleged 
violations of laws in which tho United States is or may be a party in 


interest, еч malls ә 


е y 5 одао sie Fhe Director of the Bureau of Investigation 
at Washington, D. Cy Бейек his jurisdiction themes 28 field offices, 
including 6 accounting zones, located throughout the United States. Hach 
field office is under the immediate supervision of a special agent in 
E charge, who has jurisdiction in his respective district of the investigs- 
tion of all offenses against the laws of the United States which are under 
the supervision of the bureau, 










The Bureau of Investigation has investigative jurisdiction over all 
violations of Federal laws and matters not specifically assigned by con. 
gressional enactment, or otherwise, to other Federal agencies. 1t does 
not (the word "not't to be in italics) have investigative jurisdiction 
over violations of the national prohibition, counterfeiting, narcotic, 
customs and smuggling, postal, or immigration laws. 





Any infomation concerning a violation of a Federal law, other than 
those listed above, which comes to the attention of a law-enforcement 
official or posee officer, should be sent by letter or, if the matter 
seems to be urgent, by telegram marixed "Government rate collect" to the 
Special agent in charge of the district in which such officer is located. 


The address of the Bureau of Investigation field office having jur 
isdiction over the district in which you are located is as follows: 

















foreign countries and is being extended at the rate of approximately 


|, Soo WP fingerprint records each day. 





The Bureau of Investigation invites ell pease officers to avail 
themselves of the information contained in its fingerprint records, 
This service is rendered to all legally constituted law-enforcement 
officers free of any coste Fingerprint cards and franked envelopes 
for the transmission of records to the division are also supplied 
without cost to correspondents. Tho extent to which this service is 
utilized by peace officers can be appreciated by the fact that the 
Division of Identification and Information responds to approximately 


4-0,00 O 255990 inquiries each month, each inquiry being answered by letter 





within 48 hours after it 15 receivede 


The records of the identification division are based solely on 
fingerprints and it is impossible to make positive identification un 
less fingerprints are furnished. However, a card-index system is 
maintained which supplements and amplifies the fingerprint records 
by names and aliases of individuals, coupled with descriptive data. 


The National Division of Identification and Information is, of 
course, a cooperative agency. Тһе only infomation which can be 
supplied to inguirers consists of data which have been previously 
transmitted tothe division by lavwenforcement officers and penal 
institutions. ' 


The cooperation between police officials, sheriffs, and wardens 
and this division has been splendids In spite of the gratifying 
progress which has been made in the bureau's fingerprint work, how= 
ever, there is still room for improvements. The division of ldenti- 
fication and information is not receiving all of the fingerprint 
records which should be forwarded to it by the law-enforcement of~ 
ficials of the country. ‘The more complete and extensive the records 
of the division become the more effective will be the service it can 
render. Your full cooperation will be appreciated. 


A pamphlet has been prepared by the Bureau of Investigation 
known as How to Take Fingerprints, which contains instructions 
conceming a simple and standardized method of taking fingerprints. 
Any law-enforcement - officer who із now, or who may desire to become, 
a correspondent of the National Division of Identification and In- 
formation will be supplied with a copy of this booklet upon request, 


Any inquiries concerning identification matters should be ad= 
dressed as follows: 


Mre Je Edgar Hoover, 

Director, Bureau of Investigation, 
П. Se Department of Justice, 
Washington, De C. 
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JOHN ERSAR ‘HOOVER 
DIRECTOR 
Depariment of Justice 
Buren of Arnestinatior 
Washington, 2). J. 


January 7, 1920, 


MEMORANDUM FOR THE DIRECTOR. 


a pte be 


” 


> 


The attached booklet concerning the work 
of the Bureau of Investigation has been approved by. 


| 
all Division Heads. 
It will, however, be noted that Mr. McBride 


prepared a memorandum contaning suggested changes to 
be made in connection therewith, which memorandum is 





attached heretoe 


Respectfully, 


Clyde A. Tolson, 
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MEMORANDUM FOR MR. JAMES W. BALDWIN, 
CHIEF CLERK AND ADMINISERAVIVE ASSISTANT > 


Attached hereto is a draft of a revised booklet 
concerning the work of the Buresu of Investigation. ІБ із 
requested that the Dopartment order the printing of not less 
than twenty-five thoasand (25,000) ocpiez of this booklet by 
the Government Printing Office, following the enslosed booklet 
issued last year ag to size, stylo, form of printing, and mater- 
ізі. It ís Gesired that a proof of this сору bo subultted for 
approval before the actual printing is undertaken, 


#11 you kindly ĉo what yon can te expedite this work? 


Very truly yours, 


Director o 


Васі, #151680 
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: FRRECTOR 
W. S. Department of леге 
Bureau of Investition 
Astra ton, 21. Gf. 
Jonuary C, 1950. Yt 
\ 
MEVORANDU” VOR "EE DIRUCTOR. M 
ч 
Pursuant to request set out on routing slip М, 
accompanying the attached booklet, concerning the work “ 


or the Tureau of Investigation, the writer makes the 
Polloving suggestion. : 


It is the writer's opinion thet paragraph four on 
page опе от booklet referred to above, shoulda read as 
follous:- 


"211 informetion concerning a violation 
of 5 Vedercl leu, other than these listed 
above, coming to your attention, should 
be sent by letter, or, ir the matter 
seems чо bo urcent, by telegram marked 
*Govermaent reste collectt, to the Specisl 
Agent in Charse of the district in which 
“rou are located." 


ihe «bove suggestion is based on the fact that 
copies of the booklets ure mailed to the individual і 
Law~enforcenent officials or peace officers, end that 
paracraphs four and five cre addressed directly to the 
particular lay-enrorcement official or peace officer, 
and not lay-enforcenent officials or peace officers in 
general. 


It is lso noted that the Word "orinincls" in lines 
four and five, paragranh five, page four of the boolzlst, 
is nisspellod. 
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his bookies has — — to. alas чина чай S 

D officinis and agencies with the work of the Bureau of Investigae . qd 
tion of the United States Department of Justice in ito investign~ |. mc 
` fon of elleged violations of laws, or matters, in which fhe i A 
| United States da oF may. be & party in interest. 2 


Oc. ihe Director of the Bureau 07 Investigation at Me 
Do Cs, has under his jurisdiction 28 field offices, intiuding 6 
accounting sones, located throughout the United States. Each field - 
office is under the inmediate supervision of à special agent in. 
charge, who Has jurisdiction in his respective district of the ine i 
.vestigation of all offenses against the laws of tho United Stated 
— which are under the supervision | of the buresü. C g 


T ым The Bureau of Investigation has wies Miu da. over’ 
^ &li violations of Federal laws and matters not specifically aseigned | 
`. BF eongresslonal enaetment, or otherwise, to other Federal agencies. - 
^ Xt oos not (the word "not" to be in italics) have investigative jar 
|." &edietion over violations of the national prohibition, ст 
| | пагбо1о, els toms and amgeling, postal, or immigration lowBe 


a Any infomation concerning a Violation of a Federal lav, other 
- "than those listed above, which comes to the attention of a lew-enforce: 
 — ment offícial or peace officer, should be gent by letter or, if the 
matter asons to be urgent, by telegram marked “Covernment rate 00112604" | 
. $6 the i — in charge, of the district * which such Officer | 
de locat e 
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E — over = аш in which you are located ie өз р. 60210901, 
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Pe for tho tzünürigBion of recomáés to tho division arb, also supplied - | 


` without oest to vorrespondontss The extent to whioh this service {4 ^ 5. 


utilised by pease officers con bo appreciated by tho fast thet thé. 


Division of Identification má Infentation responds te —— 


$0,000 inquiries each month, each oe holas answered л setter 


| cwithis 49 houre after it is recol vado 


the records: ot the 1üontifioation дейме, are usi: өмірі on — a 
Р ond it ip impeselble to miko positive identifidation tie 
3665 fingerprints are furnished, However, s card«index cyatém i8 
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dy nene end ausos of indiv tinals, coupled with dosoriptive datas ; Va 
e National Division of Yamti£iootton ава Information is, of 


— & cooperative agency The only information which can be 
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` fication and information 1g not “receiving all. of the fingerprint | 
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- Jamary 23, 1980. 


MEMORANDUM FOR MR. dus We: BALDWIN, 
CHIEF CLERK AND Е ASSISTANT. 


D Ü Taste: are returned моні. ‘the — 2-2 
_. and the proof of the booklet concerning the work of the” 
-Bursan of Investigation, Certain typographical сегтейе | 
tions have been noted on tbe proof. It is reauested _ 
‘that the proof be returned to the Government Printing. Ed 
Office and that a new proof be submitted to the Загевм а Behr 
-príor se the printing. | | E 


- Very truly — 


^ Sáel. мом 000 Director. 
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MANO Р wn в, JAMES Wo, шеп, 
| CHIEF CLARK AND — TE — 


closed шелі ін бе ші proof, of " — ^ 
168 concerning the work of the Bureau of Investigation, whteh. 
hág poon Қы) for final printing, with the Tt cote 
rections: i НА 


Pd On Page 1, the printed мй. should ы placed 
et ‘plier on the page, as indicated, in order to: provide space 24 B 
for tho dtang айта ө of the. Bureau най ине нета о 
op a юаны, зү: 


еу x ‘the tad attorney" in the first ie si ^ E 5 
| - 2 вам te capitalized. ШК. | 


Bye y а also extlosing a өлу of: tho өле іздей а 
E ave which should do strictly followed by the Covermment | 
a ringing Office as to aizo, style of gnat, quittr et 4. 
Mit covor, and general fom, 


0 RI yos kindly transiit this — to the Gow 1 
eranint Printing Office with the request: that the: printing ‘of, 


25,000 ecpies of tha booklet ordered: bê йни at the eate uy 
Tent темаи: dato. oe 


Very ‘truly yours, 5. КЕ 


Мені, - 
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THÉ WORK*OF THE BUREAU OF INVESTIGATION 


. 


This booklet has been prepared to acquaint' law-enforcemeht 
officials and agencies with the work of the Bureau of Investigation 
of the United States. Department of Justice in its investigation of 
alleged violations of laws, or matters, in which the United States is 
or may be a party in interest. 

The Director of the Bureau of Investigatiomat Washington, D£G., 
has under his jurisdiction 28 field offices, including 6 accounting zones, 
located throughout the United States. . Each field office is under the 
immediate supervision of a special agent in charge, who has jurisdie- 
tion in his respective district of the investigation of all offenses 
against the laws of the United States which are under the supervision 
of the bureau. 

The Bureau of Investigation has investigative jurisdiction over all 
violations of Federal laws. and matters not specifically assigned by 
congressional: enactment, or otherwise, to other Federal agencies. 
It does not have investigative jurisdiction over violations of the 
national prohibition, counterfeiting, narcotic, customs and smug- 
gling, postal, or immigration laws. 

Any information concerning a violation of a Federal law, other 
than those listed above, which comes to the attention of a daw- 
enforcement official or peace officer, should be sent by letter or, if 
the matter seems to be urgent, by telegram marked “ Government 
rate collect"? to the special agent in charge of the district in which 
such officertis located. 

The address of the Bureau of Investigation field office! having 
jurisdiction over the district in which you are located is as follows: 


‚ 90589°-——80 ,„ | А tr 
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WORK OF THE BUREAU OF INVESTIGATION 


The following general information shows some of the major viola- 
tions of Federal laws over which the Bureau of Investigation has 
jurisdiction, together with an indication of'the kind of information 
the bureau desires to receive from interested State and local officials 
in order that an appropriate investigation may be made and the 
facts submitted to the United States attorney for prosecution ‘in the 
courts of the United States: 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport a stolen motor vehicle from one State to 
another State, knowing the same to have been stolen,'may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, ‘conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, ur 
which constitutes interstate or foreign comnrerce, knowing the same 
to have been. stolen, may be prosecuted in the United States courts 
under this act, which is also known as the Dyer Act. 

When an individual is found in possession of ‘an automobile and 
there is reason to believe that his possession of the motor vehicle 
is not lawful and that the said motor vehicle has been stolen in 
another State and transported in interstate or foreign commerce, 
if the facts are called to the attention of the Bureau of Investigation 
an investigation pill ‘be made to determine whether there has been 
a violation of thesnational motor vehicle theft act. 


WHITE SLAVE TRAFFIC ACT \ 


The white slawe traffic act is frequently referred to as the Mann 
Act. "This act provides that any person who shall knowingly trans- 
port, or cause to be transported, or aid or assist in obtaining trans- 
portation far, or in transporting in interstate or foreign commerce, 
or in any Territory, or in the District of Columbia, any woman or 
gir] for the purpose of prostitution or debauchery, or to engage in 
other immoral practices, shall be deemed guilty of a felony. The 
Bureau of Investigation is desirous of receiving any information 
which comes tp your attention indicating a violation of this act. 


NATIONAL BANKRUPTCY ACT 


It is the duty of the Bureau af Investigation to investigate alleged 

. violations of the national bankruptcy act. Violations of this act are 
usually. reported to the bureau by referees in bankruptcy, trustees, 
credit associations, or creditors. However, when local individuals 
are involved, the bureau will appreciate receiving any information 














WORK OF THE BUREAU OF INVESTIGATION . :8 


which you may obtain relative to the concealment of рушса assets 
prior to the bankruptcy, or other violations of this act. 

Information that shipments were made from the bankrupt store 
late at night or in a covert manner, that vans or trucks were loaded 
at the bankrupt’s prémises,ithat the bankrupt hastily liquidated his 
affairs immediately prior to closing by sacrifice or below-cost:sales, 
all are significant of irregularities and are a material aid to the prog- 
ress of the investigation. Attempts on the part of the bankrupt:to 
collect old accounts¥after proceedings have been instituted also аге 
evidence of violatións. 

In bankruptcy cases, particularly, local ¡peace- officers can obtain 
valuable information -which is not available.to- an outside investi- 


gator. 
IMPERSONATION OF GOVERNMENT OFFICIALS 


Whenever information is received by a peace officer or law-en- 
forcement official which indicates that an individual falsely claims.or 
did falsely claim to be an officer of the United States, or that such 
individual fraudulently acted as if he were a Federal officer forthe 
purpose of obtaining or demanding anything of value, such as doans, 
credits, money, docüments,ior the cashing :of checks, such: intorma- 
tion should be trazismitted! to the Bureau of Investigation, which 
will begin an immédiate inquiry to determine whether a Federal law 
has been violated. 


LARCENY OF GOODS IN INTERSTATE COMMERCE 


Any facts which indiate that any person or persons did -steal 
anything being shipped from one State to another State,: from. any 
freight or express shipment, or that any person received anything 
which was stolen from such shipments, should be reported to. the 
Bureau of Investigation.- 


THEFT, EMBEZZLEMENT, OR ILLEGAL POSSESSION OF GOVERN- 
MENT PROPERTY 


It is a violation of a Federal law to embezzle, purloin, or. steal 
any property of the United States, or to receive such property 
knowing the same to have been stolen. The Bureau of Investigation 
has investigative jurisdiction over offenses of this nature. 


CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed on Government reserva- 
tions, including Indian reservations, or in any Government build- 
ing, or other Government property, is under the jurisdiction of the 
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4 | WORK OF THE BUREAU OF INVESTIGATION 


Bureau of Investigation, and any information - cancerning “such 
crimes should be forwarded to the nearest bureau office, 

In addition to the violations listed above, the Bureau of Investi- 
gation has investigative jurisdiction over violations of the national 





bank and Federal reserve acts, antitrust laws, neutr ality laws, and 


related matters, the corrupt practices act, perjury and bribery in 
connection with Federal statutes or officials, crimes on the high seas, 
interstate transportation of lottery tickets and -prize-fight “films, 
peonage matters, illegal use of Government transportation requests, 
and other miscellaneous Federal statutes. 


FUGITIVES FROM JUSTICE 


The' Bureau of Investigation conducts investigations for ‘the pur- 
pose of locating and causing the arrest of persons who are fugitives 
from justice by reason of violations of the Féderal laws over which 
the bureau has jurisdiction, of escaped Federal prisoners, and parole 
and probation violators. The bureau also séeks to bring about the 
apprehension of other Federal fugitives from justice when the 

efforts of the United States marshal and „the Federal investigative 
agency having primary jurisdictions) have failed to locate such 
persons. 

“When the arrest of a Federal fugitive from justice is not brought 
about within. & reasonable time, the bureau issues what is known 
as an identification order, which is distributed to peace officers in 
all parts of the country. These identification orders contain the 
name, photograph, fingerprints, and description of the fugitive, 
together with all available information which might ‘prove helpful 
in bringing about his arrest. When the fugitive is apprehended, an 
apprehension order is issued , po that. all efforts to ‘locate the indi- 
vidual may be discontinued. *If you do not already receive these 
orders, the bureau, Will be pleased to place yoyr name-on the mailing 
list. * 

It is of the utmost importance, in investigations relating to fugi- 
tives that any information secured be sent to the nearest bureau 
office without delay. 


NATIONAL DIVISION OF IDENTIFICATION. AND INFORMATION 


In addition to its force of trained investigators, the Bureau-of 
Investigation has under its jurisdiction the National Division of 
Identification and Information, located at Washington, D. C., which 
was created as a central clearing house of information pertaining 
to criminals. 
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WORK OF THE BUREAU OF INVESTIGATION i 5 


The National Division gf Identification and Information possesses 
what is believed to be the largest and most complete collection of 
criminal fingerprint recgrds of current value existing anywhere in 
the world. This collection, consisting of approximately two million. 
fingerprint records and, of over two and three-fourths million card- 
index records, has been made possible by the splendid cooperation 
of over 2,200 law-enforcement officials and agencies throughout the 
United States and foréign countries and is being extended ai the 
‘rate of approximately 1,500 fingerprint records each day. 

The Bureau of Investigation invites all peace officers to avail 
themselves of the information contained in its fingerprint records. 
This service is rendered to all legally constituted law-enforcement 
officers free of any cost. Fingerprint cards and franked envelopes 
for the transmission of records to the division are also supplied 
without cost to correspondents. The extent to which this service is 
utilized by peace officers can be appreciated by the fact that the 
division of identification and information responds to approximately 
40,000 inquiries each month, each inquiry being answered by letter 
within 48‘hours after it is received. 

The records of the identification division are based solely on finger- 
prints, and it is impossible to make positive identification unless 
fingerprints are furnished. However, a card-index system is main- 
tained which supplements and amplifies the fingerprint records by 
names and aliases of individuals, coupled with descriptive data. 

The National Division of Identification and Information. is, of 
course, a cooperative ageney. The only information which can 
be supplied to inquirers congists of data which have been previously 
transmitted to the division by law-enforcement officers and penal 
institutions. 

The cooperation between, police officials, sheriffs, and wardens 
and this division has, been splendid. In spite of the gratifying 
progress which has been. mage in the bureau’s fingerprint work, how- 
ever, there is still room for improvement. The division of identi- 
fication and information is not receiving all of the finger 'print records 
which’ should be forwarded to it by the law- enforcement officials 
of the country. The more complete and extensive the records of 
the division become the more effective will be the service it can 
render. Your full cooperation will be appreciated. | 

A pamphlet has been prepared by the Bureau of Investigation 
entitled “How to Take Fingerprints,” which contains instructions 
concerning a simple and standardized method of taking fingerprints. 
Any law-enforcement officer who is now, or who may desire to: be- 
come, a correspondent of the National Division of Identification and. 
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6. > WORK OF THE BUREAU OF INVESTIGATION 
Information will. be supplied with a copy of this booklet upon ` 


request, 
Any inquiries concerning identification matters should be addressed 


as follows: 








J. Eycar Hoover, 

Director, Bureau of Investigation, 
U. S. Department of Justice, 
Washington, D. C. 
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HE WORK OF THE BUREAU. OF INVESTIGATION 


> s 


This booklet has been prepared to acquaint laweenforcement 
officials and agencies with the work of the Bureau of Investiga- 
tion of the United States Department of Justice in its investiga 
tion of alleged violations of laws, or matters, in which the 
United States is or may be a party in interests 


The 2 Director of the Bureau of Investigation at. Washington, Ди A 
D. C., has under his jurisdiction 28 field offices, including 6 
accounting zones, located throughout the United States. Each field 
office is under the immediate supervision of a special agent in 
charge, who has jurisdiction in his respective district of the in- 
vestigation of all offenses against the laws of the United States 
which are under the supervision of the bureaue 





The Bureau of Investigation has investigative jurisdiction over 
all violations of Federal laws and matters not specifically assigned 
by A HE — or otherwise, to other Federal agenciese 
It does n ObesdinePitalrem$bhave investigative jur- 
isdictión over violations of “the national prohibition, counterfeiting, 
PL customs and smuggling, postal, or immigration lawse 
е” Any information concerning a violation of a Federal law, other T 
than those listed above, which comes to the attention of a lawgenforcet 
ment official or peace officer, should be sent by letter or, if the 
matter séems to be urgent, by telegram marked y'Government rate collecti 
to the Special agent in charge of the district in which such officer 
is locatede 





The address of ‘the Bureau of Investigation fielà office having AA 
О ‘over the’ district in which you are located is as follows: 
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Hone following general information shows some of the major viola” 
tions of Federal laws over which the Bureau oí Investigation has jur- 
isdiction; together with 'an indication of the Kind of information the 
bureau desires to receive from interested State and local officials in 
order that an appropriate investigation may be made and the facts sub- 
mitted to the United States Attorney for prosecution in the courts of 
the United States: E 


NATIONAL MOTOR VEHICLE THEFT ACT case 0 90% 


Persons who transport a stolen motor vehicle from one State to 
another State, knowing the same to have been stolen, may be prosecuted 
in the United States courts for the transportation of the stolen vehicles 
Also, persons who receive, conceal, store, barter, sell,or dispose of 
any motor vehicle moving as, or which is a part of, or which constitutes 
interstate or foreign commerce, knowing the same to have been stolen, 
may be prosecuted in the United States courts under this act, which is 
also known as the Dyer ¿ete 

Y 

When an individual is found in possession of an automobile and 
there is reason to believe that his possession of the motor vehicle is 
not lawful and that the said motor vehicle has been stolen in another i 
State and transported in interstate or foreign commerce, if the facts 
are called to the attention of the Bureau of Investigation an investi- 
gation will be made to determine whether there has been a violation of 
the national motorfivenicle theft acte 





WHITE SLAVE TRAFFIC Aomy ee УЙ єтї 


The whitefslave traffic act is frequently referred to as the Mann 


Acte This act provides that any person who shall knowingly transport, 
“or cause to be transported, or aid or assist in obtaining transportation 


for, or in transporting in interstate or foreign commerce, or in any 
Territory, or in the District of Columbia, any woman or girl for the 
purpose of prostitution or debauchery, or to engage in other immoral 
practices, shall be deemed guilty of a felonys The Bureau of Investi- 
gation is desirous of receiving any information which comes to your 
attention indicating a violation of this acte 


"s 


NATIONAL BANKRUPTCY ACTase 159 enw? 


It is the duty of the Bureau of Investigation to investigate alleged 
violations of the national bankruptcy acte Violations of this act are 
usually reported to the bureau by referees in bankruptcy, trustees, credit 
associations, or creditorgs However, when local individuals are involved, 
the bureau will appreciate receiving any information which you may obtain 
relative to the concealment of physical assets prior to the bankruptcy 
or other violations of this acte 


za 
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Information that shipments were made from the bankrupt store late 
at night or in a covert manner, that vans or trucks were loaded at the 
bankrupt!s premises, that the barikrupt hastily liquidated his affairs 
immediately prior to closing by sacrifice or belowecost sales, all are 
significant of irregularities and are a material aid to the progress of 
the investigations Attempts on „the part of the bankrupt to collect old 
accounts after proceedings have been instituted also are evidence of 
violationse 





In bankruptcy cases, particularly, local peace officers can obtain’ 
valuable information which is not available to an outside investigatore 


IMPERSONATION OF GOVERNMENT OFFICIALS|E2s8 130 сара 5 


Whenever information is кенейе by a peace officer о? 1аўсепТОгсе- 
ment official which indicates. that an individual falsely claims or did 
falsely claim to be an officer of the United States, or that such indie 
vidual fraudulently acted as if he were a Federal officer for the pur= 
pose of obtaining or demand ing anything of value, such as loans, credits, 
money, documents, or the cashing of checks, such information should be 
transmitted to the Bureau of eee он which will begin an immediate 
inquiry to determinó whether & Federal law has been violated; 


“ 


LARCENY OF GOODS IN INTERSTATE COMMERCE {ase 120 capg 7 y 


Any facts which indicate that any person or persons did steal any- 
thing being shipped from one State to another State, from any freight 
or express shipment, or that any person received anything which was 
stolen from such shipments, should be reported to the Bureau of Inves- 
EI 


THEFT, EMBEZZLEMENT, OR ILLEGAL POSSESSION од, us 
GOVERNMENT PROPERTY fI caps 


It is a violation of a Federal law to embezzle, purloin, or steal 
any property of the United States, or to receive such property knowing 
the same to have been stolene The Bureau of Investigation has invésti~ 
gative jurisdiction over offenses of this naturee 


CRIMES ON GOVERNMENT REsERVATToNs/Ht* 130 ей 001 


The investigation of crimes committed on Government reservations, 
including Indian reservations, or in any Government building, or other 
Government property, is under the jurisdiction of the Burean of Invese 
tigation,and any information concerning such crimes should be forward= 
ed to the nearest bureau offices 


duet 
” 
nm 
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In addition to the violations listed above, the Bureau of — 
gation has investigative jurisdiction over violations of the nafional 
bank and Federal reserve acts, antitrust laws, neutrality lawsy and re~ 
lated matters, the corruptipractices act, perjury and bribery con- m 
- nection with Federal statutes or officials, crimes on the high seas, inter} 
state transportation of lottery tickets and prize=fight films, peonage 
matters, illegal use of Government transportation requests, and other 
miscellaneous Federal statutes. 








FUGITIVES FROM JUSPICH/cacq 120 caps » 


| The Bureau of Investigation conducts investigations for the purpose 

i of locating and causing the arrest of persons who are fugitives from 
justice by reason of violations of the Federal laws over which the bureau 
has jurisdiction, of escaped Federal prisoners, and parole and probation 
violatorse The bureau also seeks to bring about the apprehension of other 
Federal fugitives from justice when the efforts of the United States mar 
shal and the Federal investigative agency having primary jurisdiction have 
failed to locate such persons. 


When the arrest of a Federal fugitive from justice is not brought 
about within a reasonable time, the bureau issues what is known as an 
identification order, which is distributed to peace officers in all parts 
of the country. These identification orders contain the name, photograph, 
fingérprints, and description of the fugitive, together With all avail- 

` able аа which might prove helpful in bringing about his arrest. 
When the fugitive is apprehended, an apprehension order is issued sọ 
that all efforts to locate the individual may bo discontinued, If you 
do.not already receive these orders, the bureau will be ————— to place 
your name on the mailing liste 


-It is of the utmost importance in investigations relating to fugi» 
tives that any information Sours be sent to the nearest bureau office 
without delays 


4 NATIONAL DIVISION OF IDENTIFICATION AND INFORMATION G:s: 130 ceps 77 
Inv 


in addition to its force of trained investigators, the Bureau of 
estigation has under its jurisdiction the National Division of Jeens 
/ tification and Information, located at Washington, De Ce; which was 
Жа h ( created as a central clearing house of information pertaining to crime 
inalse 


b The National Division of Identification and Anformation possesses 
‘what is believed tó be the largést and most compióte collection of 
criminal fingérprint records of current value existing anywhere in the 
worlds This collection, consisting of approximately two million finger ) 
“print records and of over two and three-fourths million card=index records, 
‘has been made possible by the splendid cooperation of over 2,200 lawe 
enforcement officials ani на throughout the Uni ted States and 


foreign countries anû is being extended at the rate of a — 
1500 FRETS records each йау, `` a 











~ — — - — — — — 


The Bureau of Investigation invites all peace officers to avail 

themselvé$ of the ifformation contained in its fingerprint records. 
This service is rendered to all legally constituted law-enforcement 
officers free of any coste Fingérprint cards and franked envelopes 
for the transmission of records to the division are also supplied 
without cost to correspondentss The extent to which this service is 
‘utilized by peace officers can be appreciated by the fact that the 

Le 7 y vision oí Hentification and Jfatormation responds to approximately 
^40,000 ingufvies each month, each inquiry being answered by letter 
within 48 hours after it is received. 


шо and it is impossible to make positive identification un- 
less Fingerprints are furnishede However, a Card=index system is 
maintained which supplements and amplifies the fingerprint records 


e. 
| The records of the identification division are based solely on 
by names and aliases of individuals, coupled with descriptive data. 


A бай, The National Division of Identification and Information is, of 
^ j^ /4 course, &^cooperatíve agency. “fhe only information which can be 
` . supplied to inguirers consists of data which have been previously 
transmitted to the division by law-enforcement officers and penal 
institutions. 


The cooperation between police officials, sheriffs, and wardens 
| and this division has been splendid. In spite of the gratifying 

| progress which has been made in the bureaus fingerprint work, how- 
. ever, there is still room for improvement. The division of identi- 
fication and information is not receiving all of the fingérprint 
records which should be forwarded to it by the laweenforcement of- 
ficials of the countrys The more complete and extensive the records 
of the division become the more effective will be the service it’ can 
rendere Your full cooperation will be appreciated. 


! A pamphlet has been prepared by the Bureau of Investigation 
i entitled How to Take Fingefbrints$/which contains instructions 
| concerning a simple dia standardized method of taking fingerprints. 
| Any lawsenforcement officer who is now, or who may desire to become, 
eb a correspondent of the National Division of Identification and In- 
formation will be supplíód with & copy of tis booklet upon reqüeste $ | 
M 


Any inquiries concerning identification matters should be ad= 


ues . Y 


dressed as follows: 









> k 
“А2. токах Hooyer, lyr 
irector, Buréau of Investigation, X 

‚ 5, Department of Justice, 
Washington, De Ce 
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JOHN EDGAR HOpvER e 


Б^ а ‘DIRE » а 
$. 5. Departoent of Auxtice 


Bureau of Investigation 
Washington, D. Y. 


February 8, 1930. 


MEMORANDUM FOR THE DIRECTOR. 


You will find attached hereto an interoffice 
communication which I have prepared in view of the fact. 
that the new booklet on the work of the Bureau has been 
prepared. If it is your desire to effect these instructions 
it is believed that it will help this office in seeing to it 
that all of the old booklets are destroyed. 


Respectfully, 


272 


. 5. TESSENDEN. 
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Beptembar 15, 1950. 


CT: ACS 


EL ORARTO TOR Iu. SOGYXLIER, E 


e 
2 


Та connection with the reeissuence of 
tho booklet concerning the work of the Eureau, 1 
desire that you go over the material now ín the 
booklet relative to the Bureau's finxzerprint work 
and submit a draft bringing the deta up to date 
and making such changes therein as may seem desir» 
able to you, It misht be of interest in this сопе 
nection to inelude a chart showing the extent of 
the Fureau's finzarprint work, 


T also believe that a section of a seneral 
nature should te inserted in the booklet concerning 


the crime statisties work now being handled by the 
Division, 


Very truly yours, 


Director. 

























September 16, 1950, 


: MEMORANDUM FOR MR. HOOVER Ma. HUGHES 

' 4 NATHAN KEITH - | 
|2024 i .TOLSON McSWAIN 
| of | 3 APPEL QUINN : 
| y (2 | BAUGHMAN SCHILIER 

| } <> CULLEN SEYFARTH 

ү і EGAN SMITH 

И | GUINANE | _ WHITLEY 





I en, flesirous of re-printing the booklet 
concerning the’ work of the Bureau and it is desired 
that anySuggestions which officials of the Bureau 
may have in mind be submitted in memorandum form at 


this times _ — | 





Very truly yours, 
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JOHN EDGAR HOOVER e @ 


em *,, DIRECTOR 
” + 


Я. 8. Department of Justice A 
Buren af Investigation 
Washingt, I. O. 


September 22, 1930. o 
T nid 


MEMORANDUM TOR THE DIRECTOR 


In accordance with your memorandum of the 16th instant, 
requesting suggestions in connection with the re-printing of the book- 
let concerning the work of the Bureau, I wish to submit the following: 


(1) I would suggest that Paragraph 2, Page 1, of the 
present booklet be enlarged upon with a brief ex- 
J planation of the investigative personnel which is 
attached to the various field offices. 


(2) I would suggest that Paragraph 4, Page 1, of the 
booklet be enlarged so as to indicate a desire on 
the part of the Bureau for the full cooperation 
v between the Bureau and the local enforcement officials 
for their mutual benefit. 


(3) I would suggest that the brief explanations concerning 
the nature of the violations over which the Bureau has 
‘primary investigative jurisdiction remain unchanged, 

y as 1 believe that any attempt to enlarge upon the ex- 
' plenátions as contained in the present booklet might 
be confusing to some of the local officials. 


(4) I would like to suggest that Paragraph 1, Page 5 of 

. the present booklet be enlarged upon and that more 
information be furnished concerning the number of 
identifications made by the National Division of 
Identification and Information in order to impress 
the local officials with the valuable work which 
this Division is performing, as such information 
might possibly convert some of the present "unbelievers" 


ps 






AA i and cause them to become contributors. 
үт, 
%; SEN (5) I would suggest that the new booklet contain’ a section 
22 РЕК 
HE 32. devoted to the work which the Bureau is now performing 
MS % ed in collecting and indexing crime statistics. — 
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JOHN EDGAR HOOVER @ 


| ero ue HUES p di 
= ` Inf: ! 
~ : | W. S. Department of Justice | 
Bureau of Amestigation | 
Washington, 22. (0, 


September 17, 1950. 


BEOORDED) 


| N6V 3 1 1650 
MEMORANDUM FOR THE DIRECT 
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With regard to your memorandum of September 16th., relative to 
suggestions in the matter of re-printing the booklet concerning the work 
of the Bureau, I beg to submit the following: 


Paragraph Two of the foreword, of course, should be changed to 
show the correct number of field offices and accounting zones. 


i I think that between paragraphs three and four of the foreword 
there should be something inserted to show that the Bureau has no control 
or jurisdiction over the matter of prosecutions. I might suggest some- 
thing along the following lines: 


"The Bureau of Investigation has no prosecutive jurisdiction or 
control. All jurisdiction relating thereto is vested in United. 
States Attorneysin the various Federal Districts throughout the country. 
All questions as to whether prosecution will be instituted in individual 
eases are matters for decision by the United States Attorney having 
jurisdiction. Іп all cases where any doubt may appear as to the investiga- 

f tive jurisdiction of the Government or the Bureau of Investigation, said 
cases are referred to the United States Attomey for his decision, which is 
binding upon all employees of the Bureau of Investigation. 411 information 
secured by. employees of de ins fs nvestigation in the conduct of 
investigations ts Sabai weep. o the United о отпеу for such use as 
he may deem appropriate in deciding as to and instituting prosecution," 


I have in mind that for the benefit of ali concerned, we should 
make it clear that matters involving prosecutions are not ours, whether 
` those prosecuted be "boys" in connection with violations of the National 
Motor Vehicle Theft Act, alleged White Slave Traffic Act violators who 
have only technically violated the Act, or similar bases for ungrounded 

criticism on the part of Congressmen, Newspapers and similar types. 


Similarly, the last paragraph of the foreword I would change to read, 
"The address of the Bureau of Investigation field office having investiga- 
tive jurisdiction * *", 
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On Page Two, under the heading "National Motor Vehicle Theft 
Act", second paragraph, I see no reason for the inclusion therein of 
the words "in another state”, The transportation interstate is 
sufficient. As a matter of fact, the motor vehicle may have been 
J stolen in the same state in which it was found, transported into or 
through other states and returned thereto, and it would still be a 
violation, if I understand the law correctly. 


Under the heading "National Bankruptcy Act”, I believe the 
words in the first paragraph "when local individuals are involved" may 
Y be deleted. The Bureau, l assume, desires information of the violations 
(92 the Act whether local individuals are involved or those not local. 


I see no particular reason for the inclusion in this paragraph 
1 of the words "prior to bankruptcy", I believe that Mr. Appel should be 

consulted relative thereto. 

Under the heading "Impersonation of Government Officials", I 
see no particular reason for the inclusion of the technical phraseology 
/ "that an individual falsely claims or did falsely claim". I think 

for the benefit of those receiving the booklet the wording "that an 
individual has falsely claimed" would suffice. 





In the first paragraph on Page Four, listing additional violations, 


I would reconmend that the reference to the "Interstate Transportation of 
Prize Fight Films" be deleted. This is a minor violation and we have 
never gotten anywhere with it. I also think the word "Miscellaneous" at 
the conclusion of this paragraph should be deleted. 


I think also that it might not be so bad to have separate 
headings inserted under "Antitrust Lars" and "National Bank and Federal 
Reserve Acts". I knot that the argument Will be adyanced that this is 
| for Sheriffs and law enforcement officials who might not be interested 

in these particular violations. However, they are important, or they 

Y sound important in any event, and they mirht elevate the tone of the 
pooklet socially fot those who might be affected thereby. In case you 
approve of this, I would recommend that the Supervisors responsible for 
the supervision of these classes wirte a short description relative 
thereto. 


Under "Fugitives From Justice" 1 am of the opinion, in view of 


the recent instructions sent to the field, that the second sentence of the 


first paragraph should be deleted, said sentence reading as follows: 


Y "The Bureau also seeks to bring about the apprehension of 
other Federal fugitives from justice when the efforts of the United 
States Marshal and the Federal investigative agency having primary 
jurisdiction have failed to locate such persons." 
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On Page Five, of course, the figures under "National Division 
of Identification and Information" should be changed to correspond with 
existing conditions. 


On Page Five, I believe that the beginning of the third paragraph 
should read as follows: 


"The records of the National Division of Identification and 
Information are based solely on fingerprints and it is impossible to 
guarantee positive identification * *", rather than "make positive 
identification". — 


I then think that the concluding sentence of this paragraph 
should be deleted, said senténce reading as follows: 


"However, a card index system is maintained which supplements 
and amplifies the fingerprint records by the names and aliases of 
individuals, coupled with descriptive data.* 


1 have in mind that we have declined to make certain searches 
for certain Governmental agencies in our card index Section and if 
they acquire possession of a booklet calling attention to the card 
index system they might become rather insistent as to their rights. 
and demand a search thereby. We might refer to the card index system 
in some other part of the Identification Division description, but right 
where it is it becomes an invitation for persons to send us names, 
expecting identifications. 


I assume that a separate heading will show the handling of 
statistics by the new section of the National Division of Identification 
and Information, prepared by somebody who knows something about it. 


Very truly yours, 


N 
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JOHN EDGAR HOOVER $ : 9 
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MEMORANDUM FOR THE DIRECTOR. 


2-1 respectfully suggest that the booklet concerning the work 
of the Bureau of Investigation contain the following: 


y NÁTIONAL BANK AND FEDERAL RESERVE ACT. It is unlawful 
for any Officer, director, agent or employee of any 
Federal Reserve Bank or any member bank to'certify any 
check drawn upon such Federal Reserye Bank or member 


x bank unless the person, firm or corporation drawing the 
i) check has on deposit with such Federal Reserve Bank or 
а member bank at the time such check is certified, an 


Se ae amount of money not less than the moun’ specified in 
IE such check. 


prs "Likewise, it is unlawful for any officer, director, agent 
"° . OF employee of any member bank who embezzles, abstracts, 
20 »' or wilfully misapplies any of the moneys, funds or credits 
UT M zr of such Federal Reserve Bank or member bank, or who, without 

ete м * authority from the directors of such Federal Reserve Bank 

oT Cor member bank, issues or puts in circulation any of the 

E WV" notes of such Federal Reserve Bank or member bank, or who 

— without authority issues or puts forth any certificate of 
deposit, draws any order or bill of exchange, makes any 
acceptance, signs any note, bond, draft, bill of exchange, 
mortgage, judgment or decree, or who makes any false entry 
in any book, report or statement of such Federal Reserve Bank, 
or member bank, with intent in any ¢ase to injure or defraud 
such Federal Reserve Bank or member bank, or any company, 
body, politic or corporate, or any individual person, or to 
deceive any officer of such Federal Reserve Bank or member 
bank, or the Comptroller of the Currency, or any agent or 
examiner appointed to examine affairs of such Federal Reserve 
Bank or member bank or the Federal Reserve Board; and every 
receiver of a National Banking Association, who with like 
intent to defraud or injure, embezzlegs, abstracts, purloins, 
or wilfully misapplies any of the moneys, funds or assets 
of his trust, and every person who with like intent aids or 
abets any officer, director, agent, employee or receiver in 








any violation of this section, shall be deemed guilty of a 
misdemeanor and upon conviction thereof, in any District 
Court of the United States, shall be fined not more than 
$5,000 or shall be imprisoned for not more than five years, 
or both, in the discretion of the Court," 


S. Egan, 


Re “4 ly, — 
g p 
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JOHN EDGAR HOOVER 0 


DIRECTOR 


* ‘ + 


Ж. &. Женатишеп of Justice 


Buren of Investigation 
Washington, I. 61. 


p December 9, 1930. ; 


MEMORANDUM FOR THE DIRECTOR, 





Attached/hereto is a айкан од сат о? DEC 151220 0М 
іле proposedir e-print of the pamphlet entitled 
"The Work of the Bureau of Investigation", which 
it is proposed to issue early in 1931, It is sug- 
gested that this draft be transmitted to the var- 
ious Division Heads for any suggestions which they 
may care to make in connection therewith, Any suggested 
— changes in phraseology may be indicated on the attached 
e yellow carbon copy of the suggested re-print, 









Respectfully, 


yde A, Tolson, 
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THE WORK OF THE BUREAU OF INVESTIGATION 


This second edition of this booklet is betag issued to 
acquaint law-enforcement officials and agencies with the work 
of the Bureau of Investigation of the United States Department 
of Justice in its investigation of alleged violations of 
laws, or matters, in which the United States is or may 
be a party in interest. 


The Director of the Bureau of Investigation at 
Washington, D. С., has under his jurisdiction twenty- 
five field offices located throughout the United States. 
Each field office is under the immediate supervision of 
a special agent in charge, who has jurisdiction in his 
respective district of the investigation of 811 offenses 
against the laws of the United States which are under the 
jurisdiction of the bureau. 


ТІР Bevo Ge Bureau of\wesdiiigetion has investigative juris- 


diction over all violations of Federal laws and matters 
not specifically assigned by congressional enactment, or 
otherwise, to other Federal agencies. It does not (not™ 
to be printed in italics) have investigative jurisdiction 
over violations of the national prohibition, counterfeit- 
ing, narcotic, customs and smuggling, postal, or immigra- 
tion laws. 


Any information concerning a violation of a Federal 
law, other than those listed above, which comes to the 
attention of a law-enforcement official or peace officer Pa 
should be sent by letter or, if the matter kar areont, by — 
telegram marked "Government rate collect" to the ‘special 
agent in charge of the district in which such officer is 
located. 


The address of the Bureau of Investigation field of- 


fice having investigative jurisdiction over the district 
in which you are located is as follows: 


ix 

















The Bureau of Investigation has no prosecutive juris- 
diction or control. Such prosecutive jurisdiction over  , 
violations of Federal lays, is vested in United States Attor- 
neys in the vari e eral districts throughout the United 
States. All information secured by employees of the Bureau 
of Investigation relating to alleged violations of Federal 
laws is submitted to the United States Attorney for such use 
as said official may make of the same in connection with 
the initiation of prosecutive action against the individuals 
involved. 


Abia 
The following general information deals Mith some of the 
major violationsof Federal laws over which Bureau sf- 


Euypestieation has investigative jurisdiction, together with 
an indication of the kind of information the bureau desires 
to receive from interested State and local officials in order 
that an appropriate investigation may be made and the facts 
submitted to the United States Attorney for prosecution in 
the eourts—of—the-United-States+ J Cera :- 


National Motor Vehicle Theft Act. 


Pérsons who transport a stolen motor vehicle from one 
State, knowing the same to have been stolen, may be prosecuted 
in the United States courts for the transportation of the 
stolen vehicle. Also, persons who receive, conceal, store, 
barter, sell, or dispose of any motor vehicle moving as, or 
which is a part of, or which constitutes interstate or 
foreign commerce, knowing the same to have been stolen, may 
be prosecuted in the United States courts under this act, 
whieh is also known as the Dyer Act. 

When an individual is found in possession of an auto- 
mobile and there is reason to believe that his possession of 
the motor vehicle is not lawful and that the said motor vehicle 
has been stolen and transported in interstate or foreign com- 
merce, if the facts are called to the attention of the Bureau 
an investigation will be made to determine whether there has 
been a violation of the national motor vehicle theft act. 


White Slave Traffic Act. 


The white slave traffic act is frequently referred to as 
the Mann Act. This act provides that any person who shall 
knowingly transport, or cause to be transported, or aid or 
assist in obtaining transportation for, or in transporting, in 
interstate or foreign commerce, or in any Territory, or in the 
District of Columbia, any woman or girl for the purpose of 
prostitution or debauchery, or to engage in other inmoral 
practices, shall be deemed guilty of &a felony. The Bureau of 
Investigation is desirous of receiving any information which 
comes to your attention indicating a violationof this act. 


-Z- 
































National Bankruptcy Act. 


It is the duty of the Bureau of Investigation to inves- 
tigate alleged violations which occur in the administration 
of the national bankruptcy act. Violations of this act are 
usually reported to the bureau by referees in bankruptcy, 
trustees, credit associations, or creditors. However, the 
bureau will appreciate receiving any information which you may 
obtain relative to violations of this act, such as concealing 
money, merchandise, or property either before or after the 
filing of the bankruptcy petition; concealing, destroying, 
mutilating, or falsifying books and records before or efter 
the bankruptcy petition was filed; receiving concealed 
property, or perjury or false claims, 

Information that shipments were made Prom the йене 
store late at night or in a covert manner; that vans or trucks 
were loaded at the bankrupt's premises; that the bankrupt 
hastily liquidated his affairs immediately prior to closing 
by sacrifice or below-cost sales, all are significant of 
irregularities and are a material aid to the progress of the 
investigation. Attempts on the part of the bankrupt to collect 
old accounts after proceedings have been instituted also 
indicate possible violations. 

In bankruptey cases, particularly, local peace officers 
obtain valuable infomation which is not available to an out- 
side investigator. 


Impersonation of Government Officials. 


Whenever infomation is received by a peace officer or 
law-enforcement official which indicates that an individual 
has falsely claimed to be an officer of the United States, or 
that such individual fraudulently acted as if he were a Fed- 
eral officer for the purpose of obtaining or demanding anything 
of value, such as loans, credits, money, documents, or the 
cashing of checks, such information should be transmitted to 
the Bureau of Investigation, which will begin an immediate 
inquiry to determine whether a Federal law has been violated. 


Larceny of Goods in Interstate Commerce, 


Any facts which indicate that any person or persons have 
stolen anything being shipped from one State to another State, 
from any freight or express shipment, or that any person has 
received anything which was stolen from such shipments, should 
be reported to the Bureau of Investigation. 
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Theft, Embezzlement, or Illegal Possession of Government 
Property. 


It is a violation of a Federal law to embezzle, purloin, 
or steal any property of the United States, or to receive such 
property knowing the same to have been stolen. The bureau 
has investigative jurisdiction over offenses of this nature. 


Antitrust Laws. 


The Bureau of Investigation is charged with the duty of 
collecting all evidence of violations of the Federal Antitrust 
Laws. Violations of these statutes are usually reported by 
business concerns which have suffered injury through reason 
of a combination or conspiracy operating in restraint of trade 
between the States, Any information regarding contracts, com- 
binations, or conspiracies in restraint of interstate trade, or 
tending toward a monopoly, and any acts of interference with 
interstate trade or commerce should be reported to the Bureau 
of Investigation. 


National Bank and Federal Reserve Acts. 
om the pork ap cupley220d نحن‎ 

These statutes specify criminal offenses,such as embezzle- 
ment, abstraction or misapplication of funds, and the making of 
false entries in the books of a national bank or a member bank 
of the Federal Reserve system, or in reports to the Comptroller 
of the Currency. The Bureau of Investigation has investigative 
jurisdiction over such offenses and desires to receive any 
information indicating a violation of the provisions of these 
acts. 


Crimes on Government Reservations. 


The investigation of crimes committed on Government 
reservations, including Indian reservations, or in any Govern- 
ment building, or other Government property, is under the 
jurisdiction of the Bureau of Investigation, and any informa- 
tion concerning such crimes should be forwarded to the nearest 
bureau office. 

In addition to the violations listed herein, the Bureau 
of Investigation has investigative jurisdiction over violations 
of the neutrality laws, and related matters, the corrupt prac- 
tices act, perjury and bribery in connection with Federal 
statutes or officials, crimes on the high seas, and other 
Federal statutes. 
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Fugitives from Justice. 


The Bureau of Investigation conducts investigations for 
the purpose of locating and causing the arrest of persons who 
are fugitives from justice by reason of violations of the 
Federal lays over which the bureau has jurisdiction, of 
escaped Federal prisoners, and parole and probation violators. 
When the arrest of a Federal fugitive from justice is not 
brought about within a reasonable time, the bureau issues what 
is known as an identification order, which is distributed to 
peace officers in all parts of the country. These identifica- 
tion orders contain the name, photograph, fingerprints, and 
description of the fugitive, together with all available inform- 
ation vhich might prove helpful in bringing about his arrest. 
When the fugitive is apprehended, an apprehension order is 
issued so that all efforts to locate the individual may be dis- 
continued. If you do not already receive these orders, the 
bureau will be pleased to place your name on the mailing list. 

It is highly important in investigations relating to 
fugitives from justice that any information secured be forward- 
ed to the nearest bureau office without delay. cmd fhe coopera- 
tion of State and local officials in this regard will be 
appreciated. 


National Division of Identification and Infomation. 


The Bureau of Investigation, in addition to its field 
force of trained investigators, has under its jurisdiction, 
located at Washington, D.C., the National Division of 
Identification and Information, which functions as a central 
clearing house of information pertaining to criminals and 
their records. 
The National Division of Identification and Information 
has on file what is believed to be the largest and most cam- 2 
plete collection of criminal fingerprint records of aie С” 
value in existence. On December 31, 1930, there were %2, 300, 56 
fingerprint records and 3,275, 935” index records in its files. 
The chart appearing on the last page of this pamphlet, show- 
ing the growth of the division since its organization in 1924, 
indicates very gratifying progress, made possible by the 
excellent cooperation of law-enforcement agencies in the 
United States and foreign countries. Approximately 1,600 
fingerprint records are being received daily from over SAR 2, 50-0 
contributors throughout the world. 
All peace officers are invited to avail themselves of the 
data on file in the National Division of Identification and 
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Information. Its service ig rendered to all legally constituted 
law-enforcement officials añd agencies free of cost. Finger- 
print cards and franked enyelopes for the transmittal of 

records also are supplied without charge. When a fingerprint 
card is received from a cóntributor, a letter giving the com- 
plete criminal record of/the individual is in the mails 

within forty-eight hourg. Copies of such records as a matter 
of policy are sent to eheh contributor who previously has 

a fingerprint inquiry relative to the 






y particular individual finvolved, thus enabling the contributor 
І to keep in touch with (hig activities, Hundrets-of 
Bred ond Fy tugitives are being located each month as the result of 
identifications made in the Division when fingerprint cards 
Showing their arrest, 8re receive e 
The attention of contributors of fingerprint data is 
— to the od that ЕЕЕ 5-5 0000 -- 





aifficult to identify latent prints found 5 at the scenes of 
crimes, unless the impressions of all fingers are given, or 
the names and descriptions of suspects furnished. Thisis 

due to the fact that the Henry system, which utilizes all ten 
fingers, is employed in the Division in clessifying and filing 
prints. 

The past cooperation of police officials, sheriffs, 
wardens, state identification bureaus and similar agencies 
has been splendid. However, the National Division of 
Identification and Information is necessarily a cooperative 
agency and can give to its correspondents only the information 
it has received and filed. Despite the gratifying results 
indicated, there is still room for improvement as the 
National Division is not receiving all of the fingerprint 
records which law-enforcement officials are in a position 
to furnish. Better and more efficient service can be 
rendered as the records of the Division become more complete. 
The full cooperation of all peace officers will be of great 
assistance in this work. 

A pamphlet has been prepared by the Bureau of Investiga- 
tion entitled "How to Take Fingerprints", which contains 
instructions concerning a simple and standardized method of 
taking fingerprints. Any law-enforcement officer who is now, 
or who may desire to become, a correspondent of the National 
Division of Identification and Information will be supplied 
with a copy of this booklet upon request. 
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Crime Statistics. 


Effective September 1, 1920, the National Division of 
Identification and Infomation of the Bureau of Investigation 
assumed the work initiated on January 1, 1930, by the Committee 
on Uniform Crime Records of the International Association of 
Chiefs of Police of compiling national statistics on crime. 
Monthly bulletins are issued containing these compilations, 
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. The statistics collected are 
based upon the number of "offenses known to the police", and 
schedules have been prepared which minimize existing differences 
in the criminal laws of the various States and territories and 
insure uniformity in crime statistics. Such schedules, together 
with the necessary forms and instructions for submitting crime 
returns, are furnished to law-enforcement officials. 

The success of the work of compiling crime statistics 
naturally rests with the police officials of the United States. 
In order that this valuable information may be afforded to 
those officially interested individuals and organizations 
desiring to receive and utilize the same, it is hoped that 


police officials will cooperate, in-—the-werk-—to—bhe-same-extean 
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Any inquiries concernins/identification matters or 
uniform crime statistics shoúld be addressed to:- 


. ERügar Hoover, Director, 
Bureau of Investigation, 
Department of Justice, 
Washington, р.б. 
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Attached hereto is a final Traft of the 
proposed reissue of uue booklet convening the work 
of the Bureau of Investigation for distribution to law- wr 
enforcement officials and agencies of the United States. 


It is desired that each Bureau Division Head 
and Supervisor examine the attached draft and indicate 
his approval of the sam thereon, In the event any 
suggestions oceur tö Bureau officials in connection with 
the booklet, the same should be covered by a memorandum 
and attached hereto. 


Very truly youra, 


Diroetor, 
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UL. S. Department of Awatice 


Bureau of Investigation 
| Washington, D. C. 


February 19, 1931. 
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Attached hereto is e final draft of the 
proposed re-issue of the booklet concerning the work 
ame of the Bureau of Investigation for distribution to law- 
se enforcement officials and agencies of the United States. 


It is desired that each Bureau Division Head 
and Supervisor examine the attached draft and indicate = 
ШЕ his approval of the same thereon. In the event апу 
qe suggestions occur to Bureau officials in connection with 
the booklet, the same should be covered by a memorandum 
and attached hereto. 


г. 


aN | | Very truly yours, 


Director. 


Enclosure 
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* Y Ж. S. Department of Justice 
Buren of Intestigation 


515 Johnston Building 
Charlotte, N. C. 





January 22, 1931 


Director 

Bureau of Investigation 
Department of Justice 2%. bol, 
Washington, D. C. £s = жез — 
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Dear Sir: 


It is noted that the measurement of the booklet concern- 
ing the work of this Bureau is such as to forbid its being 
mailed in identification order envelopes without being folded. 


It is suggested that the next time a reprint is had the 
size be reduced fractionally in order to permit the booklet's 
being mailed out in identification order envelopes when 
necessary. 





Very truly yours, 


THT/f А Y^ Tracy 
с 


special Agent in Charge 
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February 25, 1951. 
MEMORANIKERS FOR TUE DIRECTOR. 


I beg to refer to your inquiry of yesterday as 
to the status of the Bureau's requests for various print- 
ing work. at 


Certain changes are baing made in the present 
Manuals of Tulss and Regulations and Instructions. It is 
contemolated, however, to awiit action on the suggestions 
whieh haye been requested from Dursan employees before 
revising the present Manasis and having the sama reprinted. 


The booxlet to te issued to panec offieors con» 
cerning thea work of the Bursau is in process of preparation 
at this tise and has been sent to the various Division Heads 
and Supervisors for comments or approval. This booklet will 
be available for printing within the next few days and I wilt 
prepare ths necessary papers requesting its immediate printing. 


The proposed booklet to law-enforcement officials 
concerning crime statistics is being revised at this time by 
Mr. Waters, whe will subuit a draft of the sauo within tho 
next two days. This draft, in atcordance with your desires, 
will ve forwarded to Мг. Bruce Smith and lr. Donald Stone 
for suggestions prior to being printed bul I will see that 
the draft is forwarded to the Government Printing Office with- 
in the very near future. 


Respectfully, 


Ciyde A. Tolson. 
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озы January 86, 19021. 
Oe Sle 


Speciel Agent in Charge, 
Bureau of Investigation, 
$15 Johnston Dldg., 
Charlotte, E. Ge 


Dear Sir: 


Neference is made to your communication 
dated January 52, 1951, concorning the measurement 
of the booklet relating to the work of tie Bureau, 
“our suggestion in this connection vili 
be given consideration when this booklet is reprinted. 


Very truly yours, 


Director. 
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H. S. Department of Justice ға 
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In connection with the final draft of the proposed —-: --— - 
re-issue of the*booklet concerning the work of the Bureau of 
Investigation and its distri bution to law enforcing officials 
and agencies of the United States, the following suggestions 
are made: ж” 


MEMORANDUM FOR THE DIRECTOR: 





The cover on the original issue of this booklet, 
although dignified in form, is of a type that would permit its 
| being easily misplaced among Agricultural Bulletins, etc., wich 
are at times frequently distributed during congressional campaigns, 
and thereby permits the booklet in question to become lost after 
reaching the office of peace officers. It is suggested that a 
cover be sélected for this booklet which would make it easily 
тұ ~ distinguishable and more readily available when a peace officer 
S has occasion to refer to it. If a small string could be attached 
N to the corner of the booklet, so that it might be hung from a tack 
near the Police Sergeant's or Police Chief's desk, it would likely 
be found to be more frequently utilized than if the booklet were 
placed upon a desk or in a drawer or file cabinet, 





It is suggested further that in issuing these booklets 

the various offices be instructed specifically not to place the 
Field Office's address stamp on the booklet when it contains the 
name of the individual Special Agent in Charge. The type of stamp 

qe и to be used should apparently be one similar to the form,nów being 
used in addressing letters to Field Offices, as a change in per- 
sonnel of the Special Agent in Charge will make the booklet less 
serviceable. 


It is also respectfully recommended that an increased 
quantity of these booklets be prepared, as I am of the belief that 
they serve a useful purpose but are very frequently mislaid by the 

Y v peace officers to whom they are sent. For an Agent in Charge to-send 
an extra copy of this booklet to a peace officer once or twice a year 
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or for a suitable number of copies of the booklet to be distributed 

to the various Agents attached to the Field Offices for personal 
distribution will not only enable the Chief of Police to have 

access to the booklet in question, but will also permit the Sergeants 
in Charge of Automobile Squads, Desk Sergeants, and Captains in Charge 
of Detectives to have copies of the booklet available. These latter 
officials likely would have more frequent occasion to refer matters 

to the Bureau than would a Chief of Police, particularly in large 
towns. 


In connection with the article in the booklet concerning 
the impersonation of Government officials, it is suggested that the 
paragraph be worded similar to the following: 


"Whenever information is received by a peace officer 
or law enforcement official which indicates that an 
individual has falsely claimed to be an officer of 
the United States, stich information should be trans- 
mitted to the local office of the Bureau of Investi- 
gation, which will begin an immediate inquiry to 

. determine whether a Federal law has been violated. 

| Á \ A Federal statute provides a penalty for the false 
f x impersonation of a Federal officerwith intent to 
АА defraud by a person who acts in such pretended 
capacity, and the false impersonation of a Federal 
officer with intent to defraud by a person who de- 
mands or obtains anything of value, such as money, 
credits, documents, loans or the cashing of checks." 


This suggestion for the change in this paragraph will permit 
knowledge concerning any impersonation to be transmitted to a Field 
І 1 Office of this Bureau, and at the same time it is believed that the 
provisions of the statute are more accurately described. 


It is also suggested that if deemed advisable in connection 
with an article on the Identification Division, some mention be made 
д of the desirability of peace officers forwarding dispositions, when 
practicable. 


Very truly yours, 


T H. : LEGG, l . 


- Inspector. 
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H. S. Bepariment of Justice Y ګر‎ | N \ 
Burean ol Intestigation Lx т А 
Washington, B.C. 


March 3, 1931. 


MEMORANDUM FOR THE DIRECTOR 


$ Referring to the attached memorandum relative 
to the booklet concerning the work of the Bureau, I beg 
to recommend the following changes in the section devoted 
to this Division: 


In the next to the last paragraph on page 5 of 
the booklet, I believe that the last sentence should read 
as follows: “Approximately 1,700 fingerprint records are 
being received daily from over 3,600 contributors throughout 
the world". 


The above change would conform to the present р 
number of daily receipts, and our present contributors. 
i 
> 


Respectfully, 


” Ц ar 


Chief, X 
Division of Identification 
and Information. 
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Я. S. Department of Justice 
Bureau of Investigation 4” N 
N SN 


Washington, D. 01, 


ТЕВ:АМР. Магеһ 9, 1951. 


MEMORANDUM FOR THE DIRECTOR. 


to the draft of the@booklet concerning the work of the 
Bureau of Investigation, it is suggested that in the 
а paragraph relating to Impersonation of Government Of- 
ficials, that there be inserted in the third line thereof 
following the word "officer" the words "or employee." 


Үз; и This is suggested inasmuch as the booklet is 
2 : , 4j to be read by peace officers or law enforcement officials 
S 


p Referring to the attached memorandum relative 


М throughout the country who may not understand that the 
term "officer" of the United States includes employees. 


Respectfully, 





T. F, Baughm 
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ALS. Department of Justice 
Purean of Investigation 
Washington, 2. Y. - 


February 25, 1951. 
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MEMORANDUM FOR THE DIRECTOR Lo e 


With reference to the draft of the booklet concerning 
the work of the Bureau of Investigation, it is suggested that 


in the paragraph on,f 


the follow 
the third 


N 
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ing senterices given below as an insertion following 
sentence; : 


The arrangement of these identification 
orders is designed to make them as nearly as 
possible similar to police identification rec- 
ords. They are printéd on 8" x 8" cards with 
fingerprints and fingerprint classification so 
that they may be inserted directly in police 
identification records, acting as a supplement 
thereto and furnishing police with an additional 
criminal record as well as furnishing the infor- 
mation that the subject is wanted. Even after 
the arrest of a fugitive, these cards are valuable 
to police as additional criminal identification 
records. 


Respectfully, 


C. A. Appel. 


| 
| 
| 


Ё ate xw ud hj 
МАИ 1 61999 > _| 
ух? ; 


itives from justice, there might be added 


[722-281 
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2. S. Bepartment of Justice ЕЎ 


Bureau ol Intestigation 
Washington, B. C. 


March 23, 1931. 


MEMORANDUM FOR THE DIRECTOR, 


Attached hereto is a draft of a proposed 


re-issue of the booklet concerning the work of the 
Bureau of Investigation. 


This draft has been approved by all Divi- 


sion Heads and Supervisors and it is recommended 
that the printing ef 15,000 copies of the same be 

` requisitioned through the Division of Supplies and 
Printing of the Department and that the same be dis- 
tributed to law-enforcement officials and agencies 
throughout the United States by Bureau Field Offices. 
You will note that it is proposed to have incorporated 
in this booklet the ye indicating the progress of 
the Bureau!s fingerprint work during the fiscal years 

" 1924 to 1930, inclusive. 


It is believed that the new edition of the 


booklet should conform to the pamphlet previously is- 
А sued in all respects with the exception that the color 


w “ of the cover should be slightly changed in order that 
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3 J Enclosures. 


it may be readily distinguished from the first pamphlet. 
There are attached hereto a number of samples of material 
for use in the cover of the proposed new pamphlet and it 
is recommended that Sample 979 be selected for the new 4 sue 
of the booklet on the work, of the Bureau, for the re-is 

-—^ "8 of the pamphlet entitled den to Take Fingerorints" and 

also for the proposed d 

concerning the серле sid st&tistics wo¥k handled by the Bureau. 


e 


let to \Law-enforcement agencies 


Respectfully, 











ILD OUTS OME O JUNICE 


Ва оо EROTIC] 


A Booxlet concerning the dox of tne 
Burena os Investiravion 


Published Sor The Information of Lew- 
Unforcen mt OfPicials and /roneles. 


1931 



































United States Depertroni of Justice 





лил OF IVP Tes TIO 


Published for the Information ol Laws 
Dnforcancat Offictals ond treneies. 


(8571) 


United States 
Govornrent Urinting Office 
Gashinrton ж» 1991 











0 e 


fil, SORT OS BAZO O EA CTI ii 





This second eition of this booklet is issued to 
edqunint lnw-enforcencat officials end serene ies with the wrk 
of the Surenu of Investigation of the United Ctrtes Dem rtnent 
of Justice in its investigation of alleged violations of 
inws, or metters, in which the United States is or zey 
he a party in interest. 


The Director of tie Bureau of Investigation at 
weshineton, D.O., has under his Jurisdiction twenty- 
five field offices located throuckout the United Stnies. 
Zach field of fiee is under ¿boe immediate suporvial on of 
a special agent in chorro, Uno bos jurisdiction in nis 
respective district of the investigation of all offenses 
agaiast the loss af the United States which are under the 
jurisdiction of the burosu. 


This Cureau has investicative jurisdiction over 
ell violutions of Jedorol Laws and matters not specifically 
assirued by consressionel enactuient, or otherwise, to 
other ledoral exencios, It ovs not ("not to be printed 
in italics) hove investicotivo jurisdiction over violetions 
of tho national prohibition, counterfeiting, narcotic, 
cuates end muucclíines, postel, or imnicration lava. 


funy inforiwtion concerains e violation of g Pederal 
law, othor then thoce listed ebove, which comes to the 
attention of a lew-onfoxroenont official or conce officer, 
should he sont by lottery or, 1f the natter bò urrent, by 
telerron nar zed “Gavernzent rate collect” to the sneclal 
arent in cheree of the 81552400 in chich such officer is 
located. 


The address of the Bureau of Investigation field of- 


fice havin: investisrctivea jurisdietion over the district 
in which you are located ts os Pollos- 


ale 
































The Dureau of Investigation has no prosocutivo juris- 
diction or control. Such proseecutive jurisdiaticn over 
violations of Zederal lows is vested in United Ctntes Jttore- 
neys in the various Ledorol judicial districts throughout the 
United States. ALL information secured by ermmloyces of the Curesu 
of Investigation relating to alleced violntions of Yederal 
lows is submitted to the United States Attomey for such use 
ва 9019 07146101 may make of the sane in connection with 
the initiation of progecutive action apainat the individuclis 
involved. 


She Lollowine poncral information dels with soma of the 
major violations of le eral lows over wich this Баговы 
has investigative jurisdie tion, toxothor with an indication 
of tho kind of information the burcau desires to reecelve fron 
interostej State and local ofiicials ln order that en 
appropriote invostiration noy be rade and the facts submitted 
to the United Strtes fttornoy Tor prosecution in the vederal 
courta: ~ 


tational l'Stor Voniolo holt ¿ata 


Tersons who trenesrort a stolin notor vehicle from one State 
to anothcr State, knowing the save to have been atolen, may be pro» 
secutod іп the United States courts for the transvorintion of the 
stolen vehicle. “180, persons who receive, concenl, stora, 
barter, sell, or disroso of eny motor vehicle revint cs, or 
waich ie a pert of, or which constitutes interstate or 
foreipn cormereo, knowine the semo to have been stolen, may 
be prosocuted in the United Ctnhtes courts under this act, 
ich is olso “mon es tre Dycr ¿ete 

when on individucl is found in possession of sn auto» 
mobile end there is rerson to believe thet his possession of 
the motor vehicle is not Lawful and thet the said motor vehicle 
hos been stolen end trazenorted in interstate or foreirn cone 
merce, if the facts sare called to the attention of the Tureau 
en investigation will be made to detomuine thethor thoro hos 
been a violation of the netional motor vehicle thert act. 


\intte Slavo Trenite ^ot. 


The white slave traffic act in fraqueatly referre, 19 ea 
the Mann Aet, This ect provides thnt any person who skeil 
knowingly trensport or ceuse to be trancroxted, or uid or 
69815 iu obtainins transportation for, or in tronsrorting, in 
interstate or forodim соггоусо, ос іп опу Territory or in o 
District o Columbia, алу worin or rirl for the purpose of 
prostitution or Gebauckory, or to onceca іа other immoral 
practices, sucLl be Qucucd гоу ог ое felony, Tko cureau of 
Tnvestication is desirous or xecoivinzs any inforintion vhioh 
comes to your a tention indiertins oa vielrtion of this ret. 


wie 
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опо Zonxvuptay деф. 


it is the duty of tho Suro of ievostigation to inves. 
ticets 0110700 violntions vhich ocour in tho sdrinistertion 
of the nebionel bonururte; adt. Violations of this rat eva 
usually coporied to the buronu by roforecs In bunkvuptey, 
trustess, credit nusociations, or ere itera. Поетот, tha 
buveuu will appreciate rocelving олу indoinotion vbioh you noy 
Oootnin rolntivo to violntilons of this net, such as cenesoling 
money, nor¢hondice, or property cither before or ofter the 
Filing oF tha benkrurtey pobitions conconline, destroying, 
mutilatinc, or folsifyinz books and rocords bolore or after 
tre benkrupter potition was viled; receiving cancenled 
property, от porjury or false ¢lains. 

Information that shirnents vora mode from the bankrupt 
store late at nicht or in « covert menor; that vans or trucks 
were lozécd nt the benimuntts premises; that tio bentrupt 
hastily Liquidstcd his остов i-nediotoly prior to ¢locing 
by sacrifico or belovecost cales, ell axe sionifieant of 
irroculeritios cod про а arterial oía to the progress of the 
investicatiion. <Attenpin on the pret of tie bentrupt to collect 
Old accommts oftor procesdirsa hovo beca institutod nlap 
indicate possible violrtionse 

Та bentruptey eses, verticulrrly, 10601 ponce officora 
ovtela Yolueble information which is not eveileblieo to an out} 
sido investicctor. 


irpersonstion ni Covernmiint Oflicicla. 


whtnever inforortíon 1s roceived by a perte officer ox 
léw-enloreencnt offictol which indiastes dus an individual 
has falrely clxeined to be on ofdeed or the United Ctctes, om 
thet such individucl freudulently ected ac if he were y ¿ode 
eval officer for the purnose of obtainine or dcmandias: naything 
of velue, such as loens, credits, money, decuronts, or the 
oashin: of cheeks, such in“orration should be trunsmitted to 
the 3ureou of Investigstion, which will begin an immediate 
incuiry to determine whether a Uelerel lex bns beca violated, 


Lorteny of Соода in Iintorstnte Comarca. 


gny fects vnich indicate tint any parson or persons have 
stolen enyt ins veing shippe’ from ona Ctate to бооно Ctate, 
from ппу freicht or express shipment, or Crt any person has 
received anything uhich wes stolen from such shipcents, should 
be ronorted to the Tureau of Iavosticution. 
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Theft, «nbezzlenont, or Mlepsl lossession o f Goverment 
Property. 


It is a violation of a Federal ler to embezzle, розой, 
or steal any property of the United Otntes, or to recolve such 
property knouing the semo to hove been stolen. Who bureou 
has investigativo Jurisdiction ovor orfenses of this nabute. 


antitrust Laws. 


The Bureau of Investicution is sherceed with the duty of 
collecting all evidence or violations ox the Zedorol Antitrust 
Lows. Violetions of those stntutes are usuelly reportel by 
bucincss concerna which heve suffered injury through resson 
of m corzbinetion or eononiroey ozo$nuins in restrnint of trade 
| betwaen the States. ¿ny intomation rerrrdia: contreots, come 
| binntions, ov conuplrecios іп restraint or Interstate trade, on 
| tending toward a monopoly, end any ects of interforence with 
interstate trade or cxrmoree Should be rerowte!’ to the Dureau 
or Investication. 





t EY 


Betienel Done ond Teceornl Uesorve "ets, 


These strtutes onogify eriminel offenses on the pert of 
enloycss of counts, suot ns enb-zzienont, abstraction ox тізе 
appliestion oi funds, and tho motino of felse entrics in the 
books of s notional ben's or o verber ben of the Ye epul Tacorve 
systen, or in ronorte to the Comctroller of tha Curroncy, The 
Bureau of Investicetion hos invostientiva jutisdiotion over suoh 
offenses ond desivos to recolvo uy informvtican indientin3 a 
violnticn of fee vrovisions of those rats. 


Grimos on Covermront Des cxrvetions. 


The investigrtion of emimes committed on Covernnent 
veservotions, includine Indien resorvGLions, or in any Coverne 
ment bulldinr, or othr Governnoeat pronerty, is uncer the 
jurisdietion of the Tureen of Tnvostigetion, anû ony Informe» 
tion concerning such crimes shuld be forverded to the necrest 
bureru offion, 

yes 2.77 $n eddition to tho vikotioro liste — kovoir, t5e curesu 


Aceite of investigation hes investizotivo jurisüdiotlon ovcr violotlons 
Ps ы» о? the neutrelity laws, ond related rotiorgs, the corrunt оон 
ме”; tices act, pexjury erd bribery in comection with Tederrl 


statutes or officials, orines on the hich sees, ond other 
vederal atotutes. 




















fucitives fron Justices 


The Bureau of Investigation conducts investirations for 
the purpose of locating and eausing the orrest of persons who 
are fucitives from justice by reason of violations o? tbe 
Foveral leva over which the bureeu hes jurisdiction, of 
esecped Se erel. prisoners, end perole end probation violatora. 
When the arrest of а Tederel furitive from justice is not 
broucht about within e rensonoble time, the bureau issues what 
is known es en identification order, whieh ig distributed to 
peace officers in ull perts of thao country, These identifica- 
tlon omera contain tho nemo, photorranh, Fingerprints, and 
description of the fugitive, tovether vith all available inform 
ation whieh micht prove helpful in bringing sbout his arrest. .—— 
«ben the Taritive is enprehended, en apprehension orger is 
issued so thrt all efforts to loerte the individunl moy be dis- 
continued. If you de not already receive thesa orders, the 
burenu will be pleesed to place your namo on tre mailine List. 

1% is hischly important in investigations relating? to 
fugitives fron justice thet any information securod be forward- 
ed to the nerrest bureeu office without delay, The coopera- 
tion of State ond locol ofiícials la this regard will be 
erpreciated. 


National Division oZ Idontification anda Information, 


“he Dureou of Investigation, in addition to ite field 
force of trained investirators, has under its jurisdiction, 
located at ünahiuston, D.G., tno ational Division of 
Identification and Information, which functions es a central 
Glearine house of information purtainine to erininals and 
their recordse 

The National Division of Identification and Information -worek 1981, 
has on file whet ів believed to be the lercest and most — 
plete collection of exrimínol fincorprint recomia of current 
velve in existence. On Hegembon 3119307 There мото 215085349 2,282,711 
fincorprint records end dex recorda la ils Siles», 
The chert anpenrinf, on the inst wga of tiis periler, chowe i 
ing the rrowth af the division since its omerizavion in 1024, "ED 

re Du 





indicates very cretifyinn provress, made pocsible by the 

excollent cooperation of loweenforcencnt ecencies in the 

United vtatos and foroicn countries. Approximately 2,699,770 а, 

fingerprint records aro being received dally from over — — 

contributors throughout the world. 7 но, 
¿11 nonce officors are invited to evcil themselves of the 

dats on Pile in the Netionel Divicion of Tácntitication end 
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information. its servico ls ran‘ered to all Xcpally constituted 
inweenforcenont offiolris and agencies free of cost, incor" 
print cards end franked envelopes for the transmittal of 
recorig also sre surplice without choreo. ¿hen a Tinserprint 
card is received from & contributor, a letter giving the Cote 
plete aríminal record of the individual is in the meils 

within fortyecipht houra. Copies of such recomla os a matter 


of policy ore gont to esch contributor yho provicusty has 
directed*to the Divisiona Pincorprint inguiry relative to the 
particular individual involved, thus enabling the contributor 


to keep in touch with the subject's current activities. About one 
hundred and fifty ducibives ere being located each month es tho re- 
—~sult oF identifications mace in tre Division when fincorprint cerds 
ardoz showing their arrest at verious paints are reetlivad. 

The attestion of contributors of fincarnrint deta ia 
invited to the fact thot it is difficult to identify letent prints 
found ab the scones of crimes, unless the impressions af sil 
finpera oro given, or the names and descriptions of suspects 
furnished, This із due to the fact thet the Lensy oyston (ich 
utilicos all ton fincoxS, i8 ca ;logzuc in the Divinien Жа tlrcsityging 
and filling prinio. 

She pust coopercuion of polico ор ВТОРАЯ, 
werdong, steto loentifiontion buzunus sed sinutilsr cconcles 
hes been eploudid, Uowever, tuo fnvional Division of 
idontirienition end InrorvroíLíon is nocossurily а cooper tive 
ereney nud eun give to 158 corvesnondenvs only; the luforoetion 
ít hes rocolyvod s5ü Filol. Новое Ле саг resuite 
indicated, there ig still room ior inprovensna en the 
айылы bivision is not raceliviny; all of shba vin- orprint 
тосозда аһ lovemnvorcemunt offielal: ava lio cosiiiloa 
to furnish. Better and more clficlent service ern be 
rendered es tho zecords ox the Diviaioa begge пого солга» 

The full cooperation of all peace officers will be of prent 
essistence in tuis work. 

S punphiot хәз озса proposod Uy the затора ор Жи Ао 
tion e6ativlod "flow to Ure Lincorpoluts", nieh coninins 
instrugtions concerning a sicple end stundnrdized nothod of 
бекіп; fincorprinis. ny low-onforoencant officer who ia now, 
or who visy Gusire to secore, a ¢orresnomfent ос ho het booed 
Division of Idenvification 024 Infowsallon will be wm spliod 
with à сосу о this boollot роу request. 


“бе, 














Crico 15660181168, 


Dftective Sentesber 2, 1920, the kationi bivinion of 
Ifentiflontíon ená. Infomeiioa ог cheluraas of Tnvesticotlon 
assumed tie work initiated on fray 1, 1070, by the Comittee 
on Uniform Gxirra Pecoris of the International Aesosiation of 
Chiefs of Volice of commiline national stetisties on crime, 
ОИРУ bulletb.s are issued contalnine these compilations. 

The abitisties collected ero besed uron the nurber of ‘olicuses 
mowi to the police’, end sehecules neve been prepared waich 
minimize oxistin~ ditfercnces in the criminal Lave ov the verious 
Stetes and territories ord taldê to insure uniformity in erine 
statistics, Such setadules, tocether with tre necessary forma 
end instructions for surmithine ovine returns, cra Purisked to 
leweonforcenant offielels. 

The success of the wort of cacnilin.: crime atetistles 
neturally resta with the rolica oñficiols or the United Ctntes. 
Та order thet this velueble ілботтетісаі moy boa сторо. to 
those offielollivy interested Infivicugis acd oar;7nizavlcns 
gesiminy to vatelive acd ubilice tac donc, 14 is bape! vhat 
pollee officials will soorsrete by Бизле" топлу ец 
on the foros provided on effenses comnittos in treir districts, 

гау inquiries eoncernine identivicetion natiers ox 
uniform erino striictics could bo naddrceted tote 


JT, Ary Ucover, Olractor, 
HUNE ox Investi taion, 
өреге ой “us lee, 
«LSBU, Da 
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There Le attached hereto draft E & pro- 
— ark of 
the Bure sf Investigation". 






| It is requested thet the printing of 15,000 
copiosa ef this booklet be ordered from the Get балете 
Printing Office. The size, form, quality of atin 
emi quality ol paper contained in the proviogs Lasse of 
this booklet, a copy of which ia sttacbad hereto, should 
he strictly Tellowal im the printing of thm re-ideme. 





It is о be ated that a spaco baë been prom 
vided at the bottom ef pase two so thet tho address of 


a Puresu field offies way be stamped thercon before dise 






tribution of copies of this booklet. It is requested 


that the covor of tho booklet eenform Lo sample $0 of 

the samples of caver material secured fram the Government 
Printing Office which ware forwarded $0 you with ay soror 
andun ef July 15, 1991, with respest te the re-printing of 
tho booklet entitled “How to Take Finrerpfinf&". 


— ' £t ie-Gebiroó that page proof of this material 

be submitted to the Buresu of Investigation before the Pinal 
printing work is uiderteken. If you will prepare the requisi- 
tion covering the printing and forward the same to the Bureau, 
& representative will personally deliver the sane to the Gove 
eranent Printing Office in order to give detailed instructions 
with respect to the printing work. 


Very truly yourg, 


Director, 
62- 21440- 34 
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SUD WOR OF GEO DUSDAU OP INYZORCOATICON 


This second edition of this booklet is lasued to ac- 
quaint law-enforecenent officials and apencies with the тошу 
of the Pures of Investigation of the United States Lera te 
ment of Justice in its investisation of alle~ad violations 
of laws, or matters, in which tke United States is or may 
be a narty in interest. 





The Director of the Bureau al Invostigation et Jasi- 
ington, 0. G., has under ‘iis jurisdiction twenty-five 
field offices located throushout the United Thatos, Zach 
field office is under the inmediato supervision of a special 
agent in charge, who tas jurisdiction in his respective dis- 
trict of tle invastiration of all offenses against the lays 
of the United States which are under the jurisdiction of the 
bureau. 


Thig Tureau has investigative jurisdiction over all 
violations of federal laws and matters not precifically 
assigned by coucressional ennaetcent, or otherwise, to other 
Federal acencies. It does not ("not" to be printed in 
italics) have investigative jurisdiction over violations of 
tie national prohibition, coumterfeitin:, narcotic, custons 
and snuggling, postal, or immigration laws. 


any Informatio ecncernirg a violation of a Federal 
м, other then thode listed above, which comes to the 
attention of a law-enforcement official or peace officer, 
8.0914 be sent by letter or, if the matter is urrent, by 
telezre nar:ed "Governzent rnte collect” to the speciel 
agent in charge of the district im whick such officer is 
located. 


Tae addréss of the Bureau of Investication field of- 
fice having investicative jurisdiction over the district 
in which you ere located is as follows: 











The Duveau of Investigation has no prosecutive juris- 
diction or control. Such prosecutive jurisdiction over 
violations of Pederal lews is vested in United States Attor- 
neys in the various Tederal judicial districts throucuout the 
United ‘hates, 211 information secured by employees of the 
Tureau of Investigation reluntin:; to sllesed violations of 
Tedernl iaus is subtlitted toa the United States Lttorney for 
such use as sald cificial miy сое of tre seie in connection. 
With the initiation of presecubive action against the individ- 
uals involved. 


The following zeneral infornetion deals vith soie of the 
major violefiong of Voderal lems over whic this Eureau has 
investicative jurisdiction, tosether sith en indication of 
the link of information the buvenu desires to receive from 
interested -tate and local officials in order that an cppro- 
vricte investigation muy be made and the facts submitted to 
the United States .tiorney for prosecution in the Tederal 
courts- 


Rational Motor Vehicle heft fet. 


Fersons who transport a stolen motor vehicle from one 
“tate fo another State, mowing tha sane to have been stolen, 
теу te prosecuted in tke United States Courts for the trans- 
portatinof the stolen vehicle. iso, nersons who recoivo, 
conceal, store, barter, sell, or dispose of eny motor vehicle 
novin us, ог ler із a pert of, ot which constitutes inber- 
state or foreign comrerce, knowing the sane to havc been stolen, 
niu; te rrosecuted іп the United States courts under this act, 
whieh is also known as the Dyer Act. 

(Шөп оп individuel is fourd in possession of an automo- 
bile and there is renson to believe that his nossession of 
the motor vehicle is not lawful rni thnt the seid motor vehicle 
has been stolen enl transported in interstate or forei~n com= 
merce, if the facts ore celled to the attention of the Tureen 
en investiretion will be meade to dsternine whether therc kas 
been a violation of the nationel motor vehicle theft act, . 


unite Slave traffic Lot, 


roe waite slave traffic act is frequently referred to as 
the Mann Act. This act provides that any verson who shall 
knowingly transport or cause to be transported, or ald or assist 
in obtaining teanscortion for, or in trensrortin~, in inter- 
state oy foreign commerce, or in eny Territory or in the 
District of Columbia, any woman or cirl for the ourpose of 
prostitution or debauchery, or to encace in other immoral 
practices, shall be deemed guilty of a felony. “пе Fureau 
of Investication is desirous of rocoivine ny invorcation 
aleh conos to усах обод ол lndicatin: o violation or this 
ac. 
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Netional [ankxuptey Act.« 


It is tLe cuty of the Tureau of Investigation to inves- 
tivete alleged violations which occur in the edainistration 
of the national bankruptey aet. Violations of this act are 
usually reported to thea bureau by referces in bankruptey, 
trustees, credit associations, or creditors.  Ilowever, the 
buronu Will apnrecinte receivinz any information wiich you may 
obtain relative t> violations of this act, such as concealing 
‘soney, merchandise, or proverty either before or after the 
filins of trs kankruntey petition; concealing, destroying, 
nutilstin:, or felsifyinz hooks and retards before or after 
t.3 banteuntey retition was filed; reesivin: concealed 
nroperty, or perjury or false clains. 

Infor:etio that shipments were rede fron tho besntruvt 
store Late nt nicbt or in a covert murer; that vans or trucks 
were londed at the bankrupt's premises; that the benkrupt 


-restily liquidated his affairs immediately prior to clasing 


by sacrifice or below-cost sales, all are significent of ir- 
revietities and sre a naterial aid to the »orocress of the 
investigation, Attempts on the port of the baw — 5$ t0 col- 
lect “ld accounts after proceedings kave been instituted also 
indicate possible violations, 

Іп bankruntey cases, particularly, local peace officers 
obtain valuchle information which is not available to an out- 
side investigator. 


imperscnation of Covermmeht Officials. 


Jenever information is received by a peace officer or 
lav-enforeenent officiel wiich indicates that on individual 
has falsely claimed tobe m officer or enpl yee of the United 
States, or that such individecl fraudulently acted as if he 
were a Federal officer for the purpose of obtaínins or demand” 
in; anythin; of value, such as loans, credits, money, documents, 
or tig cashing of checks, auch inforintion sbould be transmitted 
to the Bureau of Invosticabion, өлісы will begin sn immediate 
inquiry to determlic whasher a Dederal law has been violated, 


Lorocny of Goods in Interstate Commerce, 


Any facta which Indicate that any person or persom have 
stelen arything teing shipved fron one State to another state, 
fron eny freisut or exrress shinment, or that any person has 
received crythin.: whic’ was stolen from such shipments, should 
Le reported te the Porecu of Investigation. 




































Thof ts оова ноиб, er Ilegal Possession of Qovernsent 
Property. 


% is & violation of s Federal lev іо отрове, — 
ov steal. aby property of the United States, ог te receive such 
property knowing the same te have been atolem The Burcau has 
investigative jurisdiction over effenses of this natura, 


Antitrust Laws. 
The Bureau ef Investigation is charged with the duty of 


collecting ell evidence of violations of the Federal Antitrust. 
Laws, "Violations of these statutas &ra usuelly répoprted by 


‘business. concerns which have suffered injury through resson of 


&' Gombimatiss ef conspiracy operating in restraint of trade 
betmeen the States. Any information regarding bontraete, com 


—biesticns, or conspiracies in restraint of interstate trade, or 


tending toverd a monopoly, and any өсір of interference with 
interütum trade or commence. should be reported te the Bureau of 


ed a 


Natlonsl Bask. and Pederal Reserve Acts, 


"These statutes spaaify erimingl offenses on the part of | 
employees or agents of ingtitations coming under the Jurisdiction | 
of the above acta, ouch ag emboztlement, abstraction ог sisüp- 
plication of funda, ond the saking of felea antrias in the books 
of s national bank or e member bank of the Federal Reserve вузов 
or la reporte to the Comptroller of the Currency, The Bureau of 


> investigstíon has investigativo jurisdiction ever such offenses 
o and- desires to receive any information indleating & Violation of 


the provisioss of theese acts, 
Crimea on Government Roservations, 


The investigation of crimes comuitiad on Government reser 
vations, including indian reservations, or in any Government 
bui iding, or other Government property, is under the jurisdic- 
tion of the Bureau of Investigation, and any information con- 
cerning such erines should be forwarded to thue nearest Bureau office, 


In addition to the vinletions ligated herein, the Bureau of 
Investigation bas investigative jurisdiction over violations of 
the neutrality laws, and related metiera, the corrupt prectices 
act, perjury end bribery in connection with Federal Statutes or 
officials, crimes on the high seas, and other Federal Statutes, 





























Fugitives from Justice. 


The Bureau of Investigation conducts investigations for 
the purpose of locating and causing the arrest of persone who 
are fugitivos from justice by reason of violstions of the 
Federal laws over which the Bureau has jurisdiction, of 
escaped Federal prisoners, and parole and probation violators. 
When the arrest of a Federal fugitive from justice is not 
brought about within a reasonable time, the Bureau issues 
what is known as an identification order, which is distributed 
to posce officers in ell parts of the country. These identi- 
fication orders contain the nenc, photograph, fingerprints, arà 
deseription of the fugitivo, together with all emileble ine 
formation which might prove helpful in bringing about Біз аге 
Test, When the fugitive ie apprehended, an apprehension order 
is issued do that all efforts to locete the individual may be 
discontinued, If you do not slready receive these orders, the 
Bareau will be pleased te place your name on the mailing list, 

It ie highly important in investigatione relating to 
fugitives fron justice that any information secured be forwarded 
+o the nearest Bgreat office without delay, The cooperation of 
State and local officials in this regard will be appreciated, 


Criminal Identification Data. 


The Bureau of Investigation, in addition te its field 
force of trained investigators, perves as a central clearing 
houge of information pertaining to criminals and their records, _ 
| Таз Bureau of Investigation has on file at Washington, D, Cry 
that is believed to be the largest and most complete collection 
of críminal. finserpriat recorde of current value in existentos. | 


On July 1, 1931, there wers 2,536,308 fingerprint recorde and | 


3,541,519 index records in its files, The chart appearing on 
the last page of this pamphlet, showing the growth of the work 
since its inception in 1924, through the fiscal year ended June 
30, 1931, indicates very gratifying progress, made possible by 
the cooperation of lax-enforcenent officiale in the United States 
and foreign coumtries, Approximately 1,700 fingerprint records 
are being received daily fron over 3,900 contributors throughout 
the world, 

All peses officers are invited to avail themselves of 
the data on file in the Bureau of Investigation. This service 
is rendered to all legally constituted law-enforcenent officials 
and agencies free of cost. Fingerprint cards aad franked 
envelopes for the transmittal bf recorda alsó are supplied without 























charge, When a fingerprint card is received from o contribue 
tor, a letter giving the complete criminal record of the 
individual £s in the mails within forty-eight hours, Copies 
of such records as a matter of poliey are sent to each gon- 
tribater who previously has directed a fingerprint inquiry to 
the Bureau relative to the particular individual involved, thus 
enabling the contributor te keep in touch with the Subjeotis 
current activities, About one hundred and sixty fugitives are 
being lecated each month as the result of identifications made 
in the Bureau of Investigation shen fingerprint cards showing 
their arrest at various points are received, 

"The attention of contributors of fingerprint data is ine 
vited to the fact that 14 1s difficult to identify latent prints 
found at the scenes of crimes, unless the fiagerorint cards of 
suspeets are furnished or tho names and deseriptions of sugpeote 
ape given, This ie due to the fact that the Henry syetem, whieh 
utilises all ten fingers, is employed in the Bureau of Investiga» 
tion in classifying and filing prints. . 

The past cooperation of police officials, sheriffs, wardens, 
stete identification bureaus, and similar agencies has heen ёрї.өй» 
aid, However, the Bureau of Investigation is necessarily a cooper 
ative egency and can give to its correspondents only the informa} 
tion it has received and filed, Despite the gratifying results 
indicated, there is still room for improvement aa the Bureau is 
not receiving all of the fingerprint records which law-enforoenent 
officials are in & position to furnish.  Botter and more effleient . 
service can be rendered as the records of the Bureau become more 
complete. The full cooperation of all peace officers will ha of 
grest assistance in thie work, : ы 

à pamphlet has beon prepared by the Bureau of Investigation 


entitled "How to Take Pingerpriate", which contains instructions 


concerning a simple and standardized method of teking fingerprints, 
Any law-enforcement officer cho is now, or who нау desire to þe- 
come, 3 Correspondent of tho Kureeu of Investizntion will be supplied 
with a copy of this booklet upon request, 


Grime Statistics. 


Effective September 1, 19%0, the Bureau of investigation 
assumed the work initiated on January L; 1930, by the Committee 
on Uniform Crise Records of the Intermetionsl Agsoctation of 
Chiefs of Police of compiling national statistics on crime, 
Monthly bulletins are issued containing these compilations. 

The statistics colleesed are besed upon ths number of "offenses 


~ 6 = 

















knows te the police", and schedules have been prepared 
designs’ to minimize existing differences im the erininel 
lawa of the various States and territerien and tending te 
bring about uniformity in erine statistics. Such achedules, 
together with the necessary forms and instructions for sub» 
mitting crime returns, are furnished to ilaweonforeemont of 
fieialss | 

She success of the work of compiling erine statistics 
naturally rests with the police officiala of the United States. 
In order that this valuable inforantion my be afforded te 
these officially interested individuals and organisations 
desiring to receive and utilizo the sexe, 14 48 hoped that 
police officials will cooperate by submitting monthly returns 
on the foras provided on offenses committed im their districtes 

àny inquiries conceruing identification natters or uni- 
form erime statistics should be addressed оге 


de Edgar Hoover, Director, 
Bureau of Investigation, 
^ Departwont of Justice, 
Washington, D, Le 


July ly 1991. — 
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MEHORANDUM FOR BB, de He GARDNER, | 
GENERAL. AGENT AND CHIEF =: 


| 00:17 Shere fs abtached hereto a. daft of à — 
re-issue of the pagiphlet entitled "The Work of the Bureau | 
i of Investigation» aa G 


|: i pour. ЕСЕСІ requested that the — 15,000. — 
| | of this pamphlet be ordered from the Goverouent Printing Ofe | 

Ж 7 ісе, ‘The size, form, style of printing asd quality of. paper 

contained ín tho previous issue of this pamphlet, a copy af 

i СУ which ig attached hereto, should be strictly followed in: the -: 
| printing of the re-issue, It is to bo noted that a space ^ — 
has, been provided at the bottom of page two so that. the ade 
y dreas of the Bureay : field office may be stamped ‘therein before 
1, - . the distribution of copies of thie. pamphlet, It le requested | 
that the cover of the pamphlet conform to sample $979 of the” 
attached samples of cover material, which железа secured fyaw. 5 
the ed Printing Office, | 








ҚИТ | Tt is desired, of course, ‘hat ‘page — f. кыв" 
| COy тс чл one шебегізі be gubmitted to the Bureau of Investigation befopé " nid ova ens 
2 the final pne. work is uüdefta&ken,. - ор A а" 


Very truly yours ы 


Director. 
Enos 0423578. | “ы ir 
| d aside 
S 
er y We 
TTT | | 3 Y г 


MAR 28 11 e (ue 
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e eg ap za o — 














— l De 2/ “%0- 242 | July 30, 1931. 
RECORDED & INDEXED 


АЧС 5 -1931 





ШЕМОВАНОШЫ РОВ ЫН, БЕРРЕВНАН, =U 
| Gu m 


With refereace to the attached — 

dated July 25, 1931, requesting the pri g of 15,000 
copies of the booklet "The"Bork of the оа Inves- ` 
tigation”, and about which you agaferred with me a few 
days ago, I. have made further iyquiry into this nat 
and have been edvised that theyoriating of this A teg- 
tion by the Government Printing Office would cost # D 
proximately $170.02 including the printing of tho — 

The ugeof this booklet by the field Agents of the Buresu - 
i» considered necessary in the cooperntive relations: whioh: 
mist necessarily be established between State, Municipal, ГА 
and local law enforcement agencies end this Bureau. 180000 
would be impossible with the present apparatus available 

to mimeograph this booklet with the chart incorporated 

in 14, end, even íf additional machinery were procurod | 

the cost of this work including lsbor, materiel and ape 
pere would far exceed the expenditure of $170.02. 

1t із, "ieréforo, requested that this order- 

for ths printing be placed and that the $170,02 cost 
therefor be charged egeinst the $15,000 itez for printing 
allotted to the Bureau of Investigation by recent taper te 
montal а actions, 





егу truly yours, 


Encl 753775 





















* 
'OHN EDGAR HOOVER e 


„ à v 
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U. &. Department of Shratice 


| Purean of Investigation 
І (Washington, 2. Y, 





CMACS ^ July 28, 1931. 
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MEMORANDUM FOR THE DIRECTOR. 


Ме. Renneberger has secured an informal estimate 
from Mr. Vogt, Assistant Superintendent of the Printing 
Division of the Government Printing Office, covering 
the Printing of 15,000 copies of the proposed re-issue of 
the booklet entitled "The Work of the Bureau of Investiga- 
tion". f - 


Major Vogt states that the printing of this booklet 
eliminating the blank first inside page will cost aporoxi- 
mately $162.90 without the inclusion of the statistical 
fingerprint chart and approximately $1'70.02 including the 
incorporation of the chart. Major Vogt was shown a copy 
of the old booklet, the text of the material to be printed, 
was informed that 15,000 copies are desired and that the size, 
form, quality of printing and quality of paper contained in 
the previous edition of the booklet would be followed in the 
| proposed re-issue. 





Respectfully, 


| ы 
; : ZC 

. Т. 
Clyde А. Tolson. 





RECORDED О 4 а ` 


os US ШЕ | 
7 . "T i | 
AUG 5 1931 | ANG — 
| a £ 
l \ А 


piv. 

















% 


“ы 


^M 


* 


Бана 


Ж. 55. Department of Justice 
Buren of Inbestigation 
Washington, р. С. 


August 21, 1931 


MEMORANDUM FOR THE DIRECTOR Be 


In connection with the booklet "The Work of the Bureau of In- 
vestigation", the following changes in phraseOlogy are suggested: 


That the words "by a, peace officer or law enforcement official", 


appearing in line 1 of the paragraph devoted to Impersonation Gases on 
Page 4, be eliminated as being unnecessary repétition, 


That the word "all" appearing in line 2 of the paragraph 
devoted to Anti-Trust Gases, on Page 5, be eliminated as surplusage. 


That a sub-heading or some mark of division be inserted after 
the paragraph devoted to Crimes on Government Reservations, on Page 5, 
since the following paragraph is devoted to an entirely different sub- 


ject matter. 

That the word "identification" be inserted before the word 
"orders" in the next to the last line of the first paragraph devoted 
pve Fugitives, on Page 6. 


That the phraseology of the second paragraph of the section 


devoted to Crime Statistics on Page 7, might well be clarified. It is 
suggested that the words "or failure" be inserted after the word "suc- 
cess" in line 1; that the words "interested officials" be substituted 
for the words "officially interested individuals" in lines 3 and 4; and 
that the words "of offenses" be substituted for the words "on offenses" 


in line 6. 
Respectfully, 


ж 


Special Agent | 


os УРН í 
RBN:MAM — a Pi САТ 


yl S В. B. Nathan (£2 alto Ugo 
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This second edition of this booklet is issued to ac- 
quaint law-enforcement officials and agencies with the work 
of the Bureau of Investigation of the United States Depart- 
ment of Justice in its investigation of alleged violations 
of laws, or mattersy in which the United States is or may 
be a party in interest. ' 


«The Director of the Bureau. of Investigation at Wash- 
ington, D. C., has under his jurisdiction twenty-five 7-27 
field offices located throughout the United States. Each 
field office is under the immediate supervision of a special 
agent in charge, who has jurisdiction in his respective dis- 
trict of the investigation of all offenses against the laws 


of the United States which are under the jurisdiction of the 
bureau, 


This Bites has investigative jurisdiction over all 
violations of Federal laws and matters not specifically 
assigned by congressional enactment, or otherwise, to other 
Federal agencies. It does “Tot "tact beste i 
ttakies) have investigative Jurisdiction over violations of 
the national prohibition,’ counterfeiting, narcotic, customs 
and snuggling, postal, or immigration laws. 


Any informatio. concerning a violation of a Federal 
law, other than those listed above, which comes to the 
attention of a law-enforcement official or peace officer, 
should be sent by letter or, if the matter is urgent, by 
telegram marked UGovernment rate collect! to the special 


agent in charge of the district in which such officer is 
located. 


The address of the Bureau of Investigation field of- 
fice having investigative jurisdiction over the district 
in which you are located is as follows: 


Af : mH: D — 
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National Bankruptcy Act}-C, }2 


It is the duty of the Bureau of investigation to inves- 
tigate alleged violations which occur in the administration 
of the national bankruptcy act. Violations of this act are 
usually reported to the bureau by referees in bankruptcy; 
trustees, credit associations, or creditors. However, the 
bureau will appreciate receiving any information which you may 
obtain relative to violations of this act, such as concealing 
money, merchandise, or property either before or after the 
Piling of the bankruptcy petition; concealing, destroying, 
mutilating, or falsifying books and records before or after 
the bankruptcy petition was filed; receiving concealed 
property, or perjury or false claims. 

‘ Information that shipments were made from the БЕЙШЕ 
store late at night or in a covert manner; that vans or trucks 
were Loaded at the bankrupt's premises; that the bankrupt 
hastily liquidated his affairs immediately prior to closing 
by sacrifice or below-cost sales, all are significant of ir- 
regulatities and are a material aid to the progress of the 
investigation. Attempts on the part of the bankrupt to col- 
lect old accounts after proceedings have been instituted also 
indicate possible violations. 

In bankruptcy cases, particularly, "local peace officers 
obtain valuable information which is not available to an out- 
side investigator. 


g =; e 
Impersonation of Government Officials) cC, petes / 


Whenever information is received by'a peace officer or 
law-enforcement official which indicates that an individual 
has a MH 204715 or employee of the United 
States, or that such individual fraudulently acted as if he 
Were a Federal officer for the purpose of obtaining or demand- 
ing anything of value, such as loans, credits, money, documents, 
or the cashing of checks, such information should be transmitted 
to the Bureau of Investigation, which will begin an immediate 
inquiry to determine whether a Federal law has been violated. 

224 
Lareeny of Goods in Interstate Commerce} с 135 27423 
Any facts which indicate that any person or persons have 
stolen anything being shipped from one State to another State, 

from any freight or express shipment, or that any person has 
received anything which was stolen from such shipments, should 
be reported to the Bureau of d 


© ы, 
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Theft, Embezzlement, or Illegal Possession of Government. 
К — — ES 7 be —-= — 
| Property, 


It is a violetion of & Federal law to embezzle, purloin, 
or steal any property of the United States, or to.receive such 
property knowing the same to have been stolen. The Bureau has 
investigative jurisdiction over offenses of this nature. | 


Antitrust Тана, pee a ы Er, TE \ 


3 The Bureau of Investigation is charged with the duty of 
collecting all evidence of violations of the Federal Antitrust 
aws., Violations of these statutes are usually reported by 
business concerns which have suffered injury through reason of ; 
a combination of conspiracy operating in restraint of trade ; 
between the States. Any information regarding contracts, com- “í 
binations, or conspiracies in restraint of interstate trade, or і 
tending toward a monopoly, and any acts of interference with / 
interstae trade or commerce should be reported to the Bureau of  , 


Investigation, 
е 


ту 


— 


National Bank and Federal Reserve Acts]—— ^ 


These statutes specify criminal offenses on the part of 
employees or agents of institutions coming under the jurisdiction 
of the above acts, such as embezzlement, abstraction or misap- 
plication of funds, and the making of false entries in the books 
of a national bank or a member bank of the Federal Éeserve System, 
or in reports to the Comptroller of the Curréncy. The Bureau of 
Investigation has investigative jurisdiction over such offenses | 
and desires to receive any information indicating a violation of / 
the provisions of these acts. 


Crimes on Government Reservationst | и 


The investigation of crimes committed on Government reser- 
vations, including Indian reservations, or in any Government 
building, or other Government property, is under the jurisdic- 
tion of the Bureau of Investigation, and any information con- 
cerning such crimes should be forwarded to the nearest Bureau office. 


In addition to the violations listed hereiny the Bureau of 
Investigation has investigative jurisdiction over violations of 
the neutrality laws, and related matters, the corrunt practices 
act, perjury and bribery in connection with Federal Statutes or __ 
officials, crimes on the high seas, and other Federal Statutes. // 
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l 
Fugitives from Justice 2.192 Ср 


The Bureau of Investigation conducts investigations for 
the purpose of locating and causing the arrest of persons who. 
are fugitives from justice by reagon of violations of the 
Federal laws over vhich the A has jurisdiction, of 
escaped Federal prisoners, and parole and probation violators, 
Then the arrest of a Federal fugitive from justice is not 
brought about within a reasonable time, the Rureau issues 

what is known as an identification order, whith is distributed 
to peace officers in all parts of the country. These identi- 
fication orders contain the name, photograoh, fingerprints, and 
description of ‘the fugitive, together with all avilable in- 
formation which might prove helpful in bringing about his ar- 
rest. When the fugitive is apprehended, an apprehension order 
is issued so that all efforts to locate the individual may be 
discontinued, If you do not already receive these orders, the 
ureau will be pleased to place your name on the mailing list. 

Tt is highly imsortant in investigations relating to ` 
fugitives from justice that any information secured be forwarded 
. to the nearest Bureau office without delay. The cooperation of 
State and local officials in this regard will be appreciated. 


^ . 4 ere “ а ай 
Criminal Identification Dataje, 130 е 


The Bureau of Investigation, in addition to its field 
force of trained investigators, serves as a central clearing 
house of information pertaining to criminals and their records. 

The Bureau of Investigation has on file at Washington, D. C., 
vhat is believed to be the largest and most complete collection 
of criminal fingerorint records of current value in existence. 
On July 1, 1931, there vere 2,536,308 fingerorint records and 
3,541,519 index records in its files. The chart appearing on 
the last page of this pamphlet, showing the growth of the work 
since its inception in 1924, through the fiscal year ended June 
30, 1931, indicates very gratifying progress, made possible by 
the cooperation of law-enforcenent officials in the United States 
and foreign countries. Approximately 1,7700 fingerorint records 
ате being received daily from over 3,900 contributors throughout 
the world. 

















All peace officers are invited to ‘avail thenselves of 
the data on file in the Bureau of Investinati + This service 
is rendered all 1еро Ту constitúted «Le! с officiels 
and agencies free of cost. Fingerprint,cards and franked . 






envelopes for the transmittal of recordsvalso are supplied without 
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charge. When a fingerorint card is ; received fron a contribu- 
tor, a letter giving the complete cri record of the 
individual is in the mails within e Copies 
of such records as a matter of nolicy are sent to each con- 
tributor who previously has directed a fingerorint inquiry to 
the Bureau relative to the particular individual involved, thus 
— the contributor to keep i ouch with the subject's 
current activities. About ine ita fugitives are 
being located each month as the result of identifications made 
in the Bureau of Investigation vhen fingerprint cards showing 
their arrest et various points are received. 

er thie ettemtior-of- contributors of fingerorint data is in- 
vited to the fact that it is difficult to identify latent prints 
found at the scenes of crimesy unless the fingerorint cards of 
cuspects are furnished or the names and descriptions of suspects 
are given. This is due to the fact that the Henry system, which 
utilizes all ¥ę fingers, is employed in the Bureau of Investiga- 
tion in classifying and filing prints. 

The past cooperation of police officials, sheriffs, wardens, 


State identification bureaus, end similer asencies has been splen- 


id. However, the Bureau of Investigation is necessarily a cooper- 
ative agency and can give to its correspondents only the informa~ 
tion it has received and filed. Despite the gratifying results 
indicated y there is still room for improvenent,as the Bureau is 
not receiving all of the fingerprint records which lar-enforcenent 
officials are in a position to furnis Better and more efficient 
service can be rendered as the records of the Bureau become more 
complete. The full cooperation of all peace officers will be of 
great assistance in this work. 

A pamphlet has been prepared by the Bureau of Investigation 
entitled "How to Take Fingerarinta wich contains instructions 
concerning a simple and standardized method of taking fingerorints. 
Any lav-enforcement officer tho is now, or who may desire to be- 


come, a corres spondent of the Bureau of Investigation will be supplied 


with a cony of this booklet upon ‘request. 
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Crime Statistics) C. - 

. : e 10458 9 
кегеф.. September l, 1930, the BureaWof investigation 
— the work initiated on January ТҮ 1930, by the Wommittee 

оп 8 Gri 


m niform ime ‘Records of the International Associatión of 
F . Chiefs of Police of compiling national statistics on crime, 
— Monthly bulletins are issued containing these compilations. 
| ao - The statistics collected sre based upon the number of offenses 
— 


known to the police, and schedules have been prepared 
designed to minimize “existing differences in the criminal 
laws of the various States and perritories and tending to 
bring about uniformity in crime statistics. Such schedules , 
together with the necessary forms and instructions for sub- 
«mitting crime returns, are furnished to law-enforcement of- 
Ғісізіз. l 

The success of the work of compiling crime statistics 
naturally rests with the police officials of the United States. 
In order that this valuable information may be afforded to 
those officially interested individuals and organi zations 
desiring to receive and utilize the same, it is hoped that 
police officials will cooperate by submitting monthly returns 
on the forms provided on offenses committed in their districts. 


Dd Any inquiries concerning identification matters or uni- 
МК. form crime statistics should be addressed to: 
sevo Жж d 
da 2 
yi ; = J. Jagar Hoover, Director, 
52 pn MT Bureau of Investigation, 
* } eer? 





Department of Justice, 
Washington, D. C. 


[f july 1, 1921. 
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E DEPARTMENT JUSTICE TE ND j 

: - OFFICE OF x 
DIRECTOR, BUREAU OF INVESTIGATION me 


- 
CT:ACS M ІРА 


August 5, 1931. 


MEMORANDUM FOR THE DIRECTOR. 


Mr. Heffernan of the Depart— 
ment has forwarded to the Bureau a 


requisition covering théAprinting of 
15,000 copies of the booklet entitled 
"The Work of the Bureau of Investigation". 


Respectfully, 


ÍA 


Clyde A. Tolson. 
Lae BA „© 
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* DIRECTOR 
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4-4 | U. S. Department of Anxtice 


Bureau of Investigation Ж ANUS of 
2% DON 


Washington, 2. C. 
JJW: AGS August 20, 1931. — 
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MEMORANDUM FOR THE DIRECTOR. TET 1 
fs dea tmi ' kar, o 


{ 
| | 
| | AUG 25 1931 реа ыы ar d PTE | 


PE 
| paot aU M 
~ замат AGAR A e AN Ee ЖЕ 


The undersigned have considered the proposed pamphlet 
entitled "The Work of the Bureau of Investigation! and ^ 
approve it with the following exceptions: 


On Page 5 under the caption Antitrust Laws in the ХУ и 
third line, the word "of" should be changed to "or". 

On Page 6 under the caption Criminal Identification УА 
Data in the seventh line from the bottom of the page, the Y * 
Word "being! should be omitted. 

ç 


It has been observed that pages 2 and 3 are numbered 
at the bottom whereas the remaining pages are numbered at d“ 
the top. It is suggested that the attention of the printer 
be invited to this matter so that the numbers will anpear 
in the pamphlet in a uniform manner. 









ALG 
W. I. PE 
| : 
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E. À. Tamm 

Y LLL aw M 
8. T, Brome. 

¿Qu 22 


2 4 0, 8. کک‎ В. C, RennebetEer. 
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M.S. Bepartment of Justice 
Burent of Inbestigation eh A, 


Washington, D. C. 
August 21, 1031 


ESE 
MEMORANDUM FOR THE DIRECTOR 62 


i have read the proof of the proposed 
re-sdition of the booklet concerning the work of 
the Bursau of Investigation and I hereby approve 
of same. 


Respectfully, 


О Ae 


7. М. Keith, 
Inspector 
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2 informed of all such violations occurring within the knowledge of the 
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ЗН. S. Department of Justice qa e 
Pure of Intestigation 


Washington, De C. 347 
XU 


August 21, 1951 


MEMORANDUM FOR THE DIRECTOR 


A review of the G. P. 0. copy of a booklet concerning the work 
of the Bureau, indicates surplusage in the content that might be success- 
fully eliminated. Particular reference is made to Pages 3, 4 and 5, 
wherein several violations over which the Bureau has primary investigative 
jurisdiction aré set forth under their. respective sub-titles. The in- 
troductory paragraph on Page 3 indicates the Bureau's investigative juris- 
diction of these matters; however, this fact is repeated in practically 
all instances together with the statement that the Bureau desires to be 





several law enforcement officials. It is believed that the introductory 
paragraph is sufficient to indicate the jurisdittion of the Bureau and 
that the desire of the Bureau to be advised of such violations would be 
sufficient if included in a separate paragraph at the end of the viola- 
tions listed. ` 


Paragraph 2, under "Crimes on Government Reservations", on 
A Page 5, sets forth additional violations within the jurisdiction of the 
yt Bureau by name onlys А separate heading for this paragraph might relieve 
~ . any confusion in the minds of the peace officials. 


It is suggested that in the first paragraph, on Page 2, "the 
Second edition of this booklet" might be preferable to "this second edi- 
Ye tion of this booklet", 


— 


Respectfully, 


John! B. Ae 


Special Agent 
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A Bureau Explains I tself Y 


THE BUREAU OF INVESTIGATION of 
the United States Department of Justice 


reason why this was deenied advisable is 
not mentioned in the foreword, but it is not 


fact "that thé: document first of all is at 


doés not undertake to do. It obviously wish- 
es to make friends and therefore hastens to 


the national prohibition laws!” The game is 
also true of counterfeiting, narcotic, customs 
and smuggling, postal or immigration laws. 


Thus having cleared its skirts of the line 


ahead to explain what it really does do or at» 
tempt to.do. The booklet is addressed chief- 


The above named eliminated activities bulk 
so large in public thought that one instinc- 
tively wonders how, if these are outside the 
purview of the bureau, it can find work to 
keep itself busy. But we quickly are told 
that there aré a round 25 other means ot do- 
ing wrong to Uncle Sam and his citizenry 


under the immiediate supervision of 4 special 
agent, These agents are district men and 
each covers all the unexcepted offenses with- 
in their individual field of operation, In its 


agenciés everywhere to give co-operation, but 


sake to hew to the line and not to get the 


operations and “ісі. | 


vestigators really have on their minds, First 
and foremost it is up to them to trace and 


thief when the latter has been indiscreet 
enough to conduct the vehicle across a state 
line. Also they are after the other fellow 
who may conceal, receive or otherwise con- 
nive at the offense. The burcau next is con- 
cerned with white-slave traffic cases and asks 
help in keeping that record also straight. We 
will add, lacking space for greater detail, 


theft. embezzlement, etc, of government 


bank and federal reserve criminality, fugi- 
tives frotn justice and crimes on federal 


reservations and in all federal public build- ' 


ings. They do a lot of things, those bureau 


investigators, but don't accuse them of | 


. squelching stills or scrutinizing bootlegs. 


|! They don't, and obviously are glad of it 
—— —————— 


ip si ee 


A 


has issu&d a booklet explaining itself, The 


difficult to surmise. This we judge from the . 


pains to tell what the bureau of identification | 


say that “it does not (not is italicized) have , 
investigative jurisdiction over violations of : 


of work, and its subsidiaries, that would be | 
likely to give the buréaula black eye with | 
the general public, the organization goes | 


ly to law enforcement officials and agencies. | 


that the bureau has to keep account of, each . 


booklet the bureau calls upon the official - 
by inference for these agencies “for Pete’s . 


honest, well-meaning investigation bureau: 
mixed up with the liquor law, bootlegging 


Then we reach in more detail what the in- . 


get, back, that, stolen car and to punish the, 


other fields of activity: National Bankruptcy | 
Act violations, impersonation of officials, , 


property, anti-trust’ law offenses, hational ' 


^ 


' 
{ 





лат Or € aus 


E 


NOT RECORDED 


62-2/940-5U% _. 

















Cao -515 


O 





АСЫ 


November 2, 1931, 


MEWORANDU FOR WR. dy їйї, GARDNER, 
GENERAL AGENT AND CAIEF OLERK, = 


Reference is made to the memorandus addressed 
to the Bureau of Investigation by Mr. Bodholdt under date 
óf Ücto*cr 27, 1921, relative to the request of the Bureau 
of Prohibition to be furnished with 50 copies of the booklet 
entitled "The Work of the Bureau of Investigationt and 500 
conies of the booklet entitled "How to Take Fingerprints", 


The limited amouat of funds available to the 
Bureau for printing made it necessary to reduce the number 
of these booklets which were printed to an absolute minimum 
a 1% will not be posalble to furnish the panohletbs requeste 
ға, 


It is sugcested that the Bureau of Prohibition 
ol: ht be able ta pecure s supply of those pannblets through 
the Government Printing Office, 


Very truly yours, 


Directors 


MS 





= . p 
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Bureau of Investigation 


Room 318. 1931. 
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To: Director. 
Assit. Director Nathan. 
Miss Gandy. 
Miss O'Brien. 
Chief, Div. 2. 
Chief, Div. 3. 
d Chief, Div. 4. 
Chief. Div. 5. 
: Chief, Div. 6G. 
Chief, Div. 7. 
Chief. Div. 8. 
Chief, Div. 9. 
= Chief, Div.JlO. 
Supervisor, Steno. Pool. 
Inspector 
Miss Sheaffer. 
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Ciyde A. Tolson. 
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Department of Justice cw А 
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072819310 


October 27, 1931 





MEMORANDUM FOR THE DIRECTOR, BUREAU OF INVESTIGATION 





We are in receipt of a requisition from the Bureau 
of Prohibition for fifty copies, of "United States Department 
of Justice, Bureau of Investigation, a Booklet concerning the 
Work of the Bureau of Investigation", and five hundred copies 
of, "How to take Fingerprints", to be forwarded to Garnett 
Underwood, Receiving Clerk, Rme 260, 1300 E. Ste, Ne Wo, 
Washington, D. C. This request is referred to you for approp- 
riate disposition. 


Very truly yours, 


a ES 


Chief, Division of 
ae ` Supplies and Printing. 


LC | RECORDED \ à 


| | ba-argdo- Sign 


A 1 
AO 
a o dopo pre > 




















CT 3.208 


WENORANDUIA FOR Gy NATHAN 
бәр 


CLEGG 

SUAM 

шеш 

со e ға 
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Plonse submit not later then ley 22, such suge 
gestions as деу овои Lo yon an desirable in comection 
| with the revision of the penphiet entitled "the Cork of 
taos Barem of Investigations a 


Jt is planned to Lecue a revised edition oT tnis 
panshlet as of July Ly 1922. 


Very ivuly yours, 


Director. 
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With rezorenee to your memorandun of May 12, 1982, I bes to 
subunit che followin: suzzestiona in connection with the revision of the 
pzznhlet entitled, "ió joy: of the Dureuu of Investicaticn," 


On Puce 2 of the pamphlet cited, it is apparently intended to 
set out in summary fashion, the Dureau's work. Eovever, no mention is 
made on this pap of the ideatificetion or criminal statisties en les 
of the Durenufs activities. I bollovo that à now pürocranh suoulü be 
added totroox perasraphs & end 4 of the said sosuno, to road аз follows: 


"The Duresu has also uzdor its pudisdletion, at sashingten, De Gy, its 
identification Division which ls operated as a naticnal olcoráne house 
о? information pertainin: to criminals and their activities, and which 
has in ita records over 5,000,000 fincerprint cards containing criminal 
histories of approximately 2,000,000 individuals. ¿bout 85,000 абаз» 
tional cords are beinz received each workin: day fro. about 5,000 

law enforcezent officers located theroushuut the Unites ovatves und 
Toroicn oouatries." 


On Paros 6 and V, I boliove that tho inforastlon devoted to 
“Criminal Identification” data should te eliminsted in its entirety, and 
the following substituted therefor: 


“The Us 5. Bureau cf Investigation, in addition to its field foros of 
trained Investigators, rainteins in its identification section a+ 
488hinston, D. G., & Sentral clearing heuse of information pertainins 
‚ to criminals end their records, The information included in the 
m ug identification files is based primarily upon fincerprints, ond the 
\ Bureau's eollecvion ís now The largest and most cucplete «ronn of 
\ X | ¿[ criminal Zincorprint records of current value in existenta. 
Bon JH | Tinsorprint 
\ | “On July 1, 1185, Vhero wero over 2,009,009, records and over 4,000,000 
“) index records in the Sureau’s archivos, “hu chart уон артга оп 
the last page of this pauphlet illustrating the growth of this work 
since its inception in 1:24 throush the fiseal year ended June 20, 
1000, reisacts gratifying Progress ‘nade possible by the cooperation of 
law enforcenent officials throucnout the United States anJ forei^n 
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countries. it the present time, approximately 2,0C0 finserprint 
records are bein’ received іп the Identification Division daily 
from about 5,000 contributing law enforcerent agencies tiroushout 
ths world. 


"ALL peace officers are invited to avail themselves of the data on 
file in the fingerprint section of tho U, 2. Durean of Investica- 
tion. The service is entirely free cof cost, and is roniered to 
all rezulerly constituted law enforzezont officers and Sgencies. 
Fincerprint cards, Prenked envelozes, the pamphlet entitled, "Шо 
to Yake Fingcrrrinia”, end disposition sheets Por the purpose ОЁ 
repertins Giszositicns to the Баева, ure su plicet gretis. 


"Then a fincerprint ecard is received in the Buresu Prom 4 contributing 
Jew enforcerent arena, & lotiot zivin; the erizincl rotordy or ine 
forming of tho fact that no retori Las Lacen doterained, is ploccú 
in tke mails within 50 hcurs. Copies of such records, аз a matter 
of policy, are sent to every contribuitor who previously has directed 
а finverprint inquiry to the Bureau ralu tive io the particuler 
individual concerned and the contributor is thus exgbled to Leep in 
touch with the individual's current attivities. 


“Through tho identification of individucls whose apordiunsicn in te~ 
sired, and who are indicted in tle finzerprint records of the m, S, 
Larccu or Investigation as fusitives, about 230 persons who яга 
ventod for various types of oifsnsen,aras escaped prisoners or porole 
violators tro icested огол цони, cs bhy result of idontificutiens 
made ia tho Luveau whon fingerprint cards showlu.. thelr corres? or 
condtrent ов бегісіп points ove received. 


“In maintaining its finzerprint files, tio Us S. Puresu cf Investiga- 
tion employs the Henry System witi. current extensions, and since tre 
sais system utilizes sil ten finsers for the clessification und filins 
of prints, il is extremely difficult for the Bureau to identify latent 
Pinverprints found at the scenes of crines, unless some dota with 
reference to the naues of the suspect or suspects involved, with 
descriptive information, are supplied. 


"In conducting its identification work, the U. 2. Bureau of Investi-a~ 
tion is assentially a cooperative organization, and cun furnish to ite 
contributing low enfordensat agencies only the information whieh it 
recnivas fam then, The assistance of the Polico, Sheriffs, uardens, 
stata Identifiustion Bursaus and sicilar agencies has been very 
svabifying, bul despite tho solendid results whieh Бато teen aceon 
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plished, it is felt that tuo Fureau can render even more effective 
service when it ruceives all of the fingerprint records which law 
enforcement officials are in a position to furnish. It is obvious 
that the most tomplete service can be given by the Burcan ав 153 
rotorde becone more conpletes The further ecoperation of all peace 
officers will be of materiel assistance In this work. 


"A pamphlet has bear prepared by tke U. S. Bureau cf Investicotion 


entitled, "Hor to Take Finvorprints’, which contains instructions 

— — ——— 
and which also refers further to the Eureau'’s identification 
activities, including its activities in the interncticral exctence 
of fincerprints. ¿my law enforcement officer who in now, cr my 
Gesire to recono a contributor or correspondent of the U. 3, Pureza 
of Investivation in its identifiestien work, will te supplied with 
а copy oP this necphlet uncr request.” 


Respectiully, 


L. 0, сеһіздег» 











| JOHN EDGAR HOOVER e 9 Ж, 
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| Я DIRECTOR 
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MERORANDUM FOR THE DIRECTOR: 


With reference to your memorandum of May 12, 1932, I beg to 
submit the following suggestions in connection with the revision of the 
pamphlet entitled, "The Work of the Bureau of Investigation." 


‘On Page 2 of the pamphlet cited, it is apparently intended to 
set out in summary fashion, the Bureau's work, However, no mention is 
made on this page of the identification or criminal statistics angles 
of the Bureau's activities. I believe that a new paragraph should be 
added between paragraphs 3 and 4 of the said resume, to read as follows: 


"The Bureau has also under its jurisdiction, at Washington, D. G., its 
Identification Division which is operated as a national clearing house 
of information pertaining to criminals and their activities, and which 
has in its records over 3,000,000 fingerprint cards containing criminal 
histories of approximately 2,000,000 individuals. About 2,000 addi- 
tional cards are being received each working day from about 5,000 

law enforcement officers located throughout the United States and 
foreign countries." 


On Pages 6 and 7, I believe that the information devoted to 
"Criminal Identification" data should be eliminated in its entirety, and 
the following substituted therefor: 


"The U. S. Bureau of Investigation, in addition to its field force of 
trained investigators, maintains in its identification section at 
Washington, D. C., a central clearing house of information pertaining 
to criminals and their records. The information included in the 
identification files is based primarily upon fingerprints, and the 
Bureau's collection is now the largest and most complete group of 
criminal fingerprint records of current value in existence. 

s fingerprint 

On July 1, 1932, there were over 3,000,000/records and over 4,500,000 
“oe index records in the Bureau's archives, The-chart which appears” on 


Y y the last~-page..of-thts~pamphiet illustrating the-growth-of this work 
Y 2 since--its._inceptionin 1924—through the-fiscal-year-ended- June-30, 


& d SX 
b Re 4982 тегесе rs ley ts progress, made possible by the cooperation of 
К FA law enforcement officials c the United States and foreign 
X \ 
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countries. At the present time, approximately 2,000 fingerprint 
records are being received in the Identification Division daily 
from about 5,000 contributing law enforcement agencies throughout 
the world. ^ | 


“211 peace officers are invited to avail themselves of the data on 
file in the fingerprint section of the U. S. Bureau of Investiga- 
tion. The service. is entirely free of cost, and is rendered to ` 
all regularly constituted law enforcement officers and agencies. 
Fingerprint cards, franked envelopes, the pamphlet entitled, "How 
to Take Fingerprints", and disposition sheets for the purpose of 
reporting dispositions to the Bureau, are supplied gratis. 


"Пеп а fingerprint card is received in the Bureau from a contributing 
law enforcement agency, a letter giving the criminal record, or in- 
forming of the fact that no record has been determined, is placed 

in the mails within 36 hours. Copies of such records, as a matter 

of policy, are sent to every contributor who previously has directed 
a fingerprint inquiry to the Bureau relative to the particular 
individual concerned and the contributor is thus enabled to keep in 
touch with the individual's current activities. 


"Through the identification of individuals whose appren ension is de- 
sired, and who are indicated in the fingerprint records of the U. S. 
Bureau of Investigation as fugitives, about 230 persons who are 
wanted for various types of offenses, was eseaped prisoners or parole 
violators are located each month, as the result of identifications 
made in the Bureau when fingerprint cards showing their arrest or 
commitment at certain points are received. 


‘In maintaining its fingerprint files, the U. S. Bureau of Investiga- 
tion employs the Henry System with current extensions, and since the 
said system utilizes all ten fingers.for the classification and filing 
of prints, it is extremely difficult for the Bureau to identify latent 
fingerprints found at the scenes of crimes, unless some data with 
reference to the names of the suspect or suspects involved, with 
descriptive information, are supplied. 


in conducting its identification work, the U. S. Bureau of Investiga- 
tion is essentially.a cooperative organization, and can furnish to its 
contributing law enforcement agencies only the information which it 
receives from them. The assistance of the Police, Sheriffs, Wardens, 
State Identification Bureaus and similar agencies has been very 
gratifying, but despite the splendid results which have been accom- 
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plished, it is felt that the Bureau can render even more effective 
service when it receives all of the fingerprint records which law 
enforcement officials are in a position to furnish. It is obvious 
that the most complete service can be given by the Bureau as its 
records become more completé. The further cooperation of all peace 
officers will be of material assistance in this work. 


"A pamphlet has been prepared by the U. S. Bureau of Investigation 
entitled, "How to Take Fingerprints", which contains instructions 
concerning a simple and standardized method of taking fingerprints, 
and which also refers further to the Bureau's identification 
activities, including its activities in the international exchange 
of fingerprints. Any law enforcement officer who is now, or may 
desire to become a contributor or correspondent of the U. S. Bureau 
of Investigation in its identification work, will be supplied with 
a copy of this pamphlet upon request." 


Respectfally , 





L. C. Schilder. — 
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SOUANDUM TOR Tak DIRECTOR. .- 


Sith reverence to your menoranduc of Hay 12, 1732, vrecuepting 

suggestions denivebie la connection with the revision of the’ ‘pamphlet 
entitied, "IhoCWarx of the Buresu of Invastigation”, 1 believe that 
15 would be well to include in the revised pamphlet, which will be 
issued ss of July 1, 1932, some statonens indiecting by whos the 
investigative work of the Durem ls performed and also ің резсгаі — 

eonelso teras the stendert rerulred of those sho perfora investigativ 
Ee 


With this in mind I belleve thst it would be vell = insert cn a 
es peregreph between paragranhs two and three of page two of the present 
рше the following saragraphs 


foo investigative woes of the aeversi field affleas 
under the Jurisdiction of the Director of the United Stets 
Qeresn of Investígation lí performed ly Бове Нл. nc 
who are sasigned, as the exigeaeles of the work renuire, 
to say field office where thelr services may he дегбейь 
Aopointeents to the position of Special Agent in the eervice 
ava, ab the present time, restricted to persone who are 
grecuvtes of recognized law schools op wha cre exert 
conountentea with «tb leest twa Tears of pructiasl accounting 
ехлекіепсе): Aoreover, appolntrenta are restricted to 
persons mho ата hotsaon 75 and 35 years of age, After б 
person із engeinted es e reeled Әкелі» he is afforded 
oll tr. ning in the so of ts urea by menbera of 
Sto chef, ani others, rho ere esceleldy proficient in the 
work af tho olene penforned by tie bureau and the візлбогй 
vecnired wson spnointsent is msíntelnes by personnel ernertte 
fhe Egreea Lelleves thet by exloyine omiy percons wo have 
Sneciulitog training eno by affsrcing cuch perrcons oven sore 
ceosciallkseG training after aprointaent end by maintaining & 
high stincord for ite -srronuel that grector and nore of- 
ficiens ivveshigntive service ig rendered to ЖЛ persons 


interoeied or conccrucüs. — — — 
5% 22 272 >. МУ, 4 - LE 
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MEMORANDUM FOR THE DIRECTOR. 




































With reference to your memoranduna of May 12, 1932, reouercting == 
suggestions desirable in connection with the revision of the pamphlet 
entitled, "The Worl: of the Bureau of Investigation", I believe that 
it would be well to include in the revised pamphlet, which will be 
issued as of July 1, 1932, sore statement indicating by whom the 
investigative vork of the Buresu is performed and also in general and 
concise terms the stendard resuired of those who perform investigetive 
service. 


With this in mind I believe thet it would be well to insert as a 
nev paracraph between paragraphs tro end three on page two of the present 
nemphiet, the following peragraph: 


The investigative work of the several field offices 
under the jurisdiction of the Director of the United States 
Buren of Investigation is performed by Special Agents, 
who ere assigned, as the exigencies of the work require, 
to any field office where their services may be needed. 
Appointments to the position of Special Agent in the service 
are, at the present time, restricted to persons who are 
gracuates of recognized lar gchools or cho are expert 
accountants with et least two yeers of practical accounting 
experience. Moreover, appointments are restricted to 
nercons who cre betveen 25 end 35 years of age. After a 
person is appointed ac a Enecicl Agent, he is afforded 
speciel training in the work of the Burcen by members of 
its staff, and others, who are especially proficient in the 
work of the class performed by the Burecu and the stendard 
recuired upon sppointzent ic mointeined by personnel experts. 
The Bureau believes that by employing only persons tho have 
epecialized training and by affording cuch persons even more 
specielized training efter appointment end by maintaining a 
high stenderd for its nerconnel that greater and nore ef- 
ficient investigative service is rendered to cli percons 
interested or concerned. 


Respectfully, 


Hor 


Hovard P. Lock 
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H. S. Department of Justice | 
Bureau of Íntestigation — ps 
Washington, B. C. E 
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MEMORANDUM FOR THE DIRECTOR 


With reference to your memorandum of May 12th 
concerning the revision of the pamphlet entitled 
"The Work of ihe Bureau of Investigation," it is 
presumed, of course, that the title will be changed 
to read "The Work of the United States Bureau of 
Investigationt and reference to the Bureau in the text 
of the pamphlet will be in accordance with the foregoing 


change. 


I am attaching hereto a paragraph which it is 
suggested be published concerning the crime statistics 






work. 
Respectfully, 
. 2. Waters. 
Іпсі./885729 
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INCLOSURE e 


1 


IME STATISTICS 






FROM 


Department of Justice. 


71-849 


GOVERNMENT PRINTING OSFICA 


Ws i 

An additional function of the Uni-ted States Bureau 
of Investigation is the compilation and publication in 
cooperation with police officials throughout the United States 
of crime statistics based on a uniform classification of 
offenses for the entire country. Quarterly Bulletins are — 
published by the Bureau containing these compilations, which 
are calculated to show the extent and fluctuation of major 
crimes throughout the United States. The figures are based on 
the number of offenses knowm to the police and schedules 

have been prepared which are designed to minimize existing 
differences in the criminal laws of the various States and 
Territories, tending to bring about uniformity in crime 
statistics based on police records. A manual containing detailed 
instructions and plans for record systems, together with an 
outline of the schedules mentioned, is furnished interested 
police officials free of charge. In addition thereto the 
necessary forms and addressed return envelopes requiring no 
postage are forwarded to cooperating officials each month. 





The success of the work of compiling crime statistics 
rests naturally with the police officials in the United States. 
In order that this valuable information may be available for 
‘those who desire it, it is hoped that police officials will 
cooperate by submitting monthly returns on the forms provided 
on offenses committed in their districts. Complete instructions 
relative thereto will be furnished upon request to correspondents 
having official interest. 


Any inquiries concerning identification matters or 
uniform crime statistics should be addressed to: 


J. Edgar Hoover, Director 

U. S. Bureau of Investigation, 
Department of Justice, 
Washington, D. C. 
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MOMORANDU FOR TED DIRECTOR 


With reference to your menorendim of Pay Lith 
ecncorain;; tho revision of the paurhloet entitied 
"The Vork of the Bureau of Invostiration," 16 lu 
yrosuned, of course, thet tho tithe will bo cheered- 
to recd "The fork of the United Ctrtes Bureau of 
Investigation" end reference to tka Bureau in tre taxt 
of the peuphlet will ho in accordence with the forecoln? 


chances, 





X en ettachin« hereto a percevori Mich it is 
surgested be published comecrning the erine statistics 
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Hm nddltional function oz tho United zünves Duroou 
of Investigation in tüo conupilutles ur publication in 
cooperation with police officials throughout the United stetes 
of crimo statisties based on e uniform clesnification c2 
offenses for the entire country. Gverterly Dollotins оте 

published by the Burean con tuining > thoso complintions, which 
are caleulated to show the extent and Pivetucticn с? re jor 
erines throughout tha Valted States, She ficuros pre based on 
tho number of offenses know to the police and schecules 
haye been prepared which ero desioncd te mininiza existing 
differences in tho eriminal laws of the varlous States end 
Territories, tending to bring about uniformity in erine 
stetisties bused on police records. A vorurlecontaini 22 dotalled 

structions ord plonc for rocorü syctoru, tuettor wlth on 

outline of the schedulus mentioned, da furnished interested 
police officials free of chorgo,. In addition “похо tie 
necossury forms end nlüroscod return envolcoes recualsintn sa 
peztzze cro forwsrded to ecoporatiug officials secu ИО» 


The success of the work of conplling егіпе оӛябіз5іез 
rests naturally with the polles officials da tic United Dites. 
In order tint thic yoluchls inforuation uay bo cvoiloble Por 
those who desire it, it is hoped that police officicis will 
eooporate by subni thine monthly returns on tao formo provided 
ou offonsus caxcitiad in thair districts. Goxuploto instructions 
PTolutive thereto will be een upon ve]urst to correspondents 


having oficiat ботов 
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any inauirles concornins idestilication - 
vuifora @хйыо siubisties si:o1d be alfvvesse’ to: 


г. Босат Госчөг, Director 

Us Se Burcuu of Invostigabion, 
Teperiment of Matices, 
vashington, De ©. 
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JUL 9 1922 MEJORANDOS FOR Ulla Je Wa GARDNER, 
GENERAL AGLAT AND GRIEF CLERKa 
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F an attaching hereto a dratt of a огосоѕей 
reeisoue of the booklet entitled “Tue-Hork of the Sureau 
of Investigation", It is rewested that the priating of 
35,020 copies of this oanuvhlet be ordered from the Govern« 
nai Printing Offico. The sizes form, style or printing 
and quality oË rasor contained in the previews Lesua of 

ШЕ oo lo, copy attached, sivule he strictly isllowud 
in Ue printinge of tke yo-istue. 


It ip Geslred that the caver of the baoklet 
eoxforc ty gracile #929 of tac ennoles of cover набега 
an сой ba tho Piram memorandum tO YOU woe Daag GC — 
Tuae 47. 1072, vith vasocob to wa ‚ге, Jrioting ol bis олар 
сое п to” inte Fincerorinis! 


It it requested that page proa of this aaterial (| 
va mxuonitted to the Purecu betere tie Line oriatla, work 387. 
unierbaken, If you will forward tue requicktios covering this , 
prial, ts the Durem, the details of this aaiber be | 
маца ъа reorcsettaiive of tae sarean site bis Cóverament > ' 
Ziíalinz Offiec. 


ay 


Wer? iul; yourb, * 


Білеббәот, 


Enel, #400156 e | ^ A 











ays 


vs e = І А 
b » 





JOHN EDGAR HOOVER — 
DIRECTOR T | sys LM, 
о Ша» ЭИ, 

H. S. Department of Justice 2 me aes : 

CH + ^ : #4 : ^ б 2.” 

Bureau of IJotestigation fone 
CT:ACS ^ m Oe 
ge 4 191832 M 


June 15, 1932. 


MEMORANDUM FOR THE DIRECTOR. 


It is recommended that the booklet on the work 
of the Bureau te re-issued on July 1 as per attached draft: 






H. Nathen. 

Cc GA ALU 
C. A. Tolson. 

— — 

7 — 


Т. Е. Baughman. 


1 —— 9 WU attra gre 
V, Y. Hughes. J. Waters. 
C. М УИ H. H. стей . 


1 Enel. 
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THE TORK OF THE UNITED STATES BUREAU OF INVESTIGATION 





* 


Tais booklet is issued to acquaint lew-enforcenent officials 
end agencies with the work ef the U, ©, 2ursau of Investigetion 
of the Departaent of Juctiec ia its investi;sbion of alleged vislc- 
tions of lays or matters iu which tho United States is or nay 52 & 
party in interest, | 


The Director of tho U, 2. Bureau of Invesilpstion at hashincton, 
D, C,, hus under his jurisdiction 22 ficla offlees located throughout 
the United States. Each fiold ofiico is under ths iayeaiate supervi- 
sion of а special azent in charge who has jurisdiction in nis repet- 
tive district of the investigation of «hl offences against the laws of 
the United States waich are under the jurisdiction of the bureau. 


The bureau hac investigative jurisdiction over all violations of 
Federal Laws and matters not specifically assigned by eoagressionsl 
cnaciuent, ox otherwise, to other Federal agenclese Is doce not (not 
in Ltelics} have investigative jurisdiction over violeticns of ithe 
national prohibition, counterfeiting, narcotic, customs cna scugsling, 
postsl, or iuuipration laws. 





Апу information concerning a violation of a Federal los, other 
then those listed abovey which comes to the abbestiva of a los-caforce~ 
nent official or peace officer, choule be sent vy; Lecter, or, IV the mat- 
ter is urgent, by telegram maraca “Government cate colocó" Lo tia special 
agent in charge of the district ia shich cuca officer is Lausted. 


The address of the 0, Ga Bureau of Investigation field office hsv- 
lag investicative jurisdiction over the district in wülch you are located 
is as follorses 


^ 
©» 











imeem t 


km Зав. ОЁ Investigation “relating to alleged . 

; i. violations of Pederal lens ‘is submitted te the United States attorney 
^, fer such use as seid official may make of the same in connection with — 
sup the качан ог. ‘рговеса уе action against: the individuals involved. 


e he following general information deals with гове of the major * 
violations of Federal laws over which this bureau has investigative 
jurisdiction, together with an indication of the kind of information 
the bureau desires to receive from interested State and local officials. 

.. in order that ап appropriate investigation may be made and the facts. 
' 5: submitted to the United States attorney for psum in the Federal 
А mener ы 


E ANE: NATIONAL , ook хатах THEY ACT. 


о: repns who transport a. stolmi motor vehicle ‘fron one oa to 
énsihier State, moving. the sune to have been staleny. may 


cuted in the United Staten courts for the trenepartation = ‘the stolen. 
- ehiele.. Aleo, persons who гасеімер coucesl, 5toroy berter, sell, or 
` @ispose of any meter vehicle moving ES, or suich ie a part of, or- io be 
|, wich, constitutes, interstate or foreign ecommerce, knowing the same - 
^ £o have been stolen, sey be prosecuted in the United Btates. courts 
a under tnis act, bici is also know ss the Dyer dote Е 
a When an individual is found in possess — of an automobile and 
there reason: to believe that nia possession of the motor vehieile'ig  . ^" E 
nob lanful and that. the said moter veliicls has béen-atolen-and-trens»- желше уе 
ү ече or foreign commerce, if the fects are called to a 
the attention of the bureau sn invesigation will be made to determine 
— there has been a violation of the national motor vehicle theft 


MAITE SLAVE marte T 


iis ET shite slave traffic act is frequently referred B. as the Hann 
DT dete fhie act provides that any person üi»-shall knowingly trang 
" port er cause to be transported, or aid or assist in obtaining trüns- 
portation for, or in transporting, in interstate or foreign commerce, 
. opin eny Territory or in the District of Columbia, any жотол ор 
^. girl for the purpose of prostitution or debauchery, or to engage in 
otherx immoral practices, shall be deezed guilty. of a felony. The y, s, 
: 0. Bureau of Investigation is desirous of receiving any information | ( 
which comes to your attention — a Violation. oF this acta 




































VERds the бшу о? Ње 0. 8. Bureau of 
n D violations which occur in the administration of the national 
"benkruptcy act. Violations of this act are usually reported to the 
' baresa by referces in bankruptcy, trustess, credit associations, or. | 
_crediters. However, the bureau will appreciate receiving апу informa» 
- tion vhich you may obtain relative to violations of thie act, such as 
. eoncenling money, merchandise, or property either before or after the 
| filing of the bankruptcy petition; concenling, destroying, mütilating, 
or falsifying books end records before or after the bankruptcy petition 
was filed; receiving concealed property, or perdus | or false alatus. 


OE Infornation that shipments were sado. fron ‘the : bankrupt store late -. 
'.- ‘gt night or in a covert manner; that vans or trucks ‘Were | loaded at. р. 
'. the benkrupt's prenigess that. the bankrupt. hastily liquidated -his . 
' affeire lamediately prior to closing by cacrifioo gb balow«coót sites, 
. ell are significant of irregularities and are « ‘mdterial eid to the 
"7 progress of the investigation.  Attempte on tho pert of the bankrupt: 
E te eñlicot olé accounts after procccdingo һауа Hoan tnetitinted: alan | 
| — posaible violations, — 









BO 


4 


a bankruptcy cases, ананыз, local: wots E eb tain YR 
able information which eae not available. to: ón ; y outside Anveatigator. 












— — inforustion is — by a pease officer: or - las-enforco- 
"dent official ehich indicates that. en individual” Бав falecly cle 
^to be.an officer or employee: of the United tates, оғ that such individual 
—— — sote as if he were в. Federal officer: ‘for: the purpose’ of : 
NL ей: oS suck as. 
T —— 





a a on 
thi being shipped from one State Жо: 





















— 17. 
o Of ‘thie nature. are: i 
| 4íon and any е ат * the кырма 











Whatsoever end held for renson 


nd a Federal hams- Alsop АҒ. tuo ori поте p rbone en 
* confederations. ar. орар су. Ya 

















officials indicating & violation of thia lew. ‘should "be — г 
— to —— offios of the Dares i колод atten 
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SMBEZZLEMENT, OB; ILLEGAL ғозавазов or cover 
' PROPERTY. = | 


: jm із a violation of a Federal law to — — or steal 
шу property of the United States, or to recoive such property knowing the. 

. game te heve been stolen. The bureau has шне jurisdiction over 
offenses of this — 


unrrmusr LANS, e | 
8 fne Be 8. Buresu of Investigation is — with the duty of olleet- 
М — evidence of violations of the Federal antitrust laws, Violations. 
jf these statutes are — eje business concerns whieh have c 





EE" = кашаны, от {менй ни in —— of interstate trade, of or 
22 S&ending toward a monopoly, and any acts of interference with interstate 


trado or commerce should be reported to the Bares. 


, BANK, AO FEDERAL RESERVE ACT, 


Ad These statutes | specify erininsi offenses on the part af. — or. 
Ж agents of institutions coming under te jurisdiction of the above acts, 0 
-.. 'queh. ás, embesslenent, abatraction or misapplication ef funde, and tho mak 
Ang of false entries in the books of a national bsnk or & member bank of _ 
` Бе Federal reserve system, or in reports to the Comptroller of. the Currency. 


.. The U. Se Bureau of Investigation has investigative jurisdiction over such 
- s. 0ffensés and desires to receive any — dadidsting a плана of. 





4: ове — of these acts. | | | 
CRIMES оң GOVEENUE MENT T— v 


5 "e investigation of crimes committed or Coveraiient reservations, — 
D — Indian reservations, or in any Government building, er other Govern: 
heaps, is under the Ep of the sd: Bureau of Investigations 

add day information Se i Finés” кеші: be forwarded: ‘tor the near 

est barean office. ER gs. 


| P^ addition to the. — listed һағыш the De Se Bureau of Ine 
"зада ся оп. Has investigative jurisdiction over violations of the neutrality | 


—Jawe, end related matters, the corrupt practices act, perjury, embezzlement, . 


“and bribery in connection with Federal. — or officials, crimes on ће 


— high. seas, and other Fedora Statutes. 


MS justice by reason of violations of the Federal laws over hich the bureau: 


INSERT "В! 2.2, 
attached. “FROM: иып. 


mM | 3 The: 0. B, Bureau of Investigation — investigations for the pure 
А pose of locating and causing the arrest of ‘persons who are fugitives fron. 


has jurisdiction, of escaped Federel prisoners, and parcle and probation 
| ош When the arrest of a Federal fn Tron Justice 























INSERT “Br 


The chart shown on Page o£ this pmephlet reflegts 
the accomplishucabe of employees of the Bureau in investigating 
alleged violations of Federal oriainal statutes бирим; the Рава» 
уезге 1924 te 1934, inclusive. 
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is not brought about within e ressonchle timo, this bureau issues 
wnst ls Xgowu as an identification erder, which is distrimted to 
peace officers la all parts of the country. These identification 
erders contain the name, photogreph, fimcerorints, and deserintion 
of the fughtive, together with all avaliable invornation which might 
prove helpful in bringing about his arrest. unen tno fupitlvo із 
aporehended, an aporekension order is issued so thet sii efforts to 
locate the individual may be discontinued. If you do not already 
receive these orders, the bureau wlll he leased to -lace your name 
oa the mailing list. 


Xt is higoly important in investiyations relating; to fugitives 
from justice that any information secured be forwarded to tne nearest 
bureau office without delay. The cooperation of State and local ofe 
ficials in this regard "ill be appreciated. 


CRIMINAL TOE TIFICATION DATA, 


Tue 0. & Bureau of Investication, іп addition ta its fielu force 
of trained investigators, maintains in its identification section at 
vashington, В. Ge, 8 central clesring house of information pertaining 
ti criminels end their records. The information included in the 
identification files is based primarily uson fingerprints, azad the 
VLuresu!n collection is now the largest and most comolete croup of 
crininal fingerprint records of current value in existence. 


лл fie. 


On August , 1, 1022, there wer over... 3,250,000 fingersrint 
T86cOrXdS and pven" 4,200,020 index records in the buresu!c archives, 
Tae chart which appearsoon the last page of ibis pamphlet illustrating 
the growth of thie work gineo ite inception in 1924 through the fiscal 
year ended June 30, 1932, reflects cratifying procress made possible 

by the cooperation of law-cnforcesent officlals throughout the United 
States and foreign countrics. At the present tine, approximately 2,000 
fingersrint records are bein: received in tae Identification Division 
T i about 5,000 eontribubtin: law-enforceuent agencies throughout 
ine vorid, 


All pesce officers are lavited to avail theaselves of the data on 
Tile in the fingerprint section of the U, S. Sure of Investiration. 
Tae service is entirely free of cast, and is rendered to all regularly 
constituted law-enforcement officers and agencies. Flncerorint cards, 
franked envelones, the panchlet entitled, "dow To Take Fincerzrints®, 
and disposition sheets for the purposes of resorting cilesositions te the 
Bureaus are supplied cratis. ` 


When а Pincerprint card is received in the bureau fron a contri- 
tating law-enforeeuent agency, a Lebter piviny the criminel record, or 
informing of the fact that no record has been determined, is placed 
in the nails within 36 hours. Copies ef such records, as s matter of 


6. 











, e 


policy, are sent to every contributor who previous]; bas directed 
a fincerorint inouiry to the Dureau relative to the particular 
individual concermed and the contributer ie thus enabled to keep in 
touch with the individual's current ectivitios, 


Through the identification of individuals whose apprehension is 
desired, and who are indicated $n the finjororint recorüg of {пе Ua Sa 
Buresu of Investiration as fugitivos, upout 230 persons wao are wanted 
for various types of offenses, or as escaped prisoners or parole 
violators ara located each month, as the result of identifications made 
in ths Bureau when fingerprint cards sowing their arrest or commitacnt 
a& certain polnts are received. 


In maintaining its fingerprint files, the U. 5. Bureau of Investiga- 
tion exploys the Henry Systen with current extensions, and sines the 
sald system utilises all ten fingers for the classification and filing 
of prints, it is extrenely difficult for tue bureau to identify latent 
fingerprints found at tho scencs of crimcs, wilese some data with refer- 
ence to the nemes of the suspect a suspects involved, with descriptive 
inforssiiion, are sugplied. 


In conducting its identification work, the U. 3. Dureai of Investi- 
gation is essentially a cooperative organization, спа can furnish to ibo 
contributing lar-enforceaent agencies only the infsrastion which it 
receives from them. The assistance of the Police, cherifis, tardens, 
State Identification Bureaus and siniler agencies has been very gratify- 
ing, bub despite the splendid results which have been accomplished, it 
is felt that the Bureau can render even more effective service when it 
receives all of the fingerprint records which law-enforcexent officials 
are in a position to furnish. It is obvious thet the nost complete ser- 
місе can be given by the Bureau as its records become more eomoletee The 
further cooperation of all peace officers will be of material assistance 
ia this work. 


& pamphlet has been prepared by the U. 2. Bureau of Investigation 
entitled, "How to Take Fingerprints", which contains instructions con- 
cerning a simple and standardized method of taking fincerarints, and 
which also refers furtuer t3 the Bureau's identification activities, 
including its activities in the international exchange of fingerprints. 
Any law-enforcenent officer who is now, or may desire to become a eon- 
tributor or correspondent of the U. 5. Bureau of Investi ation ia iis 
identification work, will be supplied with a сосу of this panchlet рогов 
request. 


7. 











CRIME STATISTICS, 


Ап additional. function of the U. S. Bureau of Investigation 
is the conpilation and publication in cooperation with polico of 
ficials throughout the United States of erime statistics bered on a 
unifora classification of offences for tic catira country.  Cuarücrly 
Bulletins are published by the Burceau containing these con zilmticns, 
Union arc calewlated to chow the cxtcat and fluctuttion of major 
erlcce тоосуз the Ualtcd Statec. Tao figures ото босса on tho 
nunter of offences паза їо tac pollec cau sehoduics have boen pre- 
pared thich are desirned to minimize existin: differences in the 
сас} асс of tno various States aad Terrlvariccs, tending to 
bring about uniformity in erime statistics based on police records, 
A munual containins detailed instrueticas end pleno for record зу, 
together via сп outline of th: rewetivlos montioncd, іс fPurnich-c 
'"ntorcctcl volies ofriciole froo of aros Та addition thorote, the 


e 3%: Әй ۵ or = 2 Г mo ne, <= ‚= » р 
nccotcurmy Жәгіс елі Өбігігсеі гофигл суусізсов колшмілЖал пә росӛсде 


w 


are forwarded to cooperating officials each month. 


The euetece of the vark of ecoonilia: erizo stabistiecs rests 
naturally with tbo polico officiels in tbo United Statcc. In order 
that this valusble inforaction 2, bo avilable for those who desire 
it, it is hoped that police officials 1411 concerate by submitting 
monthly returns on the forms provided on offenses comnltted in their 
Gistricto. Conoleto instructions relative thereto will be furnished 

сол request ta correspondents havine official interest. 


fay inquiries cmiusmir, Locntiflection побеге om miforn егіле 
Staticties raculd be nddrececd tos 


4. Багат Hoover, Dircetor, 

8. 5, Gareau ot Tavesti; ation, 
] , pashinetony, Uy €. 

— 5. 
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“August 1, 1932. 
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"DEPARTMENT OF JUSTICE _ q 
OFFICE OF * Y 
DIRECTOR, BUREAU OF INVESTIGATION 03 я 
СТ; АСЯ July 12, 19527 к = 
Li o 4 узре 2... 
Weaut 6 
* E. m ayer 
"Ч ПМЕ 
MEMORANDUM FOR THE DIRECTOR, oa 
121932 Pil 


Mr. Renneberger secured from Mr. 
Mitchell of the Government Printing Office 
an informal estimate on the printing of 
35,000 copies of the booklet én the work 
of the Bureau. Mr. Mitchell states the 
cost of printing this number of copies 
would be approximately $300. 


ыма 


Mr. Mitchell also informed Mr. Беппе- “2 
berger that he estimates the cost of 20,000 
copies of the booklet "How to Take Finger- 
prints" will be $365. The requisition for — 
the printing of the booklet on "How to Take “3 
Fingerprints" was approved by the Depart- 
ment and the proof has been returned to the 
printer. Mr. Mitchell advises that the work 
will be completed in about fifteen days. 


Respectfully, 









месту ете 


A.M. 


JUL 141932. | 8 WT M 





Bice ПЕ 

















g” FILE 


MNT a August 3, 1932. | Byres А 72. 2 e 
ORD) | Аб 471552 PM. 

a “бш. 

MEMORANDUM FỌR THE — s] i | 


Ас (OW eo? 
AUG 5-192 — 7 
Mr. Heffernan spoke to me in the corridor today concert 

ing the recommendation for the promotion of Mr. Goffey. Не 
stated this would have to be held in abeyance pending the 
transmittal to the Bureau of the Budget of the iist of vaten- 
cios in the Bureau and that, in bio opinion, оа promotion . 
could not be effected unless it contemplated filling of 
& vacancy which has arisen since July 1 by tho resignation 
or ро» from the service of some field ‘employee in 
Grade * 


i | — 
Hr. Heffernan also asked ue to leok avor a tentative 
allocation of printing funde for the various Divisions ef 

the Department. The total printing item for the Departaent 
for the current fiscal year is $290,000. his estimate im- | 
cludes the allocation of $8,000 to the Buream, our request ` 
having been reduced from $9,000. 


Mr. Heffernan atated he did not — it would 
possible to approve the printing of et oh the work, 
of the Buroau in view of the Attorng —— — for 
fhó dimost economy 1n printing requisitions. He explained that 
while allocations were being made, he intended to disapprove - 
any requisitions far work which he did not believe represented 
necessary printing items. I called My, Heffernan’s attention — 
to the fact that last year the Burem expended more than $15,000 
for printing and that through utilising our muktigraphing equip- 
ment and reducing the crime bulletins, our estimate for this 
year had been reduced almost one-half, that ás to 39,000, and 
that the Bureau considered the printing of this booklet to be 
essential to the efficient carrying on of ite work. His answer 
to this was that none of the branches of the Departaant expected 
to operate efficiently under the reduced appropriations available. 


As stated to you ina recent memorandum, 14 has been ascer~ 
teined that theXcost of printing 35,000 copies of this booklet 
would be approximately $300. ? 


Respectfully, 


Clyde A, Tolson. 


i 
i 
de 
А 
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2 nes ° FI 77 AND. FOR 7 D 3 ПЕРРО 
8510. URSORANDOL FOR UR, De Js MEPELRIAN, 


CT:ACS 


August 2, 1932. 





ASSISTANT CHIEF CLERK, 


La - 7 ub d e 


Replying to your memorandum of August 4, 1932, 
you are advised that the”printing of the pauphlet en~- 
titled The" Fork of the Bureau of Investigation referred 
to in the attached memorandum addressed to Mr, Gardner 


under date of July 7, 1932, is necessary in connection 
with the functioning of this Buresu. 


It has been informally ascertained from Me, 
Mitchell of the Government Printing Office that the 
printing of 35,000 copies of this booklet mili Tost ap- 
proximately $300, The distribution of the booklet to 
law-enforcement officiels and agencies throughout the 
country will result in the saving of thousands of dol- 
lars inasmuch as the booklet informs such officials of the 
investigative jurisdiction of the Bureau. The availability 
of this information to peace officers will eliminate the 
referring of many alleged violations of Federal laws to 
the Bureau which do not fall within its jurisdiction and 
will save considerable travel on the park of Bureau Agents 
in communicating with individuals concerning matters which 
should be handled by other investigative agencies of the 
Federal Government. 


кт атта хао? 


Very truly yours, 


Directors 


Encl. #400202, ` 


eg 
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INITIALS AND NUMBER t ^ (I — Ji ¡$ 
DEPARTMENT OF JUSTICE леб apr 


"m" WASHINGTON, D.C. DJH-mtf AUG ~6 1982 AN 


August 4, 1932. 


MEMORANDUM FOR MR. HOOVER 


I am returning herewith your memorandum of July 7th; with 
the manuscript for a new issue of the booklet concerning the 
work of the Bureau of Investigation.  . It has been necessary 
to hold this until we were advised of the amount of our allotment 
for printing and binding work under Section 302 of the so-called 
Economy Act. We have finally been allotted $290,000 which is 
$80,000 less than the amount appropriated last year. Under the 
circumstances it is necessary that all printing for the Department 
during the present fiscal year be confined to that absolutely 
imperative to the continued functioning of the office requesting 
it. The question of ths desirability of the work or even that 
the efficiency of the office desiring it may be somewhat impaired 
because of the lack of it cannot be considered as a guide since 
the efficiency of the Department and of the offices of the court 
officials will necessarily be somewhat impaired, if not seriously 
so, by the reduction in this appropriation. In other words we can 
do only such printing as is imperatively necessary for the continued 
functioning of the office concerned. You will perhaps appreciate 
this fact when I tell you that it will take not less than $170,000 
for the printing of briefs and records even &t the lower prices we 
have been able to secure under our contracts this year and $27,000 
more for the Supreme Court Reports, the Opinions of the Attorney General 
and the Annual Report, leaving only a little over $90,000 for everything 
else including the Opinions of the Courts of Appeals which cost about 
$17,000 annually, the court dockets which have averaged between $18,000 


and $20,000, all legal forms used in the Department and courts, letter- 
heads and all other work of the three Bureaus. 


мт GUTLE AdOo 


booklet absolutely necessary for the continued functioning of the 


The question presented: is, therefore, is the printing of this 
} | Bureau of Investigation? 






Ji mt we — — — 
Respectfully, poesie P7 
noctem > 


ELL Na ныбай Kerk ; |922 А.М. 


бек. ег. tit GF JUSTICE 
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М. S. Bureau of Investigation 
Department of Justice 
Washington, 2. C. > x 


September 26, 1932. 





BUREAU BULLETIN NO. 23. 
Fiscal Year 1933. 





TO ALL SPECIAL AGENTS IN CHARGE: 


This is to advise you that a-revised edition of 
the Bureau's publication entitled "The Work of the United 
States Bureau of Investigation" is being issued, a supply 

—of which Will be forwarded to each Bureau office about 
October 1, 1932, for distribution to law enforcement of- 
ficials within the district covered by each office. 


Very iruly yours, 
J. Edgar Hoover, 


Director. 





L-2/4-Y-0-S8 
BUPEAU OF INVESTIGATION 
SEP 28 1932 A.M. 
ОЕР лт, E JUSTICE 
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SPL: TR 
October 5, 1932 

MEMORALDUN FOR MR. HOOVER LOEBL 
NATHAN MANNING 
POLSON NICHOLSON 
APPEL FENNINGION 
BAUGHMAN PETERSON 
PRONE REVNEREAGER 
CLEGG SOrENKEN 
COFFEY SCHILDER 
EGAN SEYER ETE . 
HUGHES - SIMPSON 
LESTER ҚАТАР 
LOGE STENCCRAFHIC PCOL 
LOCZERMAN 


There will be delivered to you tomorrow, new 
eopies of tha“penphlet concerning the work of the Euresu. 
All copies of the previous edition which are now in your 
possession should be irmediately destroyed. 


Very truly yours, 


Ca. . Adres че, 


< Director. 
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ALGORANDUM FOR DIVISION ТЕН. 


¿lease огесаге 20,000 сасіев of a booklet entitled 
"Ine Tork aná Functions of the United states Purcan of 
Investigation", in necordenee vith the attached areft of 
material for inclusion therein, 


Proof cooles of the cover vace, miich may conform 
generally to the cover used on the monthly Басізіуе ІЛ. 
letin, and the ramchlet, showld be submitted о the Bureau 
for advance anprovel after nrearation in your Division. 
Any questions concerning the preparetion of this booklet 
should be discussed by you with Nr. Tolson. 


Very truly yours, 


Director. 














ant ээ. Ф 


+ 


United States Bureau of Investigation 


Room 318. -57- 4} 1933 
VN 


To: Director 5... 

j Nr. Nathan. — 

y^ Mr. Edwards A 
Mr. Clegg 

Miss Gandy 

Miss O'Brien 
Chief, Div. 
Supervisor, Steno. Pool. 
Inspector 


Miss Sheaffer. 
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Clyde A. Tolson. 
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DIRECTOR - | 
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Department of Justice É у 
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April 29, 1933. 





MEMORANDUM FOR THE DIRECTOR 


There is submitted herewith a draft of the 
suggested set-up of a publication to be available for 
distribution to law enforcement officials and others 
having a studious interest in the work and functions of 
this Bureau during the course of the Chicago Century of 
Progress Exposition. This draft is prepared in a form 
so that it may supplant the 1932 issue of the booklet 
concerning the work of the Bureau. 





Respestfully, 
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' ephe Identification Divioion is at your service every day of the 


Justice. Ву this means it is hoped that there will be brought to 


being presented an outline of the investigative, fingerprint identi- 


‘regularly constituted law-enforoexent official or agency ie not at 


INTRODUCTION / 


a 


— "The administration of The United States Bureau of 
Investigation fo based upon the well understood rule ani policy 
that all Special Agente in the field must work in clase cooperation 
with police officials in their respective jurisdictions." элө 





year, ‘I trust that you will avail yourselves at all times of its 
desire to be of service to you." These quotations are from 
addresses made to peace officers by the Director of the United 
States Bureau of Investigation, ané@isclose a fundamental policy , 
of cooperation and service governing the operations and administra- 
tion of this Burasu. : . 


“ы | . р. 
This publication 15 issued for tho purpose of acqueinting 
law-enforcement officials and agencies with the work and funct ions 
of the United States Bureau of Investigation of the Department of 


peace officers information which will tend to acquaint then with the 
types of service which are available, aná for the further purpose of - 
encouraging a wider use of the feoilities of this Buresu. There i8 . 
fication and Grime statistios funetions of the Burenu, and 1t is li 
suggested that thie publication be retained for your future reference 
and guidance whenever an opportunity arises for you to acquaint your-— 
self in greater detail with these funetions. Іп the event any | s 


the present time making use of the facilities of thia Bureau, or in 0 
the event there has been a limited participation in these functions, 
you are invited to make full use of the opportunities in connect ion 
with the various functions herein outlined. 





it ie a pleasure to quote the following ptatement from a 
recent address by the Attorney General of the United States concerning 
the Department of Justice, of which this Bureau is an integral part; 


"In brief, I aim at a sane, wholesome administration, 
fhe Department of Justice belongs to the people of 
America. It is their servant ministering to their 
needs and I bespeak for it the support and the good 
opinion of all law-abiding citizen." 


| М 


TIGATIVE 





ONS 


This Bureau hao investigativo jurisdiotion over all 


violations of Federal Laws and matters ín which the Uaited 
States ig or may be a party in interest, exoopt those matters 


specifically assigned by Congressional enactment or otherwise 


to other Federel, agencies. 


It doen not have investigative jurts- 


diotion over violations of the National Prohibition, Counterfeit~ 
ing, Narcotic, Customs and Smuggling, Postal or Immigration Laws. 
Among those matters under tha primary jurisdiation of this Buréau 
which wesotve most frequent ettention nre the following: 


mee Investigat ions ' 
Admiralty Law Violations | 
Antitrust Laws а 
Applicants for Positions Ux 


Bank Embezzlemonts in District ue 


of Columbia 

Rankruptoy Frauds 

Bondemon and Surstica 

Bribery 

Civil Righte and Domestic 
Violenes Statute 

Claims Against the United Stetes. 

Glaine by the United States 


_Condemation: Prooeedinge 
Conspiragioa 
- Gontempt of Oourt —- — 


Copyright Violations 

Crimes on the High Seas 

Opimes in Alaska 

Grimes on Indian Reservations 
Orimes on Government Reservations 
Crime Statistics 

Destruetion of Government Property 
Hapionage 

Federal Hidneping act 

Federal Reserve Bank Act 

Federal Zight-Hour Law 

Federal Disbatment Proceedings 
Frauds Against the Government 
Identification Usages : 


"National Motor Vehicle Thefb "m 


Iliegal Wearing of Service Uniforme 
Hiegal Use of Government Transpor- 
- tation Requeste ` 

Impersonation. of Federat Officials 
Interstate Transportation Of 

` BsplosivesVicletions 0 
Interetate Commerce Violations 
Intimidation of Witnesses’ 


International Claims 


Leréeny frou Interstate Shipmenta 


Location of Bevaped Federal Prisoners 


Location of Missing Witnesses 
Migratory Bira Aot 
National Bank Act A 


Neutrality “Violations 
Obstruction of Justice 
Peonage Statutes | | 
Passports and Visas 


‘Patent Viclatipna 


Parole and Probation Violations 

Perjury 

Personnel Investigations 

Red Cross Violations 

Seed Lean Act 

Theft or Embezzlement of Government 
Property 

Treason 


` Veterans Bureau Violations 


White 3lavé Traffic Act 




















fhe Direetor of the United States Bureau of Inves- 
tigation has under his jurisdiction tuenty-two field offices 
Rach field office is 


Located throughout the United States. 
under the immediate güministration of a Special Agent. in 

Charge who has supervision in his respective district over the 
investigations of all offenses against the laws of the United 
States which are under the. jurisdiction of the Bureau,  Ány 
information concerning & violation of a law which is investigated 
by this Bureau coming to the attention of a 1ав-ерЁогсепеш of- 
ficial or peace officer should be sent by letter "to the Special 
Agent in Charge of the district in which guch officer is located. 
In the event the matter is urgent and requires dxpeditious atten- 
tion, a telegram may be sent "Goverment Rate Colleet" to the 
Special agent in Charge. For your convenience there appears 4 

map of the United States showing the territorios covered by each 
of the field offices, and by reference to this map you will be | 
able, when necessary, to ascertain to which office your communica- 
tion should be addressed. For your further convenience, the mail 
and telegraphic address, as well as telephone number, of each of 


these offices is set forth. 





DRY-LITH REPRODUCTION OF TERGIZORIAL ALLOCATION MAP ; 











Communications to a field office of this Bureau should 
be addressed to the Special Agent in Charge at the city indicated. 
Mail and telegraphic communications should be sent to the building 
address. For example; Special Agent in Charge, United States 


Bureau of Investigation, 224 Federal Building, Oklahoma City, Okle. . 


OFFICE 


Birmingham, Ala. | 
Charlotte, N. Co 
Chiesgo, Ill. 
Cincinnati, Ohio 
Dallas, Texas 
Detroit, Mich. 
Honolulu, Hawaii 
Jacksonville, Fla. 
Kansas City, Mo. 

Los ángeles, Calif. 
New Orleans, Las 
Hew York, No Y. 
Oklahoma City, Okla. 
Philadelphia, Pas 
Pittsburgh, Pa. 
Portiand, Oregon 
3a1t Lake City, Utah 
San Antonio, Texas 
San Francisco, Calif. 
.3$, Louis, Mo. 

Ste Paul, Minn, 
Tashinzton, D. C. 


BUILDING ADDRESS 


- 201 Liberty Nat'l. Life 


1806 First Nat'l. Bank 

1900 Bankers! 

1430 Enquirer 

Post Office + 
625 Lafayette { 
Feddral 

Atlantic Nat'1.Bk.Bldg.Anhex 
905 Fedoral Reserve Bank 

619 Federal 

3264 Post Office 

370 Lexington Avenue, Rm. 1403 
224 Federal 

735 Philedelphia Saving Fund 
1206 Law and Finance 

$18 Old Post Office 

900 Ezra Thompson 

1216 Smith-Young Tower 

318 Hewes Bldg. 

801 Title Guaranty 

203 Post Office 
Hurley-Wright 


7.1755 

3-4127 A SA 
Andover A41 ! 
Parkway 4441 

2-3868 

Cadillac 2835 

5-8209 

Victor 3054 | 
Mutual 2201 


Raymond 1965 
Caledonia 5-8691 
2-8204 

Walnut 2215 
Oront 272? 
Broadway 0446 
Wasatch 1797 
Fannin 8052 


. Hemlock 4400 


Central 1650 
Garfield 2193 
National 0185 








The United States Bureau of Investi:;ation hae no 
prosecutive jurisdiction or control. The prosecution of | 
violations of Federal laws is a function of United States 
Attorneys in the various Federel judicial districts throughout 
the United States. All information obtained by emphoyees of 
this Bureau relative to alleged violations of Pederal laws is 
submitted to tho United States Attorney for his information and 
guidance to determine whether or not prosecutions should be 
initiated against the individuals involved. 


The following summarized information deals with same 
of the more frequent types of violations of Federal laws over 
which this Bureau has investigative jurisdiction. From an 
examination of this information there will be found an indication 
of the facts which the Bureau desires to receive from State or 
Local officials when Federsl prosecution is desired in order that 
an appropriate investigation may be node and the facts submitted 
to the United States Attorneys 


ANTITRUST LAWS 





| The United States Bureau of Investigation ів charged 
with the duty of collecting ‘evidence of violations of the 
Federal antitrust laws. Violations of these statutes are 
ususlly reported by business concerns which have suffered injury 
through reason of a combination or conspiracy operating in 
restraint of, trade between the States. Any information rogard-- 
ing contracts, combinations, or conspiracies in restraint of 
jaterstate trade, or tending toward a monopoly, and any acta of 
interference with interstate trade or commerce should be reported 
to the Bureau. | | 


BANKRUPTCY VIOL-T IONS 


It is the duty of the United States Bureau of Investi- 
gation to investizate alleged violations which occur iu the 
administration of the National Bankruptey Act. Violations of this 
act are usually reported to the Bureau by referees іп bankruptcy, 
trustees, crodit associations, or creditors. However, the Bureau 
will appreciate receiving any information which you may obtain 
relative to violations of this act, such as concealing monsy, шег- 
chandise, or property either before or after tho filing of the 
bankruptcy petition; concealing, destroying,mutilating, or falsifying 
books and records before or after the bankruptcy petition was filed; 
receiving concealed property, or perjury or false claims. 





Information that shipmente were made from the bankrupt 
store late at night or ia a covert manner; that vans or trucks 
were loaded at the bankrupt’s premises; that the bankrupt hastily 
liquidated his affairs immediately prior to closing by sacrifice 
or below-cost sales, all are simificent of irregularities and arê 
a material aid to the progress of the investigation. Attempts on 
the part of the bankrupt to colledt old accounts after proceedings 


have been instituted also indicate possible violations. 


CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed on Government 
reservations, including Indian reservations, or in any Government | 
building PP Mother dovernment propebty, 18 under the jurisdiction | | 
of the United States Bureau of Investi-ation, and any information - | 
concerning such crimes should be forwarded to the nearest Bureau 
office. 





| 

Р | 

ESCAPED FEDERAL PRISONERS AID FUGITIVES . | 
| | 


The United states Bureau of Investigation conducts inves. 
tigations for the purpose of locnting and causing the arrest of 
persons who are fugitives from justice by reason of violations of 
the Federal laws over which the Bureau has jurísdiotion, of escaped 
Federal prisoners, and parole and probation violators. “hen the 
arrest of a Federal fugitive fram justice is not brought ubout within 
a reasonable time, the Bureau issues what is «nown аз an identification 
order, which is distributed to pesas officers in all parta of the 
country, These identification oniérs contcin the name, photograph, 
fingerprints, and éegerintion of the fugitive, together with all 
available information which wight prove helpful in bringing about his | 
arrest. When the fugitive is spprchenóed, an epprenonsion order 18. 
issued so that al. efforts to locate the individusl moy be discontinued. 
If you do not alrasdy reavive. theaa awlapa, tho моем will be pleased 
to place your name on the mailing 1188, 


It is highly important in investigations relating to 
fugitives fran justice that any information secured be forwarded to 
the nearest Bureau office without delay. Тһе cooperation of State and 
: local officials in this regurd will be apprecinted. 








IMPERSONATION 


| Whenever information is receivad by a peace officer 
or law-enforcement official which indicates that an individuel T 
has falsely claimed to be an officer or employes of the United 
‘States and that such individual fraudulently acted as if he 

were a Federal offieer, or that he obtained or demanded anything 
-of Value, such as loans, credits, money, documents, or the cash- 
ing of checks, such information should be transmitted to the | 
United States Bureau of Investigation, which will begin an immediate 
inquiry to determine whether a Federal law hes been violated. 


KIDNAPING; 


Under the provisions of an act of Congress approved by 
- the President on June 22, 1932, whoever transports or side in 
transporting in interstate or foreign commerce any person who 
has been unlawfully seized, confined, inveizled, decoyed, kid- 
naped, abducted, or carried away by any means whatsoever and held 
for ransom or reward, is guilty of violating a Faderal lew. Alao, 
if two or more persons enter into an agreement, confederation, or | 
conspiracy to violate the provisions of thia act and do any overt = 
aot toward carrying out such unlawful agreement, confedeRetion, or | 
| - conspiraecy, such person or persons ere gailty of violating the | | 
| 





Federal kidnaping law. Cases of thia*nature are investigated by 
D7 the United States Bureau of Investigation and any infomation in 
Toote Ioann of law-enfOresement ois indi cating a а 
of this law should be tranemitteac 6 
Bureau for appropriate attention. 





LARCENY FROM INTERSTATE SHIPMENTS 


Any facts whieh indicate that any person or persons have 
stolen anything being shipped from one State to another State, from 
any freight or expresa shipment or passenger cer, or that any person 
has received anything which wae stolen from such shipments should be 
reported to the United States Bureau of Investigation. 


NATIONAL BANS AND FEDERAL RESERVE ACTS 


These statutes specify criminal offenses on the part of 
enployses or agents of institutiona coming under the jurisdiction of 
tha above acts, such as embezzlement, abetPaction, or misapplication 
of funds, and the making of false entrica in the books of a national 
bank or a member bank of the Federal reserve system, or in reports to 


the Comptroller of the Currency. Tho United States Bureau of 
Investigation has investigative jurisdiction over such offenses 
and desiros to re¢eive aay information indicating a violation 
of the provisions of those acts. 


NWATICHAL OTOR VIHICLE TNSFT ACT 


Persons who trenaport a stolen motor vehicle from one 
State to anothor State, knowing the oane to have beon stolen, = 
may be prosecuted in the United States courts for the transporta» 
tion of the stolen vehicle. Also, persons who reeeive, conceal, 
Store, barter, sell, or dispose of any motor vehiole moving 88, 
or which ia a part of, or which constitutes, interstate or foreign 
comm ree, knowing the same to have beon stolen, may be prosecuted 
in the United States courts under this act, which is also known ag 
the Dyer act. К 
< 
i x 
When an individual is found in possession of an sutonobile . 
апа there is reason to believe that his possession of the motor | 
vehicle is not lawful and that the said motor vehicle has been stolen 
and transported in interstate ox foreign commerce, if the facts are 
called to the attention of the Bureau an investigation will ba mate 
+o determine whether there hss boon a violniion of tho National xor 
Vehicle Theft Act. i 


%; 


TOFT, MEZMZZZLGIZIT, OR ILLEGAL POSSESSION OF | P 
боти: T PRETI _______ i EN 


1% is a violation of a Federal law to embezzlo, purloin,, | 
or steal any property of the United States, or to receive such а 
property knowing the same to have been atolen, The Bureau nas 
investigative jurisdiction over offenses of this nature. 


WHITE SLAVE TRARTIC act A d 


The Waite slave Traffic Act is frequently roferrad to as the 
lean Act, This act provides that eny person who shall knowingly trance 
port or cause to be transported, or aid or assist in obtaining trans- 
portation for, or in transporting, in interstate or foreign commerce, any 
woman or girl for tho purposs of prostitution or debauchery, or to engago 
in other immoral practices, shall be deemed quilty of a felony. The 
United States Burcau of Iynvestisation is desirous of receiving any. 
information which comes to your at-ention indienting a violetion of 
this acre 


е e de 
А Є ^ . 


IDENTIFICATION FUNCTIONS 





Photograph of a Portion of the Technical Section of the Identification Division 


Photograph of the Typing Section - Identification Division 
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IDENTIFICATION FUNCTIONS 


The United States Bureau of. Investigation, in addition to 
its field ales offices, maintains an identi fication divi. 
sion at Washington, D.C., which serves ag a central clearing house 
of records pertaining to criminels, ‘The information contained in 


. the Bureauts.identification files is based primarily uson finger- 


prints, which constitute the largest and most completo collection 
of current value in existence. 


On Way 1, 1933, there were 3,528,554 CS reb- 
ords and 4,645,661 index cards in the Burcsu!'s archivos. The chart - 
which appears in this pamphlet illustrating the growth of this pork 
since its inception in 1924 through the fiscal year ended June 30, 
1932, reflects gratifying progress mate possible by the cooperation 


` of law-enforcement officials throughout the United States and foreign 


countries, On Way l, approximately 2,200 fingerprint records ie 
being received in the Identification Division daily from 
contributing law-enforcement agencies throughout the corld. 


All peace officers are invited to avail themselves of the ` 


data on file in the Identification Division of the United States 


Bureau of Investigation. The service is given without cost to $11 
regularly constituted lav-enforcement officers and agencies desiring 
it. Fingerprint cards, frankeg envelopes, thè pamphlet entitled- 


‘tHow to Take Fingersrints," and disposition sheets for the purpose 


of reporting dispositions to the Bureau, are supplied gratis. fhe 
Bureau also furnishes upon request copies of its pamphlets on the 
subject of latent fingerprints; court decisiens as to the legality 
of taking fingerprints and the admissibility of fingerprint evidence; 
aud the modification and extonsién of the Henry system of identifica- 
tion, devised by the purenu'e experts and applied to its own. tegh- 
nical files, : 


роо Е Оа еда road ақаба 


`. law-enforcement agency, a letter giving the criminal record, or 


informing of the fact that no prior record has been located, is - 
sent to the contributor. An additional copy of the letter citing 
a prior record is transmitted in arrest cases for the benefit of 
the prosecutor as an aid in prosecuting the individual who has a 
previous record of arrest. This record is also of value to the ` 


Judge before whom a case ів tried; as it is oftentimes studied 
' before determihing the length and olaracter of sentence which the 


court imposes on 8 convicted person. 





The Bureau places notations in its files, upon request of | 


‘peace officers, indicating that the arrest of an individual is de-- 


sired as а fugitive. Through this procedure, after classifying and 
searching incoming ecards, about 350 persons wanted for various types 
of offenses ranging from misdemeanor to murder or as escaped prisoners 


or parole violators arc identified each nonth, This service is an. 
. plified and its value enhanced by the Bureau's action in publishing 


and distributing to contributors of fingerprints, monthly bulletins 


‘listing fugitives wanted throughout the country for major crimes, 


This bulletin also contains articles of current interest to lau en- 
forcement officers, such es treatises on latent fingerprints, ciphers 
or similar subjects of a scientific charactor in the field of crimi-~ 
nology studied in ths Bureau's research and criminological laboratory. 


For the benefit of constituted authorities these finger- 
print records are also used on frequent occasions to identify unknown 
deceased persons as well as individuals, who, because of some malady, 
have forgotten their identity. Likewise it proves of value in 
determining if applicants for positions, under the Civil Service of 
the Federal, state, county or municipal governments, have a previous 
record on file which might show the applicant is not of a proper char~ 
acter to receive the appointment. | | 


In maintaining its fingerprint files, the United States 
Bureau of Investigation employs the Henry system with current exten 
sions, which utilizes all 10 fingers considered as e unit for the 
classification anā filing of prints. In eddition there is maintained 
a separate collection of fingerprints of kidmapers and extortion- 


~ ists, which are filed individually or singly. This collection is an 


auxiliary to the main file and is used primarily for tho purpose of 
identifying latent fingerprints left at the scenes of crimes by 
kidnapers and extortionists. Unless latent fingerprints of such of- 
fenders are those of tbe individuale whose gogarate impressions are 
filed in the single-print collection, it is difficult for the Buresu 
to identify tho latent prints. However, if the names or eliases of 
any suspects are furnished the Bureau together with descriptive in- 
formation, then the actual prints may be compared uith the latent 
impressions and thus it may be possible to establish an identifica- 
tion. | | | бу 


In conducting its identification work, the United States 


" Bureau of Investigation is essentially a cooperative organization, 


and can furnish to contributing law-enforcement agencies only that 
information which it receives from them, The assistance of the — 
police, sheriffs, wardens, state identification bureaus, and sinilar 





agencies has been very gratifying, but despite ‘the splendid resulte 


which have been accomplished, it is felt that the Bureau can render 
even more effective service when it receives all of the fingerprint 


‘reeords which law-enforcement officials are in a position to furnish, | 


It is obvious that even better service can be given by ihe Bureau 


. as its records become more complete. All peacs officers are. there~. 


fore invited to make the fullest possible use of this. id 
progetta 


А — has besa prepared and is ае entitled. 


 - "How to Таке Fingorprints,* which contains instructions concerning 


a simple and standardized method of taking fingerprints, and which 
alse refers further to the Burcau's identification activities, in~ _ 
cluding its participation in an international exchange of finger | 
prints with the identification bureaus of 35 foreign countries for 
the purpose of identifying criminals wao may have records of an 
international character. The prints of persons arrested in the 
United States will be sent upon request to any of these foreign · 


identification bureaus. 4Any law-enforcement officer who is now, 
_ or may desire to become a contributor of fingerprints to the 


United States Bureau of Investigation in its identification work,- 


. Will be supplied vith a сову, of this pamphlet upon request. The 


cost of the equipnent necessary to tale the prints is very trivial; 


in fact it may be improvised locally with but slight expenses This 


Bureau vill gu ply the needed cards and envelopes which require no 


postage, without cost, while the benefits of the information fur- - 


nished by the Bureau are so manifold and во far outucigh the rela 
tively small amount of work involved, that the service ig usually 
continued after initial fingerprinting activities are started. 


> в 


CRIME STATISTICS FUNCTIONS 


In accordance with an Aet of Congress approved June 11, 1930, 
the United States Bureau of Investigation began the compilation of 
uniform crime statistics. The collection of such crime date hed been 


. initiated by the Committee on Uniform Crime Records of the Interna- 
tional Ássociation of Chiefs of Police in Januzry of that year in 

response to a long-felt need for conpareble erime statistics on & 

| nation-wide scale, 


The system of uniform erime resorting includes monthly and 
annyal reports of offenses known ard offenses cleared by arrest and 


` an annual report of the number of porsons charged, i.e., held for 


prosecution, by the police. This Bureau provides the necessary re- 


_turn forms and tally sheets, and return envelopes which require no 


postage. There is also available for distribution to interested lar 
enforcement agencies the Eanual, "Uniform Crise Reporting,” which 


«includes detailed instructions with reference to the preparation of 


the crime reports, and in addition describes and illustrates the 
police record forms which, if maintained, will make available the * 
data desired iu the monthly and annual crime они ——— to 
the Bureau. 


In order to susplement the statistics obtained from the | 


records described above, the Bureau per odically makes tabulations 


of data fron the fingerprint cards currently received from law en- 


. forcement officials throughout tho country. The Information tabu- 


lated from these records pertains particulerly to the age and pre- 

vious criminal history of persons arrested and fingerprinted. This 
information, together with the data obtained fron the uniforu crine 
reports, is published in e quarterly bulletin thich is mailed to all 


interested law-enforcement officials, as well ae others having a 
special interest in statisties of tnis character, 


Due in no small measure to the cooperation of police de- 
partments and other sinilar agencies throughout the country the 
project of collecting miform crime reports has shown continued 


‚ Progress during the past three years. In 1930 nonthly returns were | 


received fron l, 127 citics, representing a total population of 


45,929,965; in 1931 returns were received from 1,511 cities, 
representing a total population of 51,145,734; and during 1932 - 
. there vere 1,578 citics, with en aggregate population of 52,212,230, 


which contributed the crine resorts, A majority of the larger cities 

throughout the country sends these reports regularly to the Bureau. 

aid larv-—enforeament officials who are not now contributing such 
reports are invited to do so, end tie necessary blank forms may be 


‘obtained without cost from this Burcaa. 


CO CLUS ION 


ала Tho growth and development of the funotions of this 
Bureau isa matter, in which we all exn take considerable pride. 
Because of the fact that this growth ami development hes boen the 
result of a united cooperative endeavor and because law-enforce- 
ment officials and agencies throughout tha Nation have as a result 
of their cooperation made this progress possible, it is believed 
that you will find an interest in the accompanying charts which 
show the accoaplishuents during the past several years. In the 
event more detailed information is desired in coniection with the 
work of the United States Bureau of Invostication, 15 is hoped that 
you will feel free to confer with any Special agent of the Bureau. 
who comes into daily contact with law-enforcement officials and 
agencies throughout the Nation. In the event you desire additional 
information concerning the identification ang erine statisties 
functiois, your inquiry should be addressed to: 


Jobn Edgar Hoover, Dirsotor, 


United States Bureau of investigation, 
Washington, D, О. 


Juno 1, 1933. 





DRY-LITH STATI3PICAL CHART INDICATING Hs ACCOMPLISHMENTS OF 


Ta PLIOZRERINT DIVISION DURLIG THE FISCAL YEARS 1984 to 1932, 


INOLUSIV 4. 


IRY-LITR CHART SHOVING COMPARATIVE ACOOMPLIGIRONTS (INVESTIOARIVE — 


FUNCTIONS) BY FISOAL TELAS JULY 1 to JUNE 30. 








DRY-LITH CHART SHOWING PROGRES: AND ACCOMPLISHMENTS OF THE 


UNIFORM CRIMS STATISTICS FUNCTIONS OF THE BUREAU. 
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THE WORK OF THE UNITED STATES BUREAU OF 
INVESTIGATION 


This booklet is issued to acquaint law-enforcement officials and 
agencies with the work of the United States Bureau of Investi- 
gation of the Department of Justice in its investigation of alleged 
violations of laws or matters in which the United States is or may 
be a party in interest. 

The Director of the United States Bureau of Investigation at 
Washington, D. C., has under his jurisdiction 22 field offices located 
throughout the United States. Each field office is under the imme- 
diate supervision of a special agent in charge who has jurisdiction 
in his respective district of the investigation of all offenses against 
the laws of the United States which are under the jurisdiction of 
the Bureau. 

The bureau has investigative jurisdiction over all violations of 
Federal laws and matters not specifically assigned by congressional 
enactment, or otherwise, to other Federal agencies. It does not have 
investigative jurisdiction over violations of the national prohibi- 
tion, counterfeiting, narcotic, customs and smuggling, postal, or 
immigration laws. 

Any information concerning a violation of a Federal law, other 
than those listed above, which comes to the attention of a law- 
enforcement official or peace officer, should be sent by letter, or, if 
the matter is urgent, by telegram marked “ Government rate collect ” 
to the special agent in charge of the district in which such officer is 
located. 

The address of the United States Bureau of Investigation field 
office having investigative jurisdiction over the district in which you 
are located is as follows: 
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139706°—32 





2 WORK OF THE BUREAU OF INVESTIGATION 


The United States Bureau of Investigation has no prosecutive 
jurisdiction or control. Such prosecutive jurisdiction over viola- 
tions of Federal laws is vested in United States attorneys in the 
various Federal judicial districts throughout the United States. 
All information secured by employees of the United States Bureau of 
Investigation relating to alleged violations of Federal laws is sub- 
mitted to the United States attorney for such use as said official 
may make of the same in connection with the initiation of prose- 
cutive action against the individuals mvolved. 

The following general information deals with some of the major 
violations of Federal laws over which this bureau has investigative 
jurisdiction, together with an indication of the kind of information 
the bureau desires to receive from interested State and local officials 
in order that an appropriate investigation may be made and the 
facts submitted to the United States attorney for prosecution in the 
Federal courts: 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport a stolen motor vehicle from one State to 
another State, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the 
stolen vehicle. -Also, persons who receive, conceal, store, barter, sell, 
or dispose of any motor vehicle moving as, or which is a part of, 
or which constitutes, interstate or foreign commerce, knowing the 
same to have been stolen, may be prosecuted in the United States 
courts under this act, which is also known as the Dyer Act. 

When an individual is found in possession of an automobile and 
there is reason to believe that his possession of the motor vehicle is 
not lawful and that the said motor vehicle has been stolen and trans- 
ported in interstate or foreign commerce, if the facts are called to 
the attention of the bureau an investigation will be made to deter- 
mine whether there has been a violation of the national motor 
vehicle theft act. 


WHITE SLAVE TRAFFIC ACT 


Тһе white slave traffic act is frequently referred to as the Mann 
Act. This act provides that any person who shall knowingly trans- 
port or cause to be transported, or aid or assist in obtaining trans- 
portation for, or in transporting, in interstate or foreign commerce, 
or in any Territory or in the District of Columbia, any woman or 
girl for the purpose of prostitution or debauchery, or to engage in 
other immoral practices, shall be deemed guilty of a felony. The 
United States Bureau of Investigation is desirous of receiving any 
information which comes to your attention indicating a violation of 
this act, 
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WORK OF THE BUREAU OF INVESTIGATION 3 


NATIONAL BANKRUPTCY ACT 


- It is the duty of the United States Bureau of Investigation to 
investigate alleged violations which occur in the administration of 
the national bankruptcy act. Violations of this act are usually re- 
ported to the bureau by referees in bankruptcy, trustees, credit asso- 
ciations, or creditors. However, the bureau will appreciate receiv- 
ing any information which you may obtain relative to violations of 
this act, such as concealing money, merchandise, or property either 
before or after the filing of the bankruptcy petition; concealing, 
destroying, mutilating, or falsifying books and records before or 
after the bankruptcy petition was filed; receiving concealed property, 
or perjury or false claims. 

Information that shipments were made from the bankrupt store 
late at night or in a covert manner; that vans or trucks were loaded 
at the bankrupt’s premises; that the bankrupt hastily liquidated his 
affairs immediately prior to closing: by sacrifice or below-cost sales, 
all are significant of irregularities and are a material aid to the prog- 
ress of the investigation. Attempts on the part of the bankrupt to 
collect old accounts after proceedings have been instituted also indi- 
cate possible violations. 

In bankruptcy cases, particularly, local peace officers obtain valu- 
able information which is not available to an outside investigator. 


IMPERSONATION OF GOVERNMENT OFFICIALS 


Whenever information is received by a peace officer or law-enforce- 
ment official which indicates that an individual has falsely claimed 
to be an officer or employee of the United States, or that such individ- 
ual fraudulently acted as if he were a Federal officer for the purpose 
of obtaining or demanding anything of value, such as loans, credits, 
money, documents, or the cashing of checks, such information should 
be transmitted to the United States Bureau of Investigation, which 
will begin an immediate inquiry to determine whether a Federal law 
has been violated. 


LARCENY OF GOODS IN INTERSTATE COMMERCE 


Any facts which indicate than any person or persons have stolen 
anything being shipped from one State to another State, from any 
freight or express shipment, or that any person has received anything 
which was stolen from such shipments should be reported to the 
United States Bureau of Investigation. 


KIDNAPING 


Under the provisions of an act of Congress approved by the 
President on June 22, 1932, whoever transports or aids in transport- 


P 


4. WORK OF THE BUREAU OF INVESTIGATION 


ing in interstate or foreign commerce any person who has been un- 
lawfully seized, confined, inveigled, decoyed, kidnaped, abducted, or 
carried away by any means whatsoever and held for ransom or re- 
ward, is guilty of violating a Federal law. Also, if two or more 
persons enter into an agreement, confederation, or conspiracy to 
violate the provisions of this act and do any overt act toward carrying 
out such unlawful agreement, confederation, or conspiracy, such 
person or persons are guilty of violating the Federal kidnaping 
law. Cases of this nature are investigated by the United States 
Bureau of Investigation and any information in the possession of 
law-enforcement officials indicating a violation of this law should 
be transmitted to the nearest office of the bureau for appropriate 
attention. 


THEFT, EMBEZZLEMENT, OR ILLEGAL POSSESSION OF GOVERN- 
MENT PROPERTY 


Tt is a violation of a Federal law to embezzle, purloin, or steal any 
property of the United States, or to receive such property knowing 
the same to have been stolen. The bureau has investigative jurisdic- 
tion over offenses of this nature. 


ANTITRUST LAWS 


The United States Bureau of Investigation is charged with the 
duty of collecting all evidence of violations of the Federal antitrust 
laws. Violations of these statutes are usually reported by business 
concerns which have suffered injury through reason of a combination 
or conspiracy operating in restraint of trade between the States. 
Any information regarding contracts, combinations, or conspiracies 
in restraint of interstate trade, or tending toward a monopoly, and 
any acts of interference with interstate trade or commerce should be 
reported to the bureau. 


NATIONAL BANK AND FEDERAL RESERVE ACTS 


These statutes specify criminal offenses on the part of employees or 
agents of institutions coming under the jurisdiction of the above acts, 
such as embezzlement, abstraction, or misapplication of funds, and 
the making of false entries in the books of a national bank or a 
member bank of the Federal reserve system, or in reports to the 
Comptroller of the Currency. The United States Bureau of Investi- 
gation has investigative jurisdiction over such offenses and. desires to 
receive any information indicating a violation of the provisions of 
these acts. 
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CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed on Government reserva- 
tions, including Indian reservations, or in any Government building, 
or other Government property, is under the jurisdiction of the United 
States Bureau of Investigation, and any information concerning 
such crimes should be forwarded to the nearest bureau office. 


In addition to the violations listed herein the United States Bureau 
of Investigation has investigative jurisdiction over violations of the 
neutrality laws, and related. matters, the corrupt practices act, 
perjury, embezzlement, and bribery in connection with Federal 
statutes or officials, crimes on the high seas, and other Federal 
statutes. 


The chart shown on page 9 of this pamphlet reflects the accom- 
plishments of employees of the bureau in investigating alleged viola- 
tions of Federal criminal statutes during the fiscal years 1925 to 1932, 
inclusive. 


FUGITIVES FROM JUSTICE i 


The United States Bureau of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who 
are fugitives from justice by reason of violations of the Federal laws 
over which the bureau has jurisdiction, of escaped Federal prisoners, 
and parole and probation violators. When the arrest of a Federal 
fugitive from justice is not brought about within a reasonable time, 
the bureau issues what is known as an identification: order, which is 
distributed to peace officers in all parts of the country. These iden- 
tification orders contain the name, photograph, fingerprints, and 
description of the fugitive, together with all available information 
which might prove helpful in bringing about his arrest. When the 
fugitive is apprehended, an apprehension order is issued so that all 
efforts to locate the individual may be discontinued. If you do not 
already receive these orders, the bureau will be pleased to place your 
name on the mailing: list. 

It is highly important in investigations relating to fugitives from 
justice that any information secured be forwarded to the nearest 
bureau office without delay. The cooperation of State and local 
officials in this regard will be appreciated. 
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CRIMINAL IDENTIFICATION DATA 


The United States Bureau of Investigation, in addition to its 
field force of trained investigators, maintains in its identification 
section at Washington, D. C., à central clearing house of information 
pertaining to criminals and their records. The information in- 
cluded in the identification files is based primarily upon fingerprints, 
and the bureau’s collection is now the largest and most complete 
group of criminal fingerprint records of current value in existence. 

On September 1, 1932, there were over 3,250,000 fingerprint records 
and over 4,300,000 index records in the bureau’s archives. The chart 
which appears on the last page of this pamphlet illustrating the 
growth of this work since its inception in 1924 through the fiscal 
year ended June 80, 1932, reflects gratifying progress made possible 
by the cooperation of law-enforcement officials throughout the United 
States and foreign countries. At the present time, approximately 
2,000 fingerprint records are being received in the identification 
division daily from about 5,000 contributing law-enforcement agen- 
cies throughout the world. 

All peace officers are invited to avail themselves of the data on 
file in the fingerprint section of the United States Bureau of Investi- 
gation. The service is entirely free of cost, and is rendered to all 
regularly constituted law-enforcement officers and agencies. Fin- 
gerprint cards, franked envelopes, the pamphlet entitled ‘“ How to 
Take Fingerprints,’ and disposition sheets for the purpose of 
reporting dispositions to the bureau, are supplied gratis. 

When a fingerprint card is received in the bureau from a contrib- 
uting law-enforcement agency, a letter giving the criminal record, or 
informing of the fact that no record has been determined, is placed 
in the mails within 36 hours. Copies of such records, as a matter of 
policy, are sent to every contributor who previously has directed. 
a fingerprint inquiry to the bureau relative to the particular individ- 
ual concerned and the contributor is thus enabled to keep in touch 
with the individual’s current activities. 

Through the identification of individuals whose apprehension is 
desired, and who are indicated in the fingerprint records of the 
United States Bureau of Investigation as fugitives, about 230 per- 
sons who are wanted for various types of offenses, or as escaped 
prisoners or parole violators are located each month, as the result 
of identifications made in the bureau when fingerprint cards showing 
their arrest or commitment at certain points are received. 

In maintaining its fingerprint files, the United States Bureau 
of Investigation employs the Henry system with current extensions, 
and since the said system utilizes all 10 fingers for the classifica- 
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tion and filing of prints, it is extremely difficult for the bureau to 
identify latent fingerprints found at the scenes of crimes, unless 
some data with reference to the names of the suspect or suspects 
involved, with descriptive information, are supplied. 

In conducting its identification work, the United States Bureau 
of Investigation is essentially a cooperative organization, and can 
furnish to its contributing law-enforcement agencies only the infor- 
mation which it receives from them. The assistance of the police, 
sheriffs, wardens, State identification bureaus, and similar agencies 
has been very gratifying, but despite the splendid results which have 
been accomplished, it is felt that the bureau can render even more 
effective service when it receives all of the fingerprint records which 
law-enforcement officials are in a position to furnish. It is obvious 
that the most complete service can be given by the bureau as its 
records become more complete. The further cooperation of all peace 
officers will be of material assistance in this work. 

A pamphlet has been prepared by the United States Bureau of 
Investigation entitled “ How to Take Fingerprints,” which contains 
instructions concerning a simple and standardized method of taking 
fingerprints, and which also refers further to the bureau’s identifi- 
cation activities, including its activities in the international exchange 
of fingerprints. Any law-enforcement officer who is now, or may 
desire to become a contributor or correspondent of the United States 
Bureau of Investigation in its identification work, will be supplied 
with a copy of this pamphlet upon request. 


CRIME STATISTICS 


An additional function of the United States Bureau of Inves- 
tigation is the compilation and publication in cooperation with 
police officials throughout the United States of crime statistics based 
on a uniform classification of offenses for the entire country. Quar- 
terly bulletins are published by the bureau containing these com- 
pilations, which are calculated to show the extent and fluctuation of 
major crimes throughout the United States. The figures are based 
on the number of offenses known to the police and schedules have 
been prepared which are designed to minimize existing differences 
in the criminal laws of the various States and Territories, tending 
to bring about uniformity in crime statistics based on police records. 
A manual containing detailed instructions and plans for record 
systems, together with an outline of the schedules mentioned, is 
furnished interested police officials free of charge. In addition 
thereto, the necessary forms and addressed return envelopes requir- 
ing no postage are forwarded to cooperating officials each month. 
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The success of the work of compiling crime statistics rests naturally 
with the police officials in the United States. In order that this 
valuable information may be available for those who desire it, it is 
hoped that police officials will cooperate by submitting monthly 
returns on the forms provided on offenses committed in their dis- 
tricts. Complete instructions relative thereto will be furnished 
upon request to correspondents having official interest. 

Any inquiries concerning identification matters or uniform crime 
statistics should be addressed to: 

J. Epear Hoover, Director, 
United States Bureau of Investigation, 
Washington, D. C. 


SEPTEMBER 1, 1932. 
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United States 
Bureau of Investigation 


—— WASHINGTON ,D.C. -——— 
J, Edgar Hoover, Director 
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: К Ху 
JOHN EDGAR HOOVER S i 


DIRECTOR 
BH. S. Bureaun of Intestigation 
Bepariment of Justice 
Washington, B. G. 
HHC ; HCB адын, Б 


August 1, 1933. 


MEMORANDUM FOR THE DIRECTOR. 


With reference to Bureau memorandum dated July 29, 1933, 
suggesting a revision of the booklet entitled "The Work and 
Functions of the United States Bureau of Investigation, Depart- 
ment of Justice," you are advised that after & conference with 
Mr. Tolson, we were both of the opinion that the revision might 
well be delayed util after consolidations have been effected, 
in order to avoid the necessity of two revisions occurring at 
approximately the same time. With the prospective change in 
investigative jurisdiction, with the change in Bureau organiza- 
tion and with the possibility of a change of the name of the 
organization, it is therefore recommended that’ the revision 
be deferred until these changes have been consummated. 
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HEC: FCB May 26, 1955. 
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Special Agent in Charge, 

United States Burea: of Investigation, 
1900 Pankees Buildings, 

Chiccgo, Illinois. 


чь 7 


Dear Six: 


As you have previoukly been advised, the booklet entitled 


"The Tork of the United States Bureau of Investigation" hes been re- a 
vis d arā reprinted under the title of "The Wore and Functions of : 
the United States Burem of Investigation, Department of Justice." s 


A number of the revised booklets have been forwardcd to you for use 
in connection with he Euresu!s exhibit at the Chicago Centmry of 
Progress Exposition. Quite a number of the old booklets are on hand, 
and all of them are being shipped immediately to your office for dis-  :: 
tribution during the course of the Tair. It is desired, of course, н 
thatthe new booklet be siven to lav enforcement officials, prosecu- 
tors, Judges, Criminologists, members of the press, ará important 1 
personages vio misht male a request for these data. The old book- 

let, however, might profitably be utilized for distribution to "S 
school children and individuals who desire some information of a * 
ceneral character concerning the Eyrcau and who world not be handi- 
capped by the fact that they do not receive the more recent pub- 


lication. ы) 

There is likewise being sènt to your office the previous Ё 
edition of the booklet entitled "How to Take Fingerprints" which — 
will be for distribution along similar lines as the oldcr pamphlet SU. 
on the Wowk of the Burosu., The revised edition of the booklet, = 
"Ном to Take Finserprits", will be received during the next week Es 


from the Government Printing Office, ond should be distributed to law 
enforcement officials and personaces who would be entitled to receive 
the latest publication of this tyne. 


Very truly yours, 


Director, 
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IDENTIFICATION FUNCTIONS 


The United States Bureau of Investigation, in addition to 
its field investigative offices, maintains an identification divi- 
sion at Washington, D.C., wbich serves as a central clearing house 
of records pertaining to criminals, The information contained in 
the Bureau's identification files is based primarily upon finger- 
prints, which constitute the largest and most complete collection 
of current value in existence, 


On May l, 1933; there were 3,528,554 fingerprint rec- 
ords and 4,643,661 index cards in the Bureau's archives. The chart 
which appears in this pamphlet illustrating the growth of this work 
since its inception in 1924 through the fiscal year ended June 30, 
1932, reflects gratifying progress made possible by the cooperation 
of law-enforcement officials throughout the United States and foreign 
countries. On May 1, approximately 2,200 fingerprint records were 
being received in the Identification Division daily from -----53%5 224 
contributing law-enforcement agencies throughout the world. ? 


All peace officers are invited to avail themselves of the 
data on file in the Identification Division of the United States 
Bureau of Investigation. The service is given without cost to all 
regularly constituted law-enforcement officers and agencies desiring 
it. Fingerprint cards, franked envelopes, the pamphlet entitled 
"How to Take Fingerprints," and disposition sheets for the purpose 
of reporting dispositions to the Bureau, are supplied gratis. The 
Bureau also furnishes upon request copies of its pamphlets on the 
subject of latent fingerprints; court decisions as to the legality 
of taking fingerprints and the admissibility of fingerprint evidence; 
and the modification and extension of the Henry system of identifica- ' 
tion, devised by the Bureau's experts and applied to its own tech- 
nical files. 


Upon receipt of a fingerprint card from a contributing 
law-enforcement agency, a letter giving the criminal record, or 
informing of the fact that no prior record has been located, is 
sent to the contributor. An additional copy of the letter citing 
a prior record is transmitted in arrest cases for the benefit of 
the prosecutor as an aid in prosecuting the individual who has a 
previous record of arrest. This record is also of value to the 
Judge before whom a case is tried, as it is oftentimes studied 
before determining the length and character of sentence which the 
court imposes on a convicted person. 
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WORK AND FUNCTIONS OF THE UNITED STATES BUREAU OF INVESTIGATION 


. INTRODUETION- 


"The administration of. The United States Bureau of 
Investigation is based upon.the well-understood rule and policy 


77 that all Special Agents in the field must work in-close cooperation 
| with police officials, in their respective jurisdictions." FERIAS 


"The Identification Division is at your service every day of the ` 
year, І trust that you will avail yourselves at all times of iis 
desire to be of service to you." These quotations are from ad- 
dresses made to peace officers by the Director of the United States 
Bureau of Investigation, and disclose a fundamental policy-of co- 


"operation and service governing the operations “and administration 


of this Bureau. 


This publication is issued for the purpose of acquainting 
law- enforcement officials and agencies with the work and functions 
of the United States Bureau of Investigation of the Department. of. 
Justice. By this means. it is hoped that there will be brought to 
peace officers information which will tend to acquaint them with. the- 


- types of service which are available, and for the further purpose of 


encduraging a wider use of the facilities of this Bureau. There is 
being presented an outline of the investigative, fingerprint. identi- 
fication and crime statistics. fanctions of-the' Bureau,- and ib is sug- 
gested that this publication be retained for your future reference’ 
and guidance whenever an opportunity arises for you to acquaint your- 
self in greater detail with these functions. In the event any — 
larly constituted law-enforcement official or agency is not at the. 
present time making use of. the facilities of this Bureau, or in the 
event there has been a limited participation in these functions, you 
are invited to make full use of the opportunities in connection with 
the various functions herein outlined. 


It is a pleasure to quote the following statement from. a 
recent address by the Attorney General of the United States concerning 
the Department of Justice, .of which this Bureau is an integral par: 


"In brief, I aim ab asane, wholesome administration. 
The Department of Justice belongs. to the people of ` 
America. It is their servant ministering to their. 
needs and. I bespeak for. it the support and the good ` 
opinion of all law-abiding citizens." 
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INVESTIGATIVE FUNCTIONS 


This Bureau has investigative jurisdiction over all viola- 
tions of Federal Laws and matters in which the United States ig or may 
be a party in interest, except those matters specifically assigned by 
Congressional enactment or otherwise to other Federal agencies. 1% 
does not have investigative jurisdiction over violations of the Nation- 
al Prohibition, Counterfeiting, Narcotic, Customs and Smuggling, Postal 


or Immigration Laws. .Among those matters under the primary jurisdic- 


tion of this Bureau which receive most frequent attention are the 


following: 


Administrative Investigaiions 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District 
of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Civil Rights and Domestic 
Violence Statute 

Claims Against the United States 

` Claims by the United States . 

Condemnation Proceedings 

Conspiracies 

Contempt of Court, 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Crimes on indian Reservations 

Crimes on Government Reservations 

Crime Statistics 


Destruction of Government Property . 


. Espionage 

Federal Kidnaping Act 

Federal Reserve Bank Act 
Federal Eight-Hour Law 
Federal Disbarment Proceedings 
Frauds against the Government 
Identification Usages 





Migratory Bird Act 


Illegal Wearing of Service Uniforms 

Illegal Use of Government Transpor- 
tation Requests 

Impersonation of Federal Officials 

Interstate Transportation of 

| Explosives Violations 

Interstate Commerce Violations 

Intimidation of Witnesses 

International Claims 

Larceny from Interstate Shipments 

Location of Escaped Federal Prisoners 

Location of Missing Witnesses 


National Bank Act 

National Motor Vehicle Theft Act 

Neutrality Violations | 

Obstruction of Justice 

Peonage Statutes : 5. ; 

Passports and Visas 

Patent Violations 

Parole and Probation Violations 

Perjury 

Personnel Investigations 

Red Cross Violations 

Seed Loan Act 

Theft or Embezzlement of Government 
Property 

Treason 

Veterans Bureau Violations 

White. Slave Traffic Act 
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The, Director of the United States Bureau of Investigation 
has under his jurisdiction twenty-two field offices located through- 
out the United States. Each field office is under the immediate ad- 
ministration of a Special Agent in Charge who has supervision in his 
respective district over the investigations of all offenses against 
the laws of the United States which are under the jurisdiction of the 
Bureau. Any information concerning a violation of a law which is in- 
vestigated by this Bureau coming to the attention of a law-enforce- 
ment official or peace officer should be sent by letter to the Special 
Agent in Charge of the district in which such officer is located. Іп 
the event the matter is urgent and requires expeditious attention, a 
telegram may be sent "Government Rate Collect" to the Special Agent 
in Charge. For your convenience there appears a map of the United 
States showing the territories covered by each of the field offices, 








and by reference to this map you will be able, when necessary, to 
ascertain to which office your communication should be addressed. 
For your further convenience, the mail and telegraphic address, as 
well as telephone number, of each of these offices is set forth. 


Communications to a field office of this Bureau should 
be addressed to the Special Agent in Charge at the city indicated. 
Mail and telegraphic communications should be sent to the building 
Special Agent in Charge, United States Bu- 
reau of Investigation, 224 Federal Building, Oklahoma City, Okla. 


address. 


OFFICE 





Birmingham, Ala. 
Charlotte, N. C. 
Chicago, 111. 
Cincinnati, Ohio 
Dallas, Texas 
Detroit, Mich. 
Honolulu, Hawaii 
Jacksonville, Fla. 
Kansas City, Mo. 

Los Angeles, Calif. 
New Orleans, La. 
New York, N. Y. 
Oklahoma City, Okla. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Portiand, Oregon 
Salt Lake City, Utah 
San Antonio, Texas 


San Francisco, Calif. 


St. Louis, Mo. 
St. Paul, Minn. 
Washington, D. C. 





For example: 


BUILDING ADDRESS 


201 Liberty Nat'l. Life 
1806 First Nat'l. Bank 
1900 Bankers' 

1420 Enquirer 

Post Office 

625 Lafayette 

Federal 

Atlantic Nat'l1.Bk.Blidg. Annex 
905 Federal Reserve Bank 
619 Federal 

3263 Post Office 

370 Lexington Ave. ,Rm. 1403 
224 Federal 

735 Philadelphia Saving Fund 
1206 Law and Finance 

$18 Old Post Office 

900 Ezra Thompson 

1216 Smith-Young Tower 

318 Hewes Bldg. 

801 Title Guaranty 

205 Post office 
Hurley-Wright 


3 


TELEPHONE NO. 


7-1755 
$-4127 
Andover 2411 
Parkway 4441 
2-6 
Cadillac 2835 


5-8209 

Victor 3054 
Mutual 2201 
Raymond 1965 
Caledonia 5-8691 
2~8204 

Walnut 2213 
Grant 2727 
Broadway 0446 
Wasatch 1797 
Fannin 8052 
Hemlock 4400 
Central 1650 
Garfield 2193 
National 0185 
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‚Тре United States Bureau of. Investigation has no: prose- 
cutive jurisdiction or control. The prosecution of violations of 
Federal laws is a function of the United States Attorneys in the 
various Federal judicial districts throughout the United States. 
All information obtained by employees of this Bureau relative to 
alleged violations of Federal. laws is submitted to the United 
States Attorney for his information and guidance to determine 
whether prosecutions should be initiated against the individuals 
involved. 


The following summarizsd information deals with some 
of the more frequent types of violations of Féderal laws over 
which this Bureau has investigative jurisdiction. From an ex-. 
amination of, this information there will be. found an indication: 
of the facts which the Bureau desires to receive from State or - 
local officials when Federal prosecution is desired in order .that 
an appropriate investigation may be made and the facts submitted 
to the United States Attorney: 


ANTITRUST LAWS 


The United States. Bureau of Investigation is charged 
with the duty of collecting evidence of violations. of the Federal 
antitrust laws. Violations of these statutes are usually reported 
by business concerns which have suffered injury through reason of 
& combination or conspiracy operating in restraint of trade be- 
tween the States. Any information regarding contracts, combina- 
tions, or conspiracies. in restraint of interstate trade, or tend- 
ing toward a monopoly, and any acts of interference with inter- 
state trade or commerce should be reported to the Bureau. 


t 


BANKRUPTCY VIOLATIONS 


It is the duty of the United States Bureau of Investi- 
gation to investigate alleged violations which occur in the ad- 
ministration of the National Bankruptcy. Act. Violations of this 
act are usually reported to the Bureau by referees in bankruptcy, 
trustees, credit associations, or creditors. However, the Bureau 
will appreciate receiving any information which you may obtain 
relative to violations of this act, such as concealing money, mer- 
chandise, or property either before or after the filing of the 
bankruptey petition; concealing, destroying, mutilating, or falsi- 
fying books and records before or after the bankruptcy petition 
was filed; receiving concealed property, or perjury or false claims. 
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Information that shipments were made from thé bankrupt 
store late at night or in a covert manner; that vans or trucks 
were loaded at the bankrupt's premises; that the bankrupt hastily 
liquidated his affairs immediately prior.to closing by sacrifice 
or below-cost sales, all are significant of irregularities-and are 
a material aid to the progress of. the investigation. Attempts on 
the part of the bankrupt to collect old accounts after proceedings з 
have been. instituted also indicate possible violations. 


CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed.on Government 
reservations, including Indian reservations, or in any Government - . 
building, or on other Government property, is under the jurisdiction 
of the United States Bureau of Investigation, and any information 
concerning such crimes Sron ta be forwarded to the neares t Bureau 


office. 


ESCAPED FEDERAL PRISONERS AND FUGITIVES 


The United States Bureau of Investigation conducts inves- 
tigations for the purpose of locating and causing the arrest of 
persons who are fugitives from justice by reason of violations of 
the Federal laws over which the Bureau has jurisdiction, of. escaped 
Federal prisoners, and parole and probation violators. When the ar- 
rest of a Federal fugitive from justice is not brought about within 
а reasonable time, the Bureau issues what is known аз an identifica- 
tion order, which is distributed to peace officers in all parts of. 
the country. These identification orders contain the name, photo- 
graph, fingerprints and description of the fugitive. together with all 
available information which might prove helpful in bringing about 
his arrest. When the fugitive is apprehended an apprehension order 
is issued so that all efforts to locate the individual may be dis- 
continued. If you do not already receive these orders, the Bureau 
will be pleased to place your name on the mailing list. 





It is highly — in investigations relating to fugi- 
tives from justice that any. information secured be forwarded to the 
nearest Bureau office without delay. The cooperation of State and 
local officials in this regard will be appreciated. 





A 
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IMPERSONATION 


Whenever information is received by a peace officer 
or law-enforcement official which indicates that an individual 
has falsely claimed to be an officer or employee of the United 
States and that such individual fraudulently acted as if he 
were a Federal officer, or that he obtained or demanded anything 
of value, such as loans, credits, money, documents, or the cash- 
ing of checks, such information should be transmitted to the 
United States Bureau of Investigation, which will begin an im- 
mediate inquiry to determine whether a Federal law has been vio- 
lated. : 


KIDNAPING 


Under the provisions of an Act of Congress approved by 
the President on June 22, 1932, whoever transports or aids in 
transporting in interstate or foreign commerce any person who 
has been unlawfully seized, confined, inveigled, decoyed, kid- 
naped, abducted, or carried away by any means whatsoever and held 
for ransom or reward, is guilty of violating a Federal law. Also,. 
if two or more persons enter into an agreement, confederation, or 
conspiracy to violate the provisions of this act and do any overt 
act toward carrying out such unlawful agreement, confederation, or 
conspiracy, such person or persons are guilty of violating the 
Federal kidnaping law. Cases of this nature are investigated by 
the United States Bureau of Investigation and any information in 


` the possession of law-enforcement officials indicating a violation 


of this law should be transmitted to the nearest office of the 
Bureau for appropriate attention. 


LARCENY FROM INTERSTATE SHIPMENTS 


Any facts which indicate that any person or persons have 
stolen anything being shipped from one State to another State, from 
any freight or express shipment or passenger car, or that any person 
has received anything which was stolen from such shipments should be 
reported to the United States Bureau of Investigation. 


NATIONAL BANK AND FEDERAL RESERVE ACTS 


These statutes specify criminal offenses on the part of 
employees or agents of institutions coming under the jurisdiction of 
the above acts, such as embezzlement, abstraction, or misapplication 
of funds, and the making of false entries in the books of a national 
bank or a member bank of the Federal Reserve System, or in reports to 
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the Comptroller of the Currency. The United States Bureau of Investi- 
gation has investigative jurisdiction over such offenses and desires 
to receive any information ао a HASTA On of the provisions 

of these acts. 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport a stolen. motor vehicle from one State 
to another State, knowing the same to have been stolen, mày be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle.- Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which -. 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
act, which is also known as the Dyer Act. І 
When. an individual is found in- possession of an automobile 
and there is reason to believe that his possession of the motor 
vehicle is not lawful and that the said motor vehicle has been stolen 
and transported in interstate or foreign commerce, if the facts are- ` 
called to the attention of the Bureau an investigation will ‘be made 
to determine whether there has been a violation of the National Motor 
Vehicle Tustt Act. 





THEFT, ‘EMBEZZLEMENT, OR ILLEGAL: POSSESSION OF 
GOVERNMENT PROPERTY 


It is a violation of a Federal law to embezzle, purloin, or 
steal any property of the United States, or to receive such property 
knowing the same to have been stolen. The Bureau has investigative 
jurisdiction over offenses of this nature. 


WHITE «SLAVE TRAFFIC ACT- 


uM 





- The White Slave Traffic. Act is frequently referred to as the 
Mann Act. This act provides that any person who shall knowingly trans- 
port or cause to be transported, or aid or assist in obtaining trans- 
portation for, or in transporting, in interstate or foreign commerce, 
any woman or girl for the purpose of prostitution or debauchery, or to 
engage in other immoral-practices, shall be deemed guilty of a felony. 
The United States Bureau of Investigation is desirous-of-receiving any 
information which comes to your attention ange eating a violation of - 
this act. foi 4 
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IDENTIFICATION FUNCTIONS 


The United States Bureau of Investigation, in addition to 
its field investigative offices, maintains an identification divi- 
sion at Washington, D. C., which serves as a central clearing house 
of records pertaining to criminals. The information contained in 
the Bureau's identification files is based primarily upon finger- 
prints, which constitute the largest and most complete collection 
of current value in existence. 


On May 1, 1933, there were 3,528,554 fingerprint rec- 
ords and 4,643,661 index cards in the Bureau's archives, The chart 
which appears in this pamphlet illustrating the growth of this work 
since its inception in 1924 through the fiscal year ended June 30, 
1932, reflects gratifying progress made possible by the cooperation 
of law~enforcement officials throughout the United States and foreign 
countries. On May 1, approximately 2,200 fingerprint records were 
being received in the Identification Division daily from 5,779 con- 
tributing law-enforcement agencies throughout the world. 


All peace officers are invited to avail themselves of the 
data on file in the Identification Division of the United States 
Bureau of Investigation. The service is given without cost to all 
regularly constituted law-enforcement officers and agencies desiring 
it. Fingerprint cards, franked envelopes, the pamphlet entitled 
"How to Take Fingerprints," and disposition sheets for the purpose 
of reporting dispositions to the Bureau, are supplied gratis. The 
Bureau also furnishes upon request copies of its pamphlets on the 
subject of latent fingerprints; court decisions as to the legality 
of taking fingerprints and the admissibility of fingerprint evidence; 
and the modification and extension of the Henry system of identifica- 
tion, devised by the Bureau's experts and applied to its own tech- 
nical files. 


Upon receipt of a fingerprint card from a contributing 
law-enforcement agency, a letter giving the criminal record, or 
informing of the fact that no prior record has been located, is 
sent to the contributor. An additional copy of the letter citing 
a prior record is transmitted in arrest cases for the benefit of 
the prosecutor as an aid in prosecuting the individual who has a 
previous record of arrest. This record is also of value to the 
Judge before whom a case is tried, as it is oftentimes studied 
before determining the length and character of sentence which the 
court imposes on a convicted person. 


10 
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The Bureau places notations in its files, upon request of 
peace officers, indicating that the arrest.of an individual is de- 
sired as a fugitive. Through this procedure, after classifying and 
searching incoming cards, about 350 persons wanted for various types 
of offenses ranging from misdemeanor to murder or as escaped prisoners 
or parole violators are identified each month. This service is àm- 
plified and its value enhanced by the Bureau's action in publishing 
and distributing to contributors of fingerprints, monthly bulletins 
listing fugitives wanted throughout the country for major crimes. 

This bulletin also contains articles of current interest to law-en- 
forcement officers, such as treatises on latent fingerprints, ciphers 
or similar subjects of a scientific character in the field of crimi- 
nology studied in-the Bureau's research and criminological laboratory. 


For the benefit of constituted authorities these finger- 
print records are also used on frequent occasions to identify unknown 
deceased persons as well as individuals, who, because of some malady, 
have forgotten their identity. Likewise it proves of value. in 
determining if applicants for positions, under the Civil Service of 
the Federal, state, county or municipal governments, have a previous 
record on file which might show the applicant- is not of a proper char- 
acter to receive the appointment. ` 


In maintaining its fingerprint files, the United States. 
Bureau of Investigation employs the Henry system with current exten- 
sions, which utilizes all 10 fingers considered as a unit for the 
classification and filing of prints. In addition there is maintained 
a separate collection of fingerprints of kidnapers and extortion- 
ists, which are filed individually or singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of 
identifying latent fingerprints left at the scenes of crimes by 
kidnapers and extortionists. Unless latent fingerprints of such of- 
fenders are those of the individuals whose separate impressions are 
filed in the single-print collection, it is difficult for the Bureau 
to identify the latent prints. However, if the names or aliases of 
any suspects are furnished the Bureau together with descriptive in- 
formation, then the actual prints may be compared with the latent 
impressions and thus it may be possible to establish an identifica- 
tion, 


In conducting its identification work, the United States 
Bureau of Investigation is essentially a cooperative organization, 
and can furnish to contributing law-enforcement agencies only that 
information which it receives from them. The assistance of the 
police, sheriffs, wardens, state identification bureaus, and similar 
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agencies has been. very gratifying, but despite.the splendid results 


`. which have been.accomplished, it is felt that the Bureau can render 


even more effective service when it receives all of thé fingerprint 
records which law-enforcement officials are in a positiori to furnish. 
It is obvious -that even better service can be given’ by the Bureau 

as its records become more complete. All peace officers are there- 
fore invited to make the fullest possible use of this cooperative 
project. : i 


A pamphlet has been prepared and is available entitled 
"How to Take Fingerprints," which contains instructions concerning 
a simple and standardized method of taking fingerprints, and which 
also refers further to the Bureau's identification.activitiés, in-- 
cluding its participation in an international exchange of finger- 
prints with the identification bureaus of 55 foreign. countries for 
the purpose of identifying criminals who may have records of an... 
international character. The prints of persons arrested in the 
United States will be sent upon request to any. of these foreign - 
identification bureaus. Any law-enforcement officer who-is now, .. 
or may desire to become a contributor of fingerprints to the 
United States Bureau of Investigation in its identification work, 
will be supplied with a copy of this pamphlet ‘upon request. The 
cost of the equipment necessary to take the prints is trivial; 
in fact it may be improvised locally with but slight expense. This 


: Bureau will supply the needed cards and envelopes which require no 


postage, without. cost, while the benefits of the information fur- 


.nished by the Bureau are so manifold and so far outweigh the rela- 


tively small amount of work involved, that the service is usually 
continued after initial fingerprinting activities are started. | 
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CRIME STATISTICS FUNCTIONS 


STS 





In accordance with an Act of Congress approved June 11, 1950, 
the United States Bureau of Investigation began the compilation of 
uniform crime statistics. The collection of such crime data had been 
initiated by the Committee on Uniform Crime Records of the Interna- 
tional Association of Chiefs of Policé in January of that year in 
response to a long-felt need for. somparab ie: crime statistics on a 
nation-wide scale. 


The €— of uniform crime reporting includes monthly and 
annual reports of offenses known and offenses cleared by arrest and 
an annual report of the number of persons charged, і.ө., held for 
prosecution, by the' police. This Bureau provides the necessary re- 
turn forms and tally sheets, and return envelopes which require no 
postage. There is also available for distribution to interested law- 
enforcement agencies tHe Manual, "Uniform Crime Reporting," which 
includes. detailed instructions with reference to the preparation of 
the crime reports, and in addition describes and illustrates the 
police record forms which, if maintained, will make available the 
data desired in the monthly and annual crime returns submitted to 
the Bureau. 


In order to supplement the statistics obtained from the 
records described above, the Bureau periodically makes tabulations 
of data from the fingerprint cards currently received from law-en- 
forcement officials throughout the country. The information tabu- 
lated from these records pertains particularly to the age and pre- 
vious criminal history of persons arrested and fingerprinted. This 
information, together with the data obtained from the uniform crime 
reports, is published in a quarterly bulletin which is mailed to all 
interested law-enforcement officials, as well as others having a 
special interest in statistics of this character. 


Due in no small measure to the cooperation of police de- 
partments and other similar agencies throughout the country the 
project of collecting uniform crime reports has shown continued 
progress during the past three years. In 1950 monthly returns were 
received from 1,127 cities, representing a total population of 
45,929,965; in 1981 returns were received from 1,511 cities, repre- 
senting a total population of 51,145,734; and during 1932 there were 
1,578 cities, with an aggregate population of 53,212,250, which con- 
tributed the crime reports. A majority of the larger cities through- 
out the country send these reports regularly to the Bureau. Any 
law-enforcement officials who are not now contributing such reports 
are invited to do so, and the necessary blank forms may be obtained 
without cost from this Bureau. 
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CONCLUSION 


The growth and development of the fünctions of ihis Bureau 
are matters in which we all can take considerable pride. Because of 
the fact that this growth and development have been the result of a 
united cooperative endeavor and because law-enforcement officials Sa 
and agencies throughout the Nation have as a result of their cooper- 
ation made this progress possible, it is believed that you will find 
an interest in the accompanying charts which show the accomplishments * 
during the past several years. In the event more detailed informa- 
tion is desired in connection with the work of the United States Bu- 
reaú of Investigation, it is hoped that you will feel free to confer 
with any Special Agent of the Bureau who comes into daily contact 
with law-enforcement officials and agencies throughout the Nation. 
In the event you desire additional information concerning the iden- 
tification and crime statistics functions, your inquiry should be 
addressed to: 





John Edgar Hoover, Director, 
United States Bureau of Investigation, 
Washington, D. C. 


June 1, 1933... 
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MEMORANDUM FOR THE DIRECTOR 





There is attached a typewritten copy of the new booklet 
entitled, "The Work and Functions of the Division of Investigation, 
0. S. Department of Justice", which is to be dated August 30, 

1933. The attached copy is an exact reproduction of the rough 
draft copy of the rewrite of this booklet which has already been 
approved by Messrs. Tolson, Clegg, and Edwards. If the form and 
content of the new booklet meet with your approval, it is 
contemplated that 10,000 copies will be printed as soon as possible. 


The remaining 3,000 copies of the old booklet entitled, 
"The Work and Functions of the United States Bureau of Investiga~ 
tion", have been sent to the Chicago Office, with instructions 
that they are to be used up as rapidly as possible at the 
Division's exhibit at the Chicago Exposition, and the Chicago 
Office has been requested to notify the Division as to the number 
of copies of the new booklet which it desires for the exhibit at 
the Exposition. 


Respectfully, 
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WORK AN FUNCTIONS OF THE DIVISION OF INVESTIGATION, 9. 8. DEPARTISNT OF JUSTICE 
INTRODUCTION 


"The administration of The Division of Investigation, Us Se 
Department of Justice is based upon the well understood rule and policy 
that a11 Special Agents in the field must work in elose cooporation 
with police offiatals in their respectiva jurisdictions," bobas 
"Tho Identification Unit is at your service everyday of the 
yer. I trust thet you will avail yourselves at all times of its 
desire to he of service to you," These quotations sre from ade 
adresses mace to peace officers by the Director of Division of Invostiga- 
tion, and disclose a fundamental policy of cooperation end service 
governing the operations und administretion of this organization, 


This publication is issued for the purpose of acquainting 
lew-enforcenent officials and agencies with the work and functions 
of the Division of Investigetion, 9. 5, Department of Justica. Ту 
this means it is hoped that there will be brought to peace officers 
information which will tend to acquaint then with the types of 
service vhich are avallable, and for the further pnumose of sneourage 
ing; a wider use of the facilities of this Division. There is being 
presented eu outline of the investigative, fingerprint identification 
and crime statisties functions of the Division, and 1t is suggested 
that thie publicstion be retained for your future reference and 
guidance rhanever an opportunity arises for you to acqueint your- 
sel? in greater detail with these functions. IJn the evant any терпе 
larly constituted lew-enforcenent official or seaney le not at the 
present tine making use of the facilities of this orgrnization, or 
in the event there haa been a Limited participation in these functions, 
you are invited to make full use of the onportmmities in connection 
with tha various funetions herein outlined. 


It is a pleasure to quote the following stateuont fron & 
recent aldress by the Attorney Generel of the United States concerning 
the Depart:ent of Justice, of which this Division is an integral part: 


"In brief, T aim at a sane, wholesome siministration. 
The Department of Justice belongs to the people of 
America, Tt is their servent ministering to their 
needs and I bespeek for it the support and the good 
opinion of all, Lew-abidine citizens." 





WORK AND FUNCTIONS OF TE. DIVISION Or STIG! TION 


INVESTIGATIVE FUNCTIONS 


This Division has investigative jurisdiction over all viola- 
tions of Federcl Lows cad matters in which the Unite) States 18 ог may 
be n perty in interest, axcent those matters svecifieclly assigned by 
Congroasioncl onactuent or othorrisa to othor Federsl agencies. 15 
doss not hevs invontigotiva Jurisdiction over tiolations of the Counter» 
foltine, Mimcotie, Guuytous and Zmueciings, Past<l or Inmicration Lawa. 





Among those retters under the primary jurisdiction of this Division 
which receive most frequent attention are the following: 


Administrotivo Investiratione 

Atmiralty Law Violations 

Antitrust Laws 

Avplicants for Positions 

Bank Emberzlements in Distviet 
of Columbi- 

Bankreuntey Frauds 

Bondsmen and Suretias 

Bribery 

Civil Nichts an? Domestic 
Violence Statute 

Claims Agdinst the United States 

Claine by tre Unite? States 

Condemnation Proseedings 

Conspiracies 

Conterot of Court 

Copyright Violations 

Crimes on tha Bich сева 

Crimes in Alaska 

Crimes on Inlan Reservations 

Crimes on Covernment Reservetions 

Сгіле Statisties 

Destruction of Covernnont Property 

Espionage 

Тейеуеі Kidnaping Act 

Federal Reserve Benk Aot 

Federal Sight+Hour Lew 

Tederel Misbarnent Proceedings 

Frauds agcinst the Covernment 

Identification Useges 


Yilegal Wosríns of самое Uniforms 

Tllegal Use of Covernnent Transpor- 
tation Requests 

Impersonation of Tojeral Officiels 

Interstate Transnorteation of 
Explosives Violations 

Interstate Commerce Violations 

Intimidation of inessa: 

international Claims 

Larceny from Interatate Shipments 

Loosticn of Esesped Federal Prisoners 

Location of Missing Witnesses 

Migratory Bird Act 

Nationel Bank Act 

National Motor Vehitle Theft Act 

Neutrality Violations 

Obatruction of Teatica 

Peonese Statutes 

Passports and Vises 

Patent Violations 

Parole and Probation Violations 

Perjury 

Personnel Investirceations 

Red Cross Violations 

Seed Loan Act 

Theft or Embezzlement of Government 

Property 

Trecuon 

Vetorana Bureau Violations 

White Slave Traffic Act 


























WORK AND FUNCTIONS OF TUE DIVISION OF INVESTIGATION 


The Director of the Division of Investigation has under 
hia jurisdiction twenty-three field offices located throughout the 


United States, 


Each field office 1s uncer the inmediato ag- 


ministration of € Special Agent in Charge who haa supervision in his 
respectiva district over the investigctions of all offenses against 
the laws of the United States which are under the jurisdiction of this 


Division. 


Any information concerning a viol<tion of a lew mich is in~ 


vestigated by this Division coming to the attention of a lew-enforce~ 
ment official or peace officer should be sent by letter to thse Әлесігі. 
Agent in Charge of tae district in «nich sucr orfíicor ie 1007432. In 
ъло event the matter is urgent and requires expetiticus attorlicn, а 
telegram may be sent “Governuent Rato Collect" to the Special Agent 


in Charge. 


For your convenience there appesre в опер of the United 


States showing the territories covered by ench of te field offices, 
and by reference to this mao you will be able, when necessery, to 
ascertain to which office your communicrtion shonla be ardresead. 
For your further conyenioace, the mail anc’ teleerap tie address, as 
well as telephone number, of each of these offices ir set forth. 


Comuunications to a field office of this Division should 
be addressed to the Special Agoat In Charge at tho city intiected. 
Mail and telegraphic communications should be sont to the building 


adress. 


Tor exampió: 


Speciel Agent in Charge, Division of Investigs- 


tion, U.S. Department of Justice, 224 Federsl Buildin, Oklchoma City, Okla. 


OFFICE 


Birmingham, Ala. 
*Boston, Mass, 
Butte, Mont, 
Cherlotte, М, Gs 
Chicaro, Til. 
Cincinnati, Ohio 
Dalias, Texas 
Detroit, Mich, 


Jacksonville, Fla. 


Kansas City, Mo. 


Los Angeles, Calif. 


New Orleans, Las 
New York, H. Y. 


Üklshoma City, Okls, 


' - Philadelphia, Pe. 


' Pittsburgh, Ра. 
Portland, Oragon 


Salt Lake City, Uteh 


San Antonio, Texas 


San Francisco, Calif. 


St, Louis, Mo. 
St. Paul, Minn, 


Washington, D. C. 


BUILDING ATTRIIS 


201 Liberty Nat'l. Life 
federal 

Federal 

1806 First Nst'l. Bark 
1900 Bankers! 

1420 Enquirer 

Post Offices 

625 Lafayette 


Atlantic Nat'l. Bk.Bldg.Annex 


905 Federal Reserve Bank 
819 Foderzl 

320% post Offlco 

370 Lexington AV:+, 2.1403 
224 Federal, 

735 Philadelvhia Saviaz Tuna 
1205 Lew and Finance 

31 O10 Pest Offices 

$00 Zzra Thompson 

1216 Smith-Young Tower 

318 Hewes Bldg. 

801 Title Guaranty 

203 Post Office 
Hurley-Wright 


TELEPHONE YO. 
#1755 


A-4754 
5.0129 
Andover 2411 
Parkway 4441 
2-3238 
Cafillac 2835 
5-8209 
Vietor 3054 
Mutual 2201 
Paymond 1965 
Caledonia 5-2691 
2-8204 
Yalnut 2215 
Grant 2727 
Broadway 0446. 
Yasateh 1797 
Fannin 8052 
Hemlock 4400 
Central 1650 
Garfield 2193 
National, 0185 


"The Boston, Mass., office is to be opened October 1, 1955, 


5 














WORE AND FONCTIONS OF THE PIVISION OF INVESTIGATION 


Bieninghtn 
Boston 

Butte 

биш 220. 
Cincinnati 
Dallas 
Detroit 
Jacksonville 
Kansas City 
Los Angeles 
New Orleans 
New York 
Oklahoma Clty 
Philadelphia 
Pittsburgh 
Portland 

halt Lake City 
nan Antonto 
San Francisca 
ot, Louis 
Ste Paul 
Vashington 





insert new map 























ж 


TORK AND FUNCTIONS OF THZ DIVISION OF INVESTIGATION 


The Division of Investigation has no prosecutive jurisdiction 
or control. The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Division relative to alleged violations of Federal laws is sub- 
mitted to the United States Attorney for his information and guidance 
to determine whether prosecutions should be initiated ageinst the in- 
dividuals involved. 


The following summarized information deals with some of the 
more frequent types of violations of Federal laws over which this 
Division has investigative jurisdiction. From an examination of this 
information there will be found an indication of the facts which 
the Division desires to receive from State or local officials when 
Federal prosecution is desired in order that an appropriate investiga. 
tion may be made and the facts submitted to the United States Attorney: 


ANTITRUST LARS 


The Division of Investigation is charged with the duty of 
collecting evidence of violations of the Federal antitrust Laws. 
Violations of these statutes are usually reported by business concerns 
which have suffered injury through reason of a combination or 
conspiracy operating In restraint of trade between the States. Any 
information regarding contracts, combinations, or conspiracies in 
restraint of interstate trade, or tending toward a monopoly, and any 
acts of interference with interstate trade or commerce should be 
reported. 


BANKRUPTCY VIOLATIONS 


It is the duty of the Division of Investigation to investi” 
gate alleged violations which occur in the administration of the 
National Bankruptcy Act. Violations of this act are usuelly reported 
by referees in bankruptcy, trustees, credit associations, or creditors. 
However, the Diwision will appreciate receiving any information which 
you may obtain relative to violations of this act, such as concealing 
money, merchandise, or property either before or after the filing of 
the benkruptey petition; concealing, destroying, mutilating, or falsi- 
fying books and records before or after the bankruptcy petition 
was filel; receiving concealed property, or perjury or false clams, 

















JJ [ 
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such crimes should be forwarded to the nearest field office, 
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Information that shipments were made from the bankrupt 
store late at night or in а covert manner; thet vane or trucks 
were loaded at the bankrupt’s premises; that the bankrupt hastily 
liquidated his affairs immediately prior to closing by sacrifice 
or below-cost sales, all are significant of irregularities an’ are 
a material aid to the progress of the investigation. Attempts on 
the part of the bankrupt to collect old secounts after proceedings 
have been instituted also indicate possible violations. 





CRIMES ON GOVERIRIENT RESERV: TIONS 


The investigation of crimes committed on Government 
reservations, including Indian reservetions, or in any Government 
building, ox on other Government property, is under the jurisdiction 
of the Division of Investigation, and any information concerning 


ESCAPED FEDER’ PRISONS AT" FUGITIVES 


The Division of Investigction conducts investigations 
for the purpose of locating and causing the arrest of persons who 
are fugitives from justice by rcason of violations of the Federal 
laws over which the Division has jurisdiction, of escepsd 
Federal prisoners, and parole and probation violators. When the 
атте t of a Federal fugitive from justice is not brought about 
within & reasonable time, there is issue whet is known as en 
Identifiention Order, which is distributed to peace officers in all 
parts of the country. These Identification Orders contain tho 
name, photograph, fingerprints aud dosoripiion of the fugitive 
together with all available inforastion which night prove helpful 
in bringing about his arrest, When the fugitive is appre ended 
an avprehension order is issued so that all efforts to locate the 
individuel may be discontinued. ІГ you do not already recaiva 
thecae orders, te Division will be pleased to place your nao ou the 
meiline list, 


It is highly important in investigations relating ic tugi- 
tives from justice that any information secured be forwarded to the 
ne£rost field office without delay. The cooperation of State and 
106251 officials іп а тарата will be appreciated. 
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FORK ¿Nu FUNCTIONS OF THZ CIVIGION O6 INVES LIGATION 
INP ERSONATION 


Whenever inforuation Ах raseiwet by 4 pease officer 
ст leaceerforesiect official which iudivates thet an individusl 
ham frlsely sleimed to he zu officer or exployes of the United 
States end that such individual fraudulently sates as if he 
were & Federal o*fiewr, or that ka obtained o- dananded auyliing 
of velez, such es loens, eredita, money, doeuments, ar the reseh- 
ing of checks, such information should be transmitted fo the 
Division of Invastigetion, which will besin an immediate inquiry 
to datermine whether а Fecersl, law has buen viol ted. 


RI ADINC 


Tater ihe provision: of an Aot of Congress approved by 
tro Prosidss5 on June 22, 1932, whoa*or ireusporis or síi^s im 
transporting iu interstate ог forelen commerce any person who 
has bees unlawfully selzad, confined, inveigled, decoyed, kid~ 
nmepec, abdueted, or carried away by any means whatsoever and held 
for ransom or xazar!, is guilty of viol«ting a Federal law. Also, 
if tao or sore porsing anter Into An Bercement, confsderstion, oy 
зопвойтаеу to violate fle provisions of 5his act zm do any ovart 
aet towsri carryinz oit uuct unlewful вдревлепб, confederation, or 
Sonsyiracy, such person ar nersoss ars guilty of wiolatiag the 
Teder L kiinuoinz le, Cassa of ule namas nya invectigoted by 
the “Ivicion of Точев ия Вол SRT валу lzforgation im thë possession 
of lov-enfoycaits? offfeicls in.derting a violsidon of this las 
Should be гапа f fie me: ceai Pisls offices 


Lil CENY ОМ i OTP. aian 


Any facts whieh inóiente flat any peraon or persons hare 
stolen ruyi5inn being shi pec frou ene State to engthur siste, Proa 
& y freicht ог express shipment or passenger enr, Or that any person 
has received anything which wan stolen from such shipments should be 
reported to the proper fiel? office, 


NATIONAL BANK ANU YECELAL BE PAVE ACTS 


Thees statutes spacify eriminel offenses on the part of 
enployors or agents of institutions toming unier the jurisdiction of 
the above acts, much a& embezzlesent, abstrection, or missoplicetion 
of funds, ani te gelin; of false entries in ihe beoke of a aetional 
benk or a merber bank of tra Federal Reserve System, or in reports to 
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the Comptroller of the Currency. The Division of Investigation has 
investigative jurisdiction over such offenses and desires to receive 
any information indicating a violation of the provisions of these 
аса, 


NATIONAL МОТОВ ҮЕЗІСІЗ TORET ACT 


Persons who transport a stolen motor vehicle from one State 


to another State, knowing the sane to have been stolen, may be prose- 
outed in the United States courts for the transportation of the stolen 
vehicle. Also, persona who receive, conceal, store, barter, sell, or 
disnose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing tre seme to heve 
been stolen, may be prosecuted in the United States Courts under this 
not, which is also known as the Dyer Act, 


When aùn individual is found in possession of an automobile 
an’ there is reason to believe that his possession of the motor 
vehicle is not lawful and that the sai? motor vehicle has been stolen 
ani trancported in interstate or foreign commerce, if the facta are 
calles to the attontion of the Divisiog en investigation will be made 
to determine whetuer there has buen a violution of the National Motor 
Vehicle Theft Love 





TORT, EBYAT, OR TELEGAL DOLE SION OF 
GOV RECT PROPARSY 


It is a violation of s Federal Low to emcouzle, purloin, or 
ateal ary property of tha United States, ov to receive zuch property 
knowin: the gare to have been stolen. This Division hus investigctive 
jurisdiction over offenses of thio natura. 


"Ur. CLAVL WRAUSIG AOT 


tha Thite Slave Traffie Act is frequently referras to as the 
Meni Act, hi? set provides that элу ~erson who shell keovinely Ътазве 
port or nass to he tranonorte?, on aid or assist in obtainins trans~ 
portation for, ar in trensnortin«, in intorstate ov foreion сәллегбо, 
any women or girl for the nursoss of prostitution or lJebauchery, or to 
enzaes in other tworal oractices, 22911 be feened guilty of a folonye 
Tho Division of Tavastication de desirous of recalyine ay information 
which comes to your attention Indicating 2 viols:ioa of thia acte 
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Insert photograph 
of 
TYPING SECTION 


Photograph of the Typing Section =» Identification Unit 


Insert photograph 
or 
TECHNICAL SECTION 


Photograph of a Portion of the Technical Section of the Identification Unit 























WORK AND FUNCTIONS OF THZ DIVISION OF INVESTIGATION 
IDENTIFICATION FUNCTIONS 





The Division of Invesiiestion, 1n addition to its field 
investigativa offices, maintains an Identification Unit at 
Washington, Dy Cs, which serves аз а central clearing house of 
records pertaining to eximinals. ‘The information contained in 
the Division's identification files la based primarily upon finger- 
prints, which constitute the largest and most complete collection 
of current value in — 


On August 1, 1955, there vere 5,825,985 fingerprint reg» 
orde and 4,947,460 index cards in the Division'a archives. The chart 
whith appears in this pamphlet iliustrating the growth of this work 
since its inception in 1924 through the fiscal year ended June 30, 
1933, reflects gratifying progress made possible by the cooperation 
of law-enforcement officials throughout the United States and foreign 
countries, On August 1, arproximately 2,200 fingerprint records were 
being received in the Identification Division daily from 6, осо соц 
tributing law-enforcement agencies throughout the world, ~~ 


ALI peate officers are invited to avail themselves of the 
date on file in the Identification Unit of the Division of Investiga” 
tion, The service is given witacut cost to all rogulerly conesituted 
laweenforcement officers and &peneies desiring it. Fingerprint cards, 
franked onvelopes, the pamphlet entitled “How to Take Fingerprints," 
and disposition sheets for the purpose of reporting disposttions 
to the Division are supplied gratis, The Division also furnishes upon 
request copies of ito pauphlets on ihe subjcot of letent fingerprints; 
court decisions as to the legality of taking fingerprints and the 
aimissibility of fingerprint evidence; and the modification end exten» 
sion of the Henry system of identification, devised by the Division's 
experta and applied to its own technice] files, 


Upon receipt of a fingerprint card from a contributing 
laweenforcement agency, a latter giving the oriminal record, or 
informing of the fact that no prior record has heen located, ia 
sont to ihe contributor, An additional copy of the letter citing 
a prior record is transmitted in arrest eases for the benefit of 
the prosecutor as an aid in prosecuting the individual who has a 
previous record of arrest, Thia record in also of volue to the 
Judge before whom a case is tried, as it is oftentimes studied 
before determining the length and chsraqter of sentence which the 
court imposes on a convicted person. 
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The Division places notations in the files of its Identifica» 
tion Unit upon request of peace officers, indicating thal the arrest of 
an individuel i5 desired as a fugitive. Through this procedure, after | 
Olacsifying and searching incoming ecrds, shout 350 prrsons wanted for 
vrrions types of offenses ranging from misdemeanor to murder or as escaped 
prisoners or parole violetors era identified each month, This service 
ів amplified anf its velue enhanced by the Divieion's action in publishing 
end distributing to contributors of fingerprints, monthly bulletins 
listing fupitives wented throughout the country for major сгиба. 

This bulletin also contains articles of currens interest to luwe-en- 
forceuent officers, such as treatises on latent fingerprints, ciphers 
ov similer subjects of a acientific cheracter in the field of ccini- 
rolory siudied in the Livision’s research ani exludnological laboratory. 


For the benefit of tonstitutea authorities ikee Tin ep- 
print тосогдв are also used on frequent ocesetoas to identify unkaown 
deceased persone sa well as individuals, who, because of some malady, 
have forgotten their idantity, Likewise, Li oroves of value in 
determining if aoplionnta for positions, under tbc Civil Service of 
the Federal, state, county or municinel governments, Поза & ovevlous 
record on Tile whieh misht show the ennifesnt i^ rot o? Е столе gheare 
agter to receive the anvnointmenta 





in cadintaining its fineernrint files, the Jivision uf 
Investigation euoloys the venry system with eurseut oxtonslous, wiich 
dAtidizos «11 10 flinesrs considere ss a unit for Vic elasalCie tion. and 
filing of prints, Tu aidition there is maintained a separate collet- 
tion ui finserovints of kidnavers end extortionists, whivh are filed 
individually or singly, This collection is ал wuriliavy 70 5ne mein file 
and io used тгілесііу for the nursese of idortiiyinas laconu Tim, evocints 
Дохе пи зе всәмев о” егімен bv Eidnaners ва  extoprtionists Tulang 
deiezi Fingerprints of such oxrenders are tose of the individuals whose 
Sovurara duprerbions are Pilea in wae <durle-oving collection, it is 
Cir LCL Тог зө Livision to identify the Pent ори. LEovever, if 
Tug nion ur alisses oi any susdecín ace focjehes the “ivicion tozother 
wlth u@.eripvive information, vhen che actual print. тег ba cocnared 
With Зе ЛЬ dmprecsioas ond thus 15 mey be parsible {6 establish an 
Хбох вао 


da бошоно lis 1úen vificoidon work, e pivision 
ol iavervigerion Ís sssonviefly e cuoperabivo orcenicition 
aad can Yornish to contributing lum+enforcenent eséncles only that 
inlomution vuicl 15 recolves from them. “he assistance of the 
police, ehorirfs, waréens, stetu identification buvesus, en? similer 
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agencies has been vorv gratifvyine, but desnite tho splendid results 
which have been accomilished, it is folt thet thin Division can render 
even mora effective service when 1+ racetyos all of the Mapornrint 
recorda which law-enforcenent officials are in e position to furnish. 
it is obvious thet even better service can he given by the Division 
as lta records becomemore commiate, ALL penas officers ата леге» 
fore invited to make the fullest posible use of this coonuretive 
project. 


ŁA pamphlet has heen prepared on” in evedichle entitled 
How to “eke Fingerprints," which contains instructions ooncerning 
a simple and standardized method of teking firrerprintn, end which 
also refers further to the Division's identificrtion activitier, in- 
cluding its participation in an international exchares of TiugoT- |. 
printa with tho identification buresue 07/43 foreign countries for 
the purpose of identifying criminels who may have records of an 
international character, The prints of persors erreste4 in the 
United States will be sent woon request to any of theco foreign 
identification bureaus, Any lew-onforee-ent officer sho it mos, 
or may desire to become a contribytor of Mrcerprints to the 
Division of Investication in its identifiertion work, will bo supnlied 
with & eopy of this pamphlet upon renuest, Tha eost of this eontpment 
necessery to teke tae prints is triviel; in fect it mur bo tu» 
proyiseä locally with bnt slicht expense. This Division will supply 
tHe neetec cerúás and envelones vhich require no nostace, without cost, 
wille the benefits of t^e inform-tíon furnished by tbo Division ave 
menífolj anó so fex outwoich the volatively omnsil amount of work 
involved, that tha service is usually continued after initiel 
fingerprinting activities are started, 
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WORK AND FUSCTTONS OT "iz OIVICION OT INVESTIGATION 
Cno отчетто" ТД ОРДЫ 


“Та &cuorüüneo witn sn Let of Convreos approves June 11, 1030, 
the Tivirica of Invesviertion bacen the comiletion ol union erine 
statistics, The collection of eveh erine dete bad been initiated by 
the Cooankites on Uniform Crime Resorts of She International Association 
of Chiefs of Police in Jam y of that yoar Та responos to a longz-folt 
need for comerabvls cria etatistipo on 2 nebion-wide scales 


“he system of untfor ertne sorortiug inclucos montuly and 
url reports of offenses known and offenses cluszed by arrest and. 
tn £hnuel report o? the number of persone cherpec, lee, held for 
nrosecution, by the police, This Division provides the necessary pe- 
turn forms and telly sheets, гаї return envelopes waloh require no 
postace, There la also available for cletrib:etion to interested law- 
cnfores cent sceucies the Menusl, "Uniform Crlmo Reporting,” which 
Aneludes datuiled instructions with rafurence ta tho preparation of 
the erine reports, and in acdition describes sud illustrates ine 
police racord forma whick, (f meintalno, wiil make aveilable the 
fata desired in Vue monthly an’ annuali grime veturns submittac to 
the Division. 


Tn order io supplement the etatisties obiuined from the 
recaris casenlted above, tie Divisios poriocleully askes tabulations 
of dete Tean Шо Тіпсегокісі беубз currently recolived ахла Logeen- 
foresant offleials turourhout ths emmtcy, Tue Inforcation tabue 
Late’ from thease rceords pertains verticalariy to Tie ugs and pro- 
vious erigizal history of persons serostul and Pingervorinted, This 

nformetion, together wits the det: obtnine’ Tron the uniform orime 
того фл, is puolisheu ia a querterly bulletiz Lich is mailed to ell 
ánteracto Tow-ontorcen ntofficials, as well as others heving e 
spacial luterest ім ата віва af tris choracter. 


bue la по өтеді мөвятте %о Sue cooperation of police ig- 
partiets ana other similar eres” throvchout tc eguntry tae 
projest of collecting uniform orine гогоріз has shows continued 
progress during the past three yocros Та 1950 позу returns were 
received from 1,127 cities, raprosenting a tot<] population of 
45,920,905: in 1931 returns were reesived frcoa 1,711 cities, repro” 
senliane n total populetion of 51,145,724; Suviu;: 100% thore vera 
1,57% citios, with en agererste vomilstion of 53,212,230, and during 
tho first nix monihs of 1933 theta “ore 1,5026 ofties, with a totul 
popul:. tion of approximately 54,000,000, siich contributed tro етіле 
reports, A majority of the larger cities throughout the country send 
these reports regularly to the Division, Any law-enforcement officiels 
who are not now contributino such reports are invited to do so, and 
the necessary blank forme may be obtained without cost from this Division. 
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WORK AND FUNCTIONS OF THE DIVISION OF INVESTIGATION 


CONCLUSION 


The growth and development of the functions of this Division 
are matters in which wa all cen take considerable prive. Because of 
the fact thet this growth and development have been the result of a 
united cooperative endeavor and because Laweenforcemont officials 
and agencies throughout the Nation have as a result of their cooper» 
ation madethis progress possible, it is believed thet you will find 
an interest in the accompanying charts which show thu accomplishments 
during the past several years, Іп the event more detailed informa» 
tion ін desired in connection with the work of the Division of 
investigation, it is hoped that you will feel free to confer with 
any Special Agent of the Division who comes into doily contact with 
Lew-enforcenent officials and acenecles throughout the Nation, 

In the event you desire additional information concerning the iden- 
tification and crime statistics functions, your inquiry should be 
addressed to: 





John Edgar Hoover, Director, 
Division of Investigation, 
Т, 5. Department of Justice, 
Washington, D, C, 


* 


The office of the Director is open twenty-four hours 
each day. 
Telephone Number: During daytime National 0185 

At night National 7117 


August 30, 1953, 
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DIVISION OF INVESTIGATION 
U. S. DEPARTMENT OF JUSTICE 


John Edgar Hoover, Director 
Three new charts to be inserted 
Washington, D.C., July 1, 1933 


Comparative Accomplishments Two new charts to be inserted 
by Fiscal Years, 


July 1, to June 30, 
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a. S. Buren of Gubestinution A | 
: ROR: IDS Department of Justice | — M | 
Washington, B. C. | 





; | өз, 
September 15, 1995. 


MEMORANDUM FOR THE DIRECTOR 


There is attached hereto a copy of the revised 
edition of "The Work and Functions of the Division of 


Investigation". 


Respectfully, | 


| м 


В. С. Renneberger. 





22925 


рҮ Е Pe NTA 









SEF 18 1933 











A dum e. 





Oo009099099oOo0o600000000000090000000000000ODO0OQOOSOOOED 


о 





e ^ 


SS SE 


к 


E 


€ 


THE WORK AND FUNCTIONS 


OF THE DIVISION 
OF 
INVESTIGATION 
U. S DEPARTMENT OF JUSTICE 


kikkri kk 


Johu Edgar Hoover, Birrrtor 


Washinginn, В. б. 


Published for the information of Law-Enforcement 
Officials and Agencies September {, 1933 


OSS SSSHDHHGSSSS SOS EPSSS SSS SSS SSS SEP SOSOS 


A Ad EFS 


®@ 


Ф®®Ф®®®®®Ф®®®®Ф®®®®®®®®®®®®®®®®®®®®®®®®®®®®®®®®®®®Ф® 





0 9 


WORK AND FUNCTIONS OF THE DIVISION OF INVESTIGATION, 
U. S. DEPARTMENT OF JUSTICE 


INTRODUCTION 


-"The administration of the Division of Investigation, U. 5. 
Department of Justice is based upon the well understood rule and policy 
that all Special Agents in the field must work in close cooperation 
with police officials in their respective jurisdictions." ********* 
"The Identification Unit is at your service every day of the year. 

I trust that you will avail yourselves at all times of its desire 

to be of service to you." These quotations are from addresses made 

to peace officers by the Director of the Division of Investigation, 

and disclose a fundamental policy of cooperation and service govern- 
ing the operations and administration of this organization, 


This publication is issued for the purpose of acquainting 
law-enforcement officials and agencies with the work and functions 
of the Division of Investigation, U. S. Department of Justice. By . 
this means it is hoped that there will be brought to peace officers 
information which will tend to acquaint them with the types of 
service which are available, and for the further purpose of encourag- 
ing a wider use of the facilities of this Division. There is being 
presented an outline of the investigative, fingerprint identification 
and crime statistics functions of the Division, and it is suggested 
that this publication be retained for your future reference and 
guidance whenever an opportunity arises for you to acquaint your- 
self in greater detail with these functions. In the event any regu- 
larly constituted law-enforcement official or agency is not at the: 
present time making use of the facilities of this organization, or 
in the event there has been a limited participation in these functions, 
you are invited to make full use of the opportunities in connection 
with the various functions herein outlined. : 


It is a pleasure to quote the following statement from a 
recent address by the Attorney General of the United States concerning 
the Department of Justice, of which this Division is an integral. part: 


"In brief, I aim at a sane, wholesome administration. 
The Department of Justice belongs to the people of 
America. It is their servant ministering to their. 
needs and I bespeak for it the support and the good 


opinion of all law-abiding citizens." 
Ф 
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INVESTIGATIVE FUNCTIONS 





This Division has investigative jurisdiction over all viola- 
tions of Federal Laws and matters in which the United States is or may 
be & party in interest, except those matters specifically assigned by 
Congressional enactment or otherwise to other Federal agencies. It 
does not have investigative jurisdiction over violations of the Coun- 
terfeiting, Narcotic, Customs and Smuggling, Postal or Immigration Laws. 
Among those matters under the primary jurisdiction of this Division 
which receive most frequent attention are the following: 


Administrative Investigations 

Admiralty Law Violations _ 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District 
of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Civil Rights and Domestic 
Violence Statute 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Crime Statistics 

Destruction of Government Property 

Espionage 

Federal Kidnaping Act 

Federal Reserve Bank Act 

Federal Eight-Hour Law 

Federal Disbarment Proceedings 

Frauds against the Government 

Identification Usages 


Illegal Wearing of Service Uniforms 

Illegal Use of Government Transpor- 
tation Requests 

Impersonation of Federal Officials 

Interstate Transportation of 
Explosives Violations 

Interstate Commerce Violations 

Intimidation of Witnesses 

international Claims 

Larceny from interstate Shipments 

Location of Escaped Federal Prisoners 

Location of Missing Witnesses 

Migratory Bird Act 

National Bank Act 

National Motor Vehicle Theft Act 

Neutrality Violations 

Obstruction of Justice 

Peonage Statutes 

Passports and Visas 

Patent Violations 

Parole and Probation Violations 

Perjury 

Personnel Investigations 

Red Cross Violations 

Seed Loan Act 

Theft or Embezzlement of Government 
Property 

Treason 

Veterans Bureau Violations 

White Slave Traffic Act 
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The Director of the Division of Investigation has under his 
jurisdiction twenty-three field offices located throughout the United 
States. Each field office is under the immediate administration of a 
Special Agent in Charge who has supervision in his respective district 
over the investigations of all offenses against the laws of the United 
States which are under the jurisdiction of this Division. Any informa- 
tion concerning a violation of a law which is investigated by this Di- 
vision coming to the attention of a law-enforcement official or peace of- 
ficer should be sent by letter to the Special Agent in Charge of the dis- 
trict in which such officer is located. In the event the matter is urgent 
and requires expeditious attention, a telegram may be sent "Government 
Rate Collect" to the Special Agent in Charge. For your convenience there 
appears a map of the United States showing the territories covered by 
each of the field offices, and by reference to this map you will be able, 
when necessary, to ascertain to which office your communication should be 
addressed. For your further convenience, the mail and telegraphic ad- 
dress, as well as telephone number, of each of these offices is set forth. 


Communications to a field office of this Division should be ad- 
dressed to the Special Agent in Charge at the city indicated. Mail and 
telegraphic communications should be sent to the building address. For 


example: 


Special Agent in Charge, Division of Investigation, U. S. De- 


partment of Justice, 224 Federal Building, Oklahoma City, Okla. 


OFFICE 
Birmingham, Ala. 
*Boston, Mass. 
Butte, Mont. 
Charlotte, N. C. 
Chicago, 111. 
Cincinnati, Ohio 
Dalias, Texas 
Detroit, Mich. 
Jacksonville, Fla. 
Kansas City, Mo. 
Los Angeles, Calif. 
New Orleans, La. 
New York, М. Y. 
Oklahoma City, Okla. 
Philadelphia, Pa. 
Pittsburg, Pa. 
Portland, Oregon 
Salt Lake City, Utah 
San Antonio, Texas 


San Francisco, Calif. 


St. Louis, Mo. 
St. Paul, Minn. 
Washington, D. C, 


«The Boston, Mass., office is to be opened October 1, 1933. 





BUILDING ADDRESS 
201 Liberty Nat'l. Life 
Federal 
Federal 
1806 First Nat'l. Bank 
1900 Bankers' 
1420 Enquirer 
Post Office 
625 Lafayette 
Atlantic Nat'l. Bk. Bldg. Annex 
905 Federal Reserve Bank 
619 Federal 
3263 Post Office 
570 Lexington Ave., Rm. 1403 
224 Federal 
735 Philadelphia Saving Fund 
1206 Law and Finance 
411 United States Court House 
900 Ezra Thompson 
1216 Smith-Young Tower 
$18 Hewes Bldg. 
801 Title Guaranty 
203 Post Office 
Hurley-Wright 


TELEPHONE NO. 


7-1755 


2-4734 

5-4127 
Àndover 2411 
Parkway 4441 
2-3866 
Cadillac 2835 
5-8209 

Victor 3054 
Mutual 2201 
Raymond 1965 
Caledonia 5-8691 
2-8204 
Walnut 2213 
Grant 2727 
Atwater 6171 
Wasatch 1797 
Fannin 8052 
Hemlock 4400 
Central 1650 
Garfield 2193 
National 0185, 
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WORK AND FUNCTIONS OF THE DIVISION OF INVESTIGATION 


The Division of Investigation has no prosecutive jurisdiction 
or control.* The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the- various Federal judicial..districts 
throughout -the United States. All information obtained by employees 
of this Division relative to alleged violations of Federal laws is sub- 
mitted to the United States Attorney for his information and guidance 
to determine whether prosecutions should be initiated against the -in- 
dividuals involved. . 


The following summarized information deals with some of the 
more frequent types of violations of Federal laws over which this 
Division has investigative jurisdiction. From an examination of this 
information there will be found an indication of the facts which the 
Division desires to receive from State or local officials when Federal 
prosecution is desired in order than an appropriate investigation may 
be made and the facts submitted to the United States Attorney: 


ANTITRUST LAWS 


The Division of Investigation is charged with the duty of 
collecting evidence of violations of the Federal antitrust laws. 
Violations -of these statutes are usually reported by business con- 
cerns which have suffered injury through reason of a combination or 
conspiracy operating in restraint of trade between the States. Any 
information regarding contracts, combinations, or conspiracies in 
restraint of interstate trade, or-tending toward a monopoly, and any 
acts of interference with interstate trade or commerce should be 
reported. 


54» g BANKRUPTCY VIOLATIONS 


it is the duty of the Division of Investigation to investi- 
gate alleged violations which occur in the administration of the 
National Bankruptcy Act. Violations of this act are usually reported 
by referees in bankruptcy, trustees, credit associations, or creditors. 
However, the Division will appreciate receiving any information which 
you may obtain relative to violations of this act, such as concealing 
money, merchandise, or property either before or after the filing of 
the bankruptcy petition; concealing, destroying, mutilating, or falsi- 
fying books and records before or after the bankruptcy petition was 
filed; receiving concealed property, or perjury or false claims. 
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: Information that shipments were made from the bankrupt 
store late at night or in a covert manner; that vans or trucks 
were loaded at, the bankrupt's premises; that the bankrupt hastily 
liquidated his affairs immediately prior to closing by sacrifice 
or below-cost sales, all are significant of irregularities and are 
a material aid to the progress of the investigation. Attempts on 
the part of the bankrupt to collect old accounts after proceedings 
have been instituted also indicate possible violations. 


CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed on Government reser- 
vations, including Indian reservations, or in any Government build- 
ing, or on other Government property, is under the jurisdiction of 
the Division of Investigation, and any information concerning such 
crimes should be forwarded to the nearest field office. 


ESCAPED FEDERAL PRISONERS AND FUGITIVES 


The Division of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who 
are fugitives from justice by reason of violations of the Federal 
laws over which the Division has jurisdiction, of escaped Federal 
prisoners, and parole and probation violators. ‘When the arrest of 
a Federal fugitive from justice is not brought about within a rea- 
sonable time, there is issued what is known as an Identification 
Order, which is distributed to peace officers in all parts of the 
country. These Identification Orders contain the name, photograph, 
fingerprints and description of the fugitive together with all 
available information which might prove helpful in bringing about 
his arrest. When the fugitive is apprehended an apprehension 
order is issued so that all efforts to locate the individual may 
be discontinued. If you do not already receive these orders, the 
Division will be pleased to place your name on the mailing list. 


It is highly important in investigations relating to fugi- 
tives from justice that any information secured be forwarded to the 
nearest field office without delay. The cooperation of State and 
local officials in this regard will be appreciated. 
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IMPERSONATION 


Whenever information is received by a peace officer 
or law-enforcement official which indicates that an individual 
has falsely claimed to be an officer or employee of the United 
States and that such individual fraudulently acted as if he were 
a Federal officer, or that he obtained or demanded anything of 
value, such as loans, credits, money, documents, or the cash- 
ing of checks, such information should be transmitted to the 
Division of Investigation, which will begin an immediate inquiry 
to determine whether a Federal law has been violated. 


KIDNAPING 


Under the provisions of an Act of Congress approved by 
the President on June 22, 1932, whoever transports or aids in 
transporting in interstate or foreign commerce any person who has 
peen unlawfully seized, confined, inveigled, decoyed, kidnaped, 
abducted, or carried away by any means whatsoever and held for 
ransom or reward, is guilty of violating a Federal law. Also, if 
two or more persons enter into an agreement, confederation, -or - 
conspiracy to violate the provisions of this act and do any overt 
act toward carrying out such unlawful agreement, confederation, 
or conspiracy, such person or persons are guilty of violating the 
Federal kidnaping law. Cases of this nature are investigated by 
the Division of Investigation and any information in the posses- 
sion of law-enforcement officials indicating a violation of this 
law should be transmitted to the nearest field office. 


LARCENY FROM INTERSTATE SHIPMENTS 


Any facts which indicate that any person or persons have 
stolen anything being shipped from one State to another State, from 
any freight or express shipment or passenger car, or that any person 
has received anything which was stolen from such shipments should be 
reported to the proper field office. 


» 


NATIONAL BANK AND FEDERAL RESERVE ACTS 


These statutes specify criminal offenses on the part of 
employees or agents of institutions coming under the jurisdiction of 
the above acts, such as embezzlement, abstraction, or misapplication 
of funds, and the making of false entries in the books of a national 
bank or a member bank of the Federal Reserve System, or in reports to 
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the Comptroller of the Currency. The Division of Investigation has 
investigative jurisdiction over such offenses and desires to receive 
any information indicating a violation of the provisions of these 
acts. 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport & Stolen motor vehicle from one State 
to another State, knowing. the same to have been stolen, may þe prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
act, which is also known as the Dyer Act. 


_ When an individual is found in possession of an automobile 
and there is reason to believe that his possessicn of the motor 
vehicle is not lawful and that the said motor vehicle has been -stolen . 
and transported in interstate or foreign commerce, if the facts arè. 
called to the attention of the Division an investigation will be madê 
to determine whether there has been a violation of the National Motor 


Vehicle Theft Act. . | T1 R 


..  . THEFT, EMBEZZLEMENT, OR ILLEGAL POSSESSION OF 
ME GOVERNMENT PROPERTY 


It is a violation of a Federal- law to embezzle, purloin, or 
steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Division has investigative 
jurisdiction over offenses of ‘thts naturer =>- = -= 

WHITE SLAVE TRAFFIC ACT M 
mE The White Slave Traffic Act is frequently referred to as the. 
Mann Act. This act provides that any person who shall knowingly “trans- 
port or cause to be transported, or aid or assist in obtaining trans- 
portation for, or in transporting, in interstate or foreign commerce, 
any woman or girl for the purpose of prostitution or debauchery, or 56 
engage in other -immoral practices, shall be deemed guilty оѓ a felony. 
The Division of Investigation is desirous of receiving any information 
which comes to your attentiofi indicating a violation of ‘this act. 77 


p: 
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Photograph of a Portion of the Technical Section of the Identification Unit 
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IDENTIFICATION FUNCTIONS 





The Division of Investigation, in addition to its field 
investigative offices, maintains an Identification Unit at Washing- 
ton, D. C., which serves as a central clearing house of records per- 
taining to criminals. The information contained in the Division's 
identification files is based primarily upon fingerprints, which con- 
stitute the largest and most complete collection of current value 
in existence. 


On August 31, 1935, there were 5,870,910 fingerprint rec- 
ords and 4,996,568 index cards in the Division's archives. The chart 
which appears in this pamphlet illustrating the growth of this work 
since its inception in 1924 through the fiscal year ended June 30, 
1933, reflects gratifying progress made possible by the cooperation 
of law-enforcement officials throughout the United States and for- 
eign countries. On August 31, approximately 2,200 fingerprint rec- 
ords were being received in the Identification Division daily from 
6,066 contributing law-enforcement agencies throughout the world. 


All peace officers are invited to avail themselves of the 
data on file in the Identification Unit of the Division of Investiga- 
tion. The service is given without cost to all regularly constituted 
law-enforcement officers and agencies desiring it. Fingerprint cards, 
franked envelopes, the pamphlet entitled "How to Take Fingerprints," 
and disposition sheets for the purpose of reporting dispositions to 
the Division are supplied gratis. The Division also furnishes upon 
request copies of its pamphlets on the subject of latent fingerprints; 
court decisions as to the legality of taking fingerprints and the ad- 
missibility of fingerprint evidence; and the modification and exten- 
gion of the Henry system of identification, devised by the Division's 
experts and applied to its own technical files. 


Upon receipt of a fingerprint card from a contributing law- 
enforcement agency, a letter giving the criminal record, or informing 
of the fact that no prior record has been located, is sent to the con- 
tributor. An additional copy of the letter citing a prior record is 
transmitted in arrest cases for the benefit of the prosecutor as an aid . 
in prosecuting the individual who has & previous record of arrest. 
This record is also of value to the Judge before whom a case is tried, 
as it is oftentimes studied before determining the length and character 
of sentence which the court imposes on a convicted person. 
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The Division places notations in the files of its Identifica- 
tion Unit upon request of peace officers, indicating that the arrest of 
an individual is desired as a fugitive. Through this procedure, after. 
classifying and searching incoming cards, about 350. persons wanted for 
various types of offenses ranging from misdemeanor to murder or as es- 
caped prisoners or parole violators are identified each month. This 
service is amplified and its value enhanced by the Division's action in 
publishing and distributing to contributors of fingerprints, monthly 
bulletins listing fugitives wanted. throughout the country for major 
crimes. This bulletin also contains articles of current interest to 
law-enforcement officers, such as- treatises on latent fingerprints, 
ciphers or similar subjects of a scientific. character in the field of 
criminology studied in the Division's research and criminological 
laboratory. 


For the benefit of constituted authorities these finger- 

print records are also used on frequent occasions to identify unknown 
deceased persons as well. as individuals, who, because of some, malady, 
have forgotten their identity. Likewise, it proves of value in deter- 
mining if applicants for positions, under the Civil Service of the 
Federal, state, county or municipal governments, have a previous rec- 
ord on file which might show the applicant is not ofa proper character 
to receive the appointment. | 

aed In maintaining its. fingerprint. files, the Division of Inves- 
tigation employs the Henry system with current extensions, which util- 
izes all 10 fingers considered as a unit for the classification and fil- 
ing of prints. In addition there is maintained a separate collection of 
fingerprints of kidnapers and extortionists, which are filed individually 
or singly. This collection is an auxiliary to the main file and is used 
primarily for the purpose of identifying latent fingerprints left at the 
scenes of crimes by kidnapers and extortionists. Unless latent finger- 
prints of such offenders are those of the individuals whose separate im- 
pressions are filed in the single-print collection, it is difficult for 
the Division to identify the latent prints. However, if the names or 
aliases of any suspects are furnished the Division together with des- 
criptive information, then the actual prints may be compared with the 
latent impressions and thus it may be possible to establish an identifi- 
cation. 


In conducting its identification work, the Division of 
investigation is essentially a cooperative organization and can fur- 
nish to contributing law-enforcement agencies only that information 
which it receives from them. The assistance of the police, sheriffs, 
wardens, state identification bureaus, and similar agencies has been 
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very gratifying, but despite the splendid results which have been 
accomplished, it is felt that this Division can render even more 
effective service when it receives all_of the fingerprint records 
which law-enforcement officials are in a position to furnish. 1% 

is obvious that even better service can be given by the Division as 
its records become more complete. All peace officers are therefor 
invited to make the fullest possible use of this cooperative project. 


A pamphlet has been prepared and is available entitled 
“How to Take Fingerprints," which contains instructions concerning 
a simple and standardized method of taking fingerprints, and which 
also refers further to the Division's identification activities, in- 
cluding its participation in an international exchange of finger- 
prints with the identification bureaus of 43 foreign countries for 
the purpose of identifying criminals who may have records of an 
international character. The prints of persons arrested in the 
United States will be sent upon request to any of these foreign 
identification bureaus. Any law-enforcement officer who is now, 
or may desire to become a contributor of fingerprints to the Divi- 
sion of Investigation in its identification work, will be supplied 
with a copy of this pamphlet upon request. The cost of the equip- 
ment necessary to take the prints is trivial; in fact it may be im- 
provised locally with but slight expense. This Division will supply 
the needed cards and envelopes which require no postage, without cost, 
while the benefits of the information furnished by the Division are 
manifold and so far outweigh the relatively small amount of work in- 
volved, that the service is usually continued after initial finger- 
printing activities are started. 
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CRIME STATISTICS FUNCTIONS 


In accordance with an Act of Congress approved June 11, 1930, 
the Division of Investigation began the compilation of uniform crime 
statistics. The collection of such crime data had been initiated by the 
Committee on Uniform Crime Records of the, International Association of 
Chiefs of Police in January of that year in response to a long-felt 
need for comparable crime statistics on a nation-wide scale, 


The system of uniform crime reporting includes monthly and: 
annual reports of offenses known and offenses cldared by arrest and 
an annual report of the number of persons charged, i.e.; held for pros- 
ecution, by the police. This Division provides the necessary return 
forms and tally sheets, and return envelopes which require no postage. 
There is also available for distribution to interested law-enforcement 
agencies the Manual, “Uniform Crime Reporting," which includes detailed 
instructions with reference to the preparation of the crime reports, 
and in addition describes and illustrates the police record forms which, 
if maintained, will make available the data desired in the monthly and 
annual crime returns submitted to the Division. 


In order to supplement the statistics obtainsd from the rec- 
ords described above, the Division periodically makes tabulations of 
data from the fingerprint cards currently received from law-enforcement 
officials throughout the country. The information tabulated from these 
records pertains particularly to the age and previous criminal history 
of persons arrested and fingerprinted. This information, together with 
the data obtained from the uniform crime reports, is published in a 
quarterly bulletin which is mailed to all interested law-enforcement 
officials, as well as others having a special interest in statistics 
of this character. 


Due in no small measure to the cooperation of police depart- 
ments and other similar agencies throughout the country the project of 
collecting uniform crime reports has shown continued progress during 
the past three years. In 1930 monthly returns were received from 1,127 
cities, representing a total population of 45,929,965; in 1931 returns 
were received from 1,511 cities, representing a total population of 
51,145,734; during 1932 there were 1,578 cities, with an aggregate popu- 
lation of 53,212,230, and during the first seven months of 1933 there 
were 1,625 cities, with a total population of 54,716,797, which contrib- 
uted the crime reports. A majority of the larger cities throughout the 
country send these reports regularly to the Division. Any law-enforce- 
ment officials who are not now contributing such reports are invited 
to do so, and the necessary blank forms may be obtained without cost 
from this Division. 
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CONCLUSION 


The growth and development of the functions of this Division 
are matters in which we all can take considerable pride. Because of the 
fact that this growth and development have been the result of a united 
cooperative endeavor and because law-enforcement officials and agencies 
throughout the Nation have as a result of their cooperation made this 
progress possible, it is believed that you will find an interest in the G 
accompanying charts which show the accomplishments during the past several 
years. In the event more detailed information is desired in connection 
with the work of the Division of Investigation, it is hoped that you will 
feel free to confer with any Special Agent of the Division who comes into 
daily contact with law-enforcement officials and agencies throughout the 
Nation. In the event you desire additional information concerning the 
identification and crime statistics functions, your inquiry should be ad- 
dressed to: 





John Edgar Hoover, Director, 
Division of Investigation, 
U. S. Department of Justice, 
Washington, D. C. 


The office of the Director is open twenty-four hours each day. 
Telephone Number: During daytime National 0185 
At night National '7117 


September 1, 1953. 
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MEMORANDUM FOR MH. TOLZON. 


It is suggested that arrangements should be 
completed for the mimeographing of the following tires 
releases prepared by ‘this offices 


The memorandum entitled "Training of Personnel", 
which Mr. Clegg states he revised January 2, 1934. The 
revised memorandum has never reached this office. It is 
possibly still in the Director's office. 


The booklet entitled work and Functions of the 
Division of Investigation, U. 5. Department of Justice", 
revised by the writer February 1, 1934 and checked and 
approved by Mr. Quinn upon that same date. The revised 
form of this booklet has not been returned to tnis.office 
to be forwarded to the Equipment Section for mimeographing. 


The memorandum. entitled "Latent Fingerprints", 
which Mr..Coffey states he is revising and which will be 
completed by him within & week's time. 
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TIMOR DOLL OR ЫҢ TOLSO 


This is to advise that our supply of the pamphlet entitled "The 
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“York and Puncticns of the Division of Investigation" is almost exhausted. 
It is suggested that this pamphlet be broucht up to date immediately 


and that a large surply be printed by this Section. 


Respectfully, 


T. C. Rennebercer. 
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WORK AND FUNCTIONS OF THE DIVISION OF INVESTIGATION, 
U. S. DEPARTMENT OF JUSTICE 


' INTRODUGTÍON - 


"The administration of the Division of Investigation, U. S. 
Department of Justice is based upon the well understood rule and policy 
that all Special Agents in the field must work in close cooperation 
with police officials in their respective jurisdictions. "*****x#x* 

"The Identification Unit is at your service every day of the year. 
I trust that you will avail yourselves at all times of its desire 
to be of service to you." These quotations are from addresses made 
to peace officers by the Director of the Division of Investigation, 
and disclose a fundamental policy of cooperation and service govern- 
ing the operations and administration of this organization. 


This publication is issued for the purpose of aequainting 
law-erifotrcemeht officials and agencies with the work and functions 
of the Division of Investigation, U. S. Department of Justice. By 
this means it is hoped that there will be brought to peace officers 


information’ which will tend to acquaint them with the types of 
‘Service which are available, and for the further. purpose of encourag- 


ing a wider use of the facilities of this Division. There is being 
ргезейфей ап’ óutline' of the investigative, fingerprint identification, 
and technical laboratory érime statistics functions of the Division, 


, and it is suggested that this publication be retained for your future 


referéneé and guidance whenever an opportunity arises for you to ac- 
quaint yourself in greater detail with these functions. In the event 
any regulariy constituted law-enforcement official or agency is not at 
the present time making use of the facilities of this organization, or 
in the event there has been a limited participation in ‘these functions, 
you are invited to make full use of the opportunities in connection 
with the various functions hérein outlined. 


It is a pleasure to quote the following statement from 
an address by the Attorney General of the United. States concerning 
the Department of Justice, of which this Division is an integral part: 


"In brief, I aim at a sane, wholesome administration. 
The Department of Justice belongs to the people of 
America. It is their servant ministering to their 
needs and I bespéak for it the support and the good 
opinion of all law-abiding citizens." 
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The Director of the Division of Investigation has under his 
jurisdiction twenty-five field offices located throughout the United 
States. Hach field office is under the immediate administration of a 
Special Agent in Charge who has supervision in his respective district 
over the investigations of all offenses against the laws of the United 
States which are under the jurisdiction of this Division. Any informa- 
tion concerning a violation of a law which is investigated by this Di- 
vision coming to the attention of a law-enforcement official or peace of- 
ficer should be sent by letter to the Special Agent in Charge of the dis- 
trict in which such officer is located. In the event the matter is urgent 
and requires expeditious attention, a telegram may be sent “Government 
Rate Collect" to the Special Agent in Charge. For your convenience there 
appears a map of the United States showing the territories covered by 
each of the field offices, and by reference to this map you will be able, 
when necessary, to ascertain to which office your communication should be 
addressed. For your further convenience, the mail and telegraphic ad- 
dress, as well as telephone number, of each of these offices is set forth. 








Communications to a field office of this Division should be ad- 
dressed to the Special Agent in Charge at the city indicated. Mail and 
telegraphic communications should be sent to the building address. For 
example: Special Agent in Charge, Division of Investigation, U. S. De- 
partment of Justice, 224 Federal Building, Oklahoma City, Okla. 


OFFICE 
Birmingham, Alabama 
Boston, Mass. 
Buffalo, N. Y, 
Butte, Montana 
Charlotte, N. C. 
Chicago, 111. 
Cincinnati, Ohio 
Dallas, Texas 
Detroit, Mich. 

El Paso, Texas 
Jacksonville, Fla. 
Kansas City, Mo. 
Los Angeles, Calif. 
New Orleans, La. 
New York, N. Y. 
Oklahoma City, Okla. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Portland, Oregon 
Salt Lake City, Utah 
San Antonio, Texas 


San Francisco, Calif. 


St. Louis, Mo. 
St. Paul, Minn. 
Washington, D. C. 


BUILDING_ADDRESS 

320 Federal 

1002 Post Office & Court House 
Marine Trust 

602 Federal 

1806 First Nat’1 Bank 

1900 Bankers’ 

426 U.S.Custom House & P.O. 
Post Office 

625 Lafayette 

1551 First Nat'l Bank 

412 U.S.Court House & P.O. 
Suite L, Federal 

617 Federal 

3263 Post Office 

570 Lexington Ave., Rm. 1403 
224 Federal 

735 Philadelphia Saving Fund 
1206 Law and Finance 

411 United States Court House 
505-А U.S.Court House ё Р.О. 
1216 Smith-Young Tower 

318 Hewes 

801 Title Guaranty 

252 Post Office 
Hurley-Wright 
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TELEPHONE NO. 


7-1755 
Liberty 7654 
Cleveland 2050 
2-4734 

5-4127 
Andover 2411 
Cherry 0768 
2-7985 
Cadillac 2855 
Main 501 
5-8209 

Victor 3113 
Mutual 2201 
Raymond 1965 
Caledonia 5-8691 
2-8204 

Walnut 2213 
Grant 2727 
Atwater 6171 
Wasatch 1797 
Fannin 8052 
Exbrook 0818 
Central 1650 
Garfield 2193 
National 0185 
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The Division of Investigation has.no prosecutive jurisdiction 
or control. The prosecution. of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Division relative to alleged violations of Federal laws is sub- 
mitted to the United States Attorney for his information and guidance 
to determine whether prosecutions should be initiated against the in- 
dividuals involved. 


The following summarized information deals with some of the 
more frequent types of violations of Federal laws over which this 
Division, has investigative jurisdiction. From an examination of this 
information. there will be found an indication of the facts which the 
Division desires to receive from State or local officials when Federal 
prosecution is desired in order that an. appropriate investigation may 
be made and the facts submitted to the United States Attorney: 


ANTITRUST LAWS 


“Тһе Division of Investigation is chargéd with the duty of 
collecting evidence of violations of the Federal antitrust laws. 
Violations of these statutes are usually reported by business con- 
cerns which. have suffered injury through reason of a combination or 
conspiracy operating in restraint of trade between the States. - Any 
information regarding contracts, combinations, or conspiracies in 
restraint of interstate trade, or tending toward a monopoly, and any 
acts of interference with interstate trade or commerce should be 
reported. : 


BANKRUPTCY VIOLATIONS 


It is the duty of the Division of Investigation to investi- 
gate alleged violations which occur in the administration of the 
National Bankruptcy Act. Violations of this act are usually reported 
by referees in bankruptcy, trustees, credit associations, or creditors. 
However, the Division will appreciate receiving any information which 
you may obtain relative to violations of this act, such as concealing 
money, merchandise, or property either before or after the filing of 
the bankruptcy petition; concealing, destroying, mutilating, or falsi- 
fying books and records before or after the bankruptcy petition was 
filed; receiving concealed property, or perjury or false claims. 
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Information that shipments were made from the bankrupt 
store late at night or in a covert manner; that vans or trucks 
were loaded at the bankrupt's. premises; that the bankrupt hastily 
liquidated his affairs immediately prior to closing by sacrifice 
‘or below-cost sales, all are significant of irregularities and are 
a material aid to the progress of the investigation. Attempts on 
the part’ of the bankrupt to collect old’ accounts after proceedings 
have been instituted also indicate possible violations. 


CRIMES ON GOVERNMENT RESERVATIONS 


— 


`’ The investigation of' crimes committed on Government reser- 
vations, “including Indian reservations, or in any Government build- ' 
.ing, or om other Government property, is under the jurisdiction of 
‘the Division of Investigation, and any information concerning such 
crimes should be forwarded to the nearest field office. 


ESCAPED FEDERAL PRISONERS AND FUGITIVES 


The Division of Investigation conducts investigations 
for the purpose of locating.and causing the arrest of persons who 
are fugitives from Justice by réason of violations of the Federal 
laws over which the Division has jurisdiction, of escaped Federal 
prisoners, and parole and probation violators. When the arrest. of 
a Federal fugitive from. justice isnot brought about within a rea- 
sonable time, there is issued what is known as an Identification 
Order, which is distributed to peace officers. in all parts of the 
country. These Identification Orders contain the name, photograph, 
fingerprints and description of the fugitive together with all 
-~ available information which might’ prove helpful in bringing about 
his arrest. When the fugitive is apprehended an Apprehension 
Order is issued so that all efforts to locate the individual may 
be discontinued. If you do not already receive these orders, the 
Division will be pleased to place your namé on the mailing list. 


It is highly important in investigations relating to fugi- 
tivés from justice that any information secured be forwarded to the 
nearest field office without delay. The cooperation of State and 
.local officials in this regard will be appreciated. 
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` IMPERSONATION 


Whenever information is received by á peace officer 
or law-enforcement official which indicates that an individual 
has falsely claimed to be an officer or employee of the United 
States and that such individual fraudulently acted as if he were 
a Federal officer, or that he obtained or demanded anything of 
value, such ag loans, credits, money, documents, or the cash- 
ing of checks, such information should be transmitted to the 
Division of Investigation, which will begin an immediate inquiry 
to determine whether a Federal law has been violated. 


KIDNAPING 





Under the of an Act of Congress approved by 
the President on , whoever transports or aids in 
transporting in interstatejor foreign commerce any person who has 
been unlawfully seized, confined, inveigled, decoyed, kidnaped, 
abducted, or carried away by any means whatsoever and held for. 
ransom or reward, Ais guilty of violating a Federal law. Also, if 
two or more persons enter into an agreement, confederation, or on 
conspiracy to violate the provisions of this act and do any overt ` 
act toward carrying out such unlawful agreement, confederation, ey 
or conspiracy, such person or persons are guilty of violating the 
Federal kidnaping law. Cases of this nature are investigated by 
the Division of Investigation and any information in the posses- 
sion of law-enforcement officials indicating a violation of this 
law should ъв: transmitted to the nearest field office. 





LARCENY FROM INTERSTATE SHIPMENTS 


Any facts which indicate that any person or persons have 
stolen anything being shipped from one State to another State, from 
any freight or express shipment or passenger car, or that any person 
has received anything which was stolen from such shipments should be 
reported to the proper field office. 


NATIONAL BANK AND FEDERAL RESERVE ACTS 


i ‘These statutes specify. criminal offenses on the part of 
employees ог. agents of institutions coming under the jurisdiction of 
the above acts, such as embezzlement, abstraction, or misapplication 
of funds, and the making of false entries in the books of a national 
bank or a member bank of the Federal Reserve System, or.in reports to 
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IDENTIFICATION FUNCTIONS 


The Division of Investigation, in addition to its field inves- 
tigative offices, maintains an Identification Unit at Washington, D. C., 
which serves as a central clearing house of records pertaining to crimi- 
nals. The information contained in the Division’s identification files ы 
is based primarily upon fingerprints, which constitute the largest and 
most complete collection of current value in existence. 


On May 1, 19354, there were 4,266,420 fingerprint records and 
5,097,220 index cards in the Division’s archives. The chart which ap- 
pears in this pamphlet illustrating the growth of this work since its 
inception in 1924 through the fiscal year ended June 30, 1955, reflects 
gratifying progress made possible by the cooperation of law-enforcement 
officials throughout the United States and foreign countries. On May 1, 
approximately 2,200 fingerprint records were being received in the Iden- 
tification Unit daily from 6,646 contributing law-enforcement agencies 
throughout the world. 


All peace officers are invited to avail themselves of the data 
on file in the Identification Unit of the Division of Investigation. The 
service is given without cost to all regularly constituted law-enforcement 
officers and agencies desiring it. Fingerprint cards, franked envelopes, 
the pamphlet entitled "How to Take Fingerprints", and disposition sheets 
for the purpose of reporting dispositions to the Division are supplied | 
gratis. The Division also furnishes upon request copies of its pamphlets | 
on the subject of latent fingerprints; court decisions as to the legality 
of taking fingerprints and the admissibility of fingerprint evidence; and 
the modification and extension of the Henry System of Identification, de- 
vised by the Division’s experts and applied to its own technical files. 


Upon receipt of a fingerprint card from a contributing law-en- 
forcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- : 
tor. An additional copy of the letter citing a prior record is trans- 
mitted in arrest cases for the benefit of the prosecutor as an aid in 
prosecuting the individual who has a previous record of arrest. This 
record is also of value to the Judge before whom a case is tried, as it 
is oftentimes studied before determining the length and character of sen- 
tence which the court imposes on a convicted person. 
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The Division places notations in the files of its Identifica- 
tion Unit upon request of peace officers, indicating that the arrest of 
an individual is desired as a fugitive. Through this procedure, after 
classifying and searching incoming cards, about 365 persons wanted for 
various types of offenses ranging from misdemeanor to murder or as es- 
caped prisoners or parole violators are identified each month. This 
service is amplified and its value enhanced by the Division's action in 
publishing and distributing to contributors of fingerprints, monthly 
bulletins listing fugitives wanted throughout the country for major 
crimes. This bulletin also contains articles of current interest to 
law-enforcement officers, such as treatises,on latent fingerprints, 
ciphers or similar subjects of a scientific character in the field of 
criminology studied in the Division's research and criminological 
laboratory. Р 


For the benefit of constituted authorities these finger- 
print records are also used on frequent occasions to identify unknown 
deceased persons as well as individuals, who, because of some malady, 
have forgotten their identity. Likewise, it proves of value in deter- 
mining if applicants for positions, under the Civil Service of the 
Federal, state, county or municipal governments, have a previous rec- 
ord on file which might show the applicant is not of a proper character 
to receive the appointment. 


In maintaining its fingerprint files, the Division of Inves- 
tigation employs the Henry System with current extensions, which util- 
izes all 10 fingers considered as a unit for the classification and fil- 
ing of prints. In addition there is maintained a separate collection of 
fingerprints of kidnapers and extortionists, which are filed individually 
or singly. This collection is an auxiliary to the main file and is used 
primarily for the purpose of identifying latent fingerprints left at the 
scenes of crimes by kidnapers and extortionists. Unless latent finger- 
prints of such offenders are those of the individuals whose séparate im- 
pressions are filed in the single-print collection, it is difficult for 
the Division to identify the latent prints. However, if the names or 
aliases of any suspects are furnished the Division together with de- 
scriptive information, then the actual prints may be compared with the 
latent impressions and thus it may be possible to establish an identifi- 
cation. 


In conducting its identification work, the Division of 
Investigation is essentially a cooperative organization and can fur- 
nish to contributing law-enforcement agencies only that information 
which it receives from them. The assistance of the police, sheriffs, 
wardens, state identification bureaus, and similar agencies has been 
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very gratifying, but despite the splendid results which have been 
‘accomplished, it is felt that this Division can rerider even more 
effective service when it receives all of the ‘fingerprint records 
which law-enforcement officials are in a position to furnish. It 

is obvious that even better service can be given by the Division as 
its records ‘become more complete. All peace officers are therefore 
invited to make the fullest possible use of this cooperative project. 


A pamphlet has been prepared and is available entitled 
"How to Take Fingerprints," which contains instructions concerning 
a simple ahd standardized method of taking fingerprints, and which 
also refers further to the Division's identification activities, in- 
cluding its participation in an international exchange of finger- 
prints with the identification bureaus of foreign countries for the 
purpose of identifying criminals who may have records of an interna- 
tional character. The prints of persons arrested in the United States 
will be. ‘sent. upon request to any of these foreign identification bu- 
reaus: _ any law-enforcement officer who i& now, or may desire to be- 
come a "contributor of fingerprints to the Division of Investigation 
in its identification work, will be supplied with a copy of this pam- 
phlet upon request. The cost of the equipment necessary to take the 
prints is trivial; in fact it may be improvised locally with but 
slight expense. This Division will supply the needed cards and en- 
velopes which require no postage, without cost, while the benefits 
of the information furnislied by the Division are manifold and so far 
outweigh the relatively smali amount of” work involved, that the sér- | 
vice is usually continued after initial fingerprinting - activities | 
are started. 


CRIME STATISTICS FUNCTIONS 





і 


In atcordance with an Act of Congress approved June 11, 1950, 
the Division of Investigation began the compilation of uniform crime 
statistics. The collection of such crime data had been initiated by the 
Committee on Uniform Crime Records of the International Association of 
Chiefs of Police in January of that year in response to a long-felt 
need for comparable crime statistics on a nation-wide sale. 


The system of uniform crime reporting includes monthly and 
annual reports of offenses known and offenses cleared by arrest and 
an annual report of the number of persons charged, i.e., held for pros- 
ecution, by the police. This Division provides the necessary return 
forms and tally sheets, and return envelopés which require no postage. 
There is also available for distribution to interested law-enforcement 
agencies the Manual, "Uniform Crime Reporting," which includes detailed 
instructions with reference to the preparation of the crime reports, 
and in addition describes and illustrates the police record forms which, 
if maintained, will make available the data desired in the monthly and 
annual crime returns submitted to the Division. 
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In order to. supplement. the statistics obtained from the records 

«described above, the Division periodically makes tabulations of data 
from the fingerprint cards currently received from law-enforcement 
officials throughout the country, The information tabulated from these 
records pertains particularly to the age and previous criminal history 

-of persons arrested and fingerprinted. This information, together with 
the data obtained from the uniform crime reports, is published in a 

. quarterly bulletin which is mailed to all interested law-enforcement 

. officialis, as well as others having a special interest in statistics 

. ef this character. s : 


: Due in no small measure: to the cooperation of police depart- 
'ments and other similar agencies throughout the country the project of 
collecting uniform orime reports has shown continued progress during 
the past. three- years. In 1930 monthly returns were received from 1,127 
cities, representing a total population of 45,929,965; in 1931 returns 
were received from 1,511 cities, representing a total population of 
51,145,754; during 1952 there were 1,578 cities, with an aggregate popu- 
> lation of 53,212,230, and during the calendar year 1935 there were 
1,658:cities, with a' total population of 62,357,262, which contrib- 
uted the crime reports. А majority of the larger cities throughout the 
countrye send these reports regularly to the Division. Any law-enforce- 
ment officials: who are not now contributing such reports are invited 
‘to do so, and the. necessary. blank forms may be obtained without cost 
. from this Division. 


TECHNICAL LABORATORY 


b _In the latter part of the year 1932 the Division of Investi- 
gation, United States Department of Justice, established a Technical 
Laboratory to perform work of a scientific character, which might prove 
of assistance in its investigative cases. Previously, it had been custom- 
.&ry in instances considered desirable for the Division to have technical 
experts outside its organization to make scientific analyses. The im- 

“portance and growth of this phase of the Division's investigative activity 

` апа the desirability of having the work under its close supervision led 

- to the conclusion that the establishment of a Technical Laboratory was 
essential. 


The development of the Laboratory has been carefully planned 
by the Division with the assistance and advice of Dr. Wilmer Souder, a 
well-known and recognized authority in the field of scientific endeavor. 
Dr. Souder, who is at present acting in an advisory capacity in the fur- 
ther development of the Laboratory, has been engaged as a scientist by 
the Bureau of Standards for a period of eighteen years and has devoted 
the principal portion of his time to handwriting, typewriting and ballis- 
tics identification. His advice and experience have rendered invaluable 
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service to. the Division in'the training of the Laboratory personnel and 
in obtaining equipment which. is considered the most desirable and essen- 
tial for the performance of its work. 


Some of the instrumerits — in the technical work. include the 
comparison. microscope, in which the images of two separate bullets are 
brought within a single eyepiece.for comparison; the binocular micro- 
scopé which uses low magnification for the examination of handwriting, 
typewriting and other specimens with which it is an advantage to utilize 
the stereoscopic principle; the research microscope- which enables magni- 
fication up to 1400 times to be obtained; the ultra-violet lamp for the 
examination of the fluorescent and. phosphorescent appearances of objects 
and. substances through which they may be identified; special cameras.for 
photographing specimens; chemical apparatus. for the examination. of blood 
stains, qualitative and. quantitative analyses; delicate — and 
similar instruments. - : : 


At the present, examinations are made in the Laboratory of 
documents or letters to determine’ the identity. of the typewriting or the 
handwriting. appearing. thereon, .the existence of watermarks and any other 
information which may prove. helpful. in the investigation of the case. 

In addition, ballistics is considered an important phase of the scien- 
tific work and comparisons aré made Whenever the occasion demands of 
bullets and exploded shells. Moulage is another feature which the Lab- 
oratory is equipped to undertake. This consists of the making of casts 
of parts of the human body and these casts are frequently of value in 
the trial of a case to show the exact location of the wound or for iden- 


tification purposes. Micro-analyses of hairs and fibres are likewise con- 


sidered as an essential and important part of the technical duties, and 


-chemical analyses of stains. including blood. tests. are performed from time 


to. time.- аня RE ene y A 


At this time considerable: Laboratory research is. being con- 
ducted. Further there are being’ obtained complete collections of water- 
marks, tire tread patterns, bullets, cartridges and’ powders and typewrit- 
ing specimens to assist in the performance of the Laboratory examinations 
as outlined above. These standard specimens will be located in the Labo- 
ratory and will.be made available.to all law enforcement officials desir- 
ing to utilize them. 
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CONCLUSION 


The growth and development of the functions of this Division 
are matters in which we all can take considerable pride. Because of the 
fact that this growth and development have been the result of a united 
cooperative endeavor and because law-enforcement officials and agencies 
throughout the Nation have as a result of their cooperation made this 
progress possible, it is believed that you will find an interest in the 
accompanying charts which show the accomplishments during the past several 
years. In the event more detailed information is desired in connection 
with the work of the Division of Investigation, it is hoped that you will 
feel free to confer with any Special Agent of the Division who comes into 
daily contact with law-enforcement officials and agencies throughout the 
Nation. In the event you desire additional information concerning the 
identification and crime statistics functions, your inquiry should be ad- 
dressed to: 


John Edgar Hoover, Director, 
Divigion of Investigation, 
Ц. 5. Department of Justice, 
Washington, D. C. 


The office of the Director is open twenty-four hours each day. 
Telephone Number: During daytime National 0185 
At night National 7117 


“Мау 1, 1934, 
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INVESTIGATIVE FUNCTIONS 
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his Division has investigative jurisdiction over all viola- 
tions of Fedéral laws and matters in which the United States is or may 
be a party in‘interest, except those matters specifically assigned by 


Congressional enactment or otherwise to other Federal agencies. 


It 


does not have investigative jurisdiction over violations of the Coun- 
terfeiting, Narcotic, Customs and Smuggling, Postal or Immigration Laws. 
Among those Е the primary jurisdiction of this Division 


which receive most f 
















Administrative Investigations 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District 
of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Civil Rights and Domestic 
Violence Statute 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes. on the High Seas 

Crimes in Alaska 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Crime Statistics 

Destruction of Government Property 

Espionage 

ederal Kidnaping ActS 

Federal Reserve Bank Act 

Federal Eight-Hour Law 

Federal Disbarment Proceedings 

Frauds against the Government, 

Identification Usages 


а. 
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equent attention are the following: 


Illegal Wearing of Service Uniforms 

Tllegal Use of Government Transpor- 
tation Requests . 

Impersonation of Federal Officials 

Interstate Transportation of 
Explosives Violations 

Interstate Commerce Vioiations 

Intimidation of Witnesses 

international Clains 

Larceny from Interstate Shipments 

Location of Escaped Fedéral Prisoners 

Location of Missing Witnesses 

Migratory Bird Act 

National Bank Act 

National Motor Vehicle Theft Act 

utrality Violations 

Obstruction of Justice 

-Peonage Státutes 

Passports aná Visas 

Patent Violations 

Parole and Probation Violations 

Perjury 

Personnel Investigations 

Red Cross Violations 

Seed Loan Act 

Theft or Embezzlemént of Government 
Property 

Treason 

Veterans Bureau Violations 

White Slave Traffic Act 
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: of the Division of Investigation has under his 
jurisdiction Xwenty-fi field offices located throughout the United 
States. Hach field office is under the immediate administration of a 
Special Agent in Charge who has supervision in his respective district 
over the investigations of all offenses against the laws of the United 
States which are under the jurisdiction of this Division. Any informa- 
tion concerning a violation of a law which is investigated by this Di- 
vision coming to the attention of a law-enforcement official or peace of- 
ficer should be sent by letter to the Special Agent in Charge of the dis- 
trict in which such officer is located. In the event the matter is urgent 
and requires expeditious attention, a telegram may be sent "Government 
Rate Collect" to the Special Agent in Charge. For your convenience there 
appears a map of the United States showing the territories covered by 
each of the field offices, and by reference to this map you will be able, 
when necessary, to ascertain to which office your communication should be 
addressed. For your further convenience, the mail and telegraphic ad- 
dress, as well as telephone number, of each of these offices is set forth. 







Communications to a field office of this Division should be ad- 


dressed to the Special Agent in Charge at the city indicated. 


Mail and 


telegraphic communications should be sent to the building address. For 


example: 


Special Agent in Charge, Division of Investigation, U. S. De- 


partment of Justice, 224 Federal Building, Oklahoma City, Okla. 


OFFICE 
Birmingham, Alabama 
Boston, Mass. 
Buffalo, N. Y. 
Butte, Montana 
Chariotte, N. C. 
Chicago, Ill. 
Cincinnati, Ohio 
Dallas, Texas 
Detroit, Mich. 

El Paso, Texas 
Jacksonville, Fla. 
Kansas City, Mo. 

Los Angeles, Calif. 
New Orleans, La. 
New York, N. Y. 
Oklahoma City, Okla. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Portland, Oregon 
Salt Lake City, Utah 
San Antonio, Texas 


San Francisco, Calif. 


St. Louis, Mo. 
St. Paul, Minn. 
Washington, D. C. 


6-88. 5 > 23048, 








BUILDING ADDRESS 

320 Federal 

1002 Post Office & Court House 
Marine Trust 

$02 Federal 

1806 First Nat'1 Bank 

1900 Bankers' ] 

426 U.S.Custom House & P.O. 
Post Office 

625 Lafayette 

1551 First Nat'1 Bank 

412 U.S.Court House & P.O. 
Suite L, Federal 

617 Federal 

326% Post Office 

570 Lexington Ave., Rm. 1403 
224 Federal 

735 Philadelphia Saving Fund 
1206 Law and Finance 

411 United States Court House 
503-A U.S.Court House $ P.O. 
1216 Smith-Young Tower 

918 Hewes 

801 Title Guaranty: 


252 Post Office 


Hurley-Wright 


TELEPHONE_NO. 


7-1755 
Liberty 7634 
Cleveland 2050 
2-4734 

$-4127 
Àndover 2411 
Cherry 0768 
2-7985 
Cadillac 2835 
Main 501 
5-8209 

Victor 3113 
Mutual 2201 
Raymond 1965 
Caledonia 5-8691 
2-8204 

Walnut 2213 
Grant 2727 
Atwater 6171 
Wasatch 1797 
Fannin 8052 
Exbrook 0818 
Central 1650 
Garfield 2193 
National 0185 
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. Information that shipments were made from the bankrupt 
store late at. night or in a covert manner; that vans or trucks: 


| were loaded at the bankrupt's premises; that the bankrupt hastily 


liquidated his affairs immediately prior to closing by sacrifice , 
or below-cost sales, all are significant of irregularities and are 
a material aid to the- progress of the investigation. Attempts on 
the part of the bankrupt to collect old accounts after proceedings 
have been instituted also indicate possible violations. 


‘CRIMES ON. SOREN ARE: 


“The тугын дй. of crimes Gê të on Government гезег- 
vations,. including Indian reservations, or in any Government build- 
ing, or on other. Government property, is under the jurisdiction of 
the Division of Investigation, and any information concerning such 
crimes should be forwarded to the nearest field office. 


ESCAPED FEDERAL PRISONERS AND FUGITIVES 


Pn ee eee e 





The Division of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who 
are fugitives from Justice by reason of violations of the Federai 
laws over which the Division has. jurisdiction, of escaped Federal 
prisoners, and parole and probation violators. When-the arrest of 
a Federal fugitive from, justice is. not brought about within a rea- 
sonable time, there is issued what is known. as an Identification 
Order, which is distributed to peace officers in all parts of the 
country. These Identification Orders contain the name, photograph, - 
fingerprints and description of the fugitive together With all 
available information which might prove helpful in bringing about 
his arrest. When the fugitive is apprehended an Apprehension 
Order.is issued so that all efforts to locate the individual may 
be discontinued. If you do not already receive these orders, the - 
Division will be pleased to place your name on the mailing list. 


_ It is highly important in investigations relating to fugi- 
tives from justice that any information secured be forwarded to the 
nearest field. office without delay. .The cooperation of State and 
local officials in this regard will be SPET PP eS 
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THE FEDERAL FUGITIVE ACT. 


4 


An Act approved on May 18, 1934 makes it a Federal 
offense for any person to move or travel in interstate or 
foreign commerce with intent to avoid prosecution for murder, 


kidnaping, burglary, robbe mayhem, rape, assault with a- 





dangerous weapon or extortion] accompanied by threats of violence 
or for an attempt to commit any of the foregoing offenses. This 
Act further makes it a Federal offense for any person ud 

travel in interstate or foreign commerce to avoid giving 
testimony in any criminal proceedings in such place in which 

the commission of a felony is charged. 


The "ivision of Investigation has jurisdiction in 


cases of this kind. 
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FEDERAL RACKETEERING STATUTE. 


An Act approved on June 18, 1934 makes it a Federal 
offense for any person to in any way affect interstate trade 
or commerce by obtaining or attempting to obtain by threat, 
force, violence or coercion, the payment of money or other 
valuable considerations for the purchase or rental of property 
or protective services. This Statute further makes it a Federal .^ 
offense for any person to obtain the property of another with dus 
his consent through the wrongful use of force or fear ө” /\У k 
under the color of official right when interstate commerce or | 
trade is affected. This Act further penalizes the commission 


or threats to commit any acts of physical violence or physical 


injury to a person or property in furtherance of a plan or 


QT ii 
purpose to interfere with in'state trade or commerce 
The Division of Investigation has jurisdiction in the in- 


vestigation of cases arising under this Statute. 
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THE NATIONAL STOLEN PROPERTY ACT. 


This Act approved on Мау 22, 1934, makes it a Federal 
offense to transport or cause to be transported in interstate or 
foreign co al goods, wares or merchandise, securities or 
money of ава of $5,000 or more theretofoze stolen or 
taken feloniously by . fraud or with intent to steal or purloin 
knowing the same to have been so stolen or taken. This Act also 
penalizes the receiving, concealing, storing, bartering, selling 
or disposing of goods, wares or merchandise, securities or money 


of the value of $5,000 or more by a person knowing the goods to be 





stolen. This Statute also makes it a Federal offense for any per- 
son to pledge or accept as security for a loan any goods, wares 
or merchandise, or securities of the value of $500 or more, which 
have been stolen or feloniously taken by fraud from an interstate 
or foreign shipment. 

The Division of Investigation has investigative juris- 
diction in these cases. 
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THE ROBBERY OF NATIONAL BANKS 
AND MEMBER BANKS OF THE FEDERAL 
RESERVE SYSTEM. 
On May 18, 1934 there was approved by the President 
& Statute which makes it & Federal offense to rob any National 
Bank or Member Bank of the Federal Reserve System. This Act 
covers the taking by force and violence or by putting in fear 
of any property in the care, custody, control, management or 
possession of any Federal Reserve Member Bank or National Bank. 
This Statute also penalizes the assault of any person or the 
placing in jeopardy of the life of any person by the perpetrators 
of the robbery of a National Bank or Member Federal Reserve Dank. 
The Statute also expressly covers the killing or kidnaping of any 
person in connection with the robbery of a Federal Reserve Member 
Bank or a National Bank, 
The Üivision of Investigation has investigative juris- 


diction in cases of this kind. 
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‘Whenever information is received by a peace officer 
or law-enforcement official which indicates that an individual 595% 
has falsely claimed to be an officer or employee of the United 
States and that such. individual. fraudulently. acted as if he were 
a Federal officer, or that he obtained or demanded anything of 
value, such as loans, credits, money, documents, ‘or the cash- 
ing of chetks;: Such'infoórmàtion should be transmitted to the 
Division of Investigátion, which will begin an immediate чишу | 
vo Asten whether a Federal law has been violated. А 





- KIDNAPING 


the President on” ; 1952, whoever transports or aids in 

trarisporting in intéy state 0 foreign commerce any person who has 

been unlawfully cim confined, inveigled, decoyed, kidnaped, 

abducted, or capri d away by any means whatsoever and held for | 
ransom or died is guilty of violating a Federal law. Also, if 

two or more persons enter into an agreement, confederation, or 
conspiracy’ to- violate the’ provisions of this act and do any overt: 
act toward carrying out such unlawful, agreement, confederation, сарн \ 
or conspiracy, such pergon ог per ons are guilty of violating the 

Federal kidnaping law. “ба “of this nature are investigated by 

the Division .of. Investigation and any’ information in the posses- 

sion of law-enforcement officials indicating a violation of this 

law: Should bê transmitted to’ the nearest | field office. | 


Under d SS ro рч am Act of Congress approved by 





' LARCENY FROM INTERSTATE SHIPMENTS 


Any facts which indicate that any person or persons have 
stolen anything being shipped. from one Státe.to another State, from 
апу freight or express shipment or passenger car, or that any person 
has received anything’ which was stolen from such shipments should be 
reported to: mo “proper пева office. 


2 A — NATIONAL BANK AND FEDERAD RESERVE ACTS 





These. statutes specify criminal offenses on the part of 
employees’ or’ agents’ ‘of: institutions coming under the jurisdiction of 
the above acts, such -as- embezzlement, abstraction, or nisapplication 
of funds, and the making of false entries in the books of a national 
bank or a member bank of the Federal Reserve System, or in reports to 
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the Comptroller of the Currency. The Division of Investigation has 
investigative jurisdiction over such offenses and desires to receive 
any information ange ce Lane: a violation of the provisions of these 


acts. 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport a stolen motor vehicle from one State 
to another State, knowing the samé to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as,- or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile 
and there is reason to believe that his possession of the motor 
vehicle is not lawful and that the said motor vehicle has been stolen 

—and transported in interstate or foreign commerce, if the facts are 
called to the attention of the Division an investigation will be made 
to determine whether there has been a violation of the National Motor 


Vehicle Theft Act. um ez Ve — 4 К 
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ТНЕРЁ BBA ENT, OR ILLEGAL POSSESSION OF^ 
OU ERAN PROPERTY 


It is a violation of a Federal law to embezzle, purloin, or 
steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Division has investigative 
jurisdiction over offenses of this nature. 


WHITE SLAVE TRAFFIC ACT 


The White Slave Traffic Act is frequently referred to as the 
Mann Act. This act provides that any person who shall knowingly trans- 
port or cause to be transported, or aid or assist in obtaining trans- 
portation for, or in transporting, in interstate or foreign commerce, 
| 5 any woman or girl for the purpose of prostitution or debauchery, or to 
engage jin other immoral practices, shall ре deemed guilty of a felony... 
| The Division of Investigation is desirous of receiving any information 
which comes to your attention indicating a violation of this act. 
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IDENTIFICATION FUNCTIONS 
Le NA The Division of Investigation, in addition to its field inves- 
№ tigative offices, maintains an Identification Unit at Washington, D. C., 


which serves as a central clearing house of records pertaining to crimi- 
nals. The information contained in the Division’s identification files 
is based primarily upon fingerprints, which constitute the largest and 
most complete collection of current value in existence. 





1934, there werel4,266,420)f'ingerprint records and 
index cards in the Division’s archives. The chart which ap- 
pears in this pamphlet illustrating the growth of this work since its 


91,0% 










officials throughout the United States and foreign countries. Оп 
approximately 2,200 fingerprint records were being received in the 
tification Unit daily from 
throughout the world. 





All peace officers are invited to avail themselves of the data 
yon file in the Identification Unit of the Division of Investigation. The 
service is given without cost to all regularly constituted law-enforcement 
g Lin erprint cards, franked envelopes, 
"9 and disposition sheets 
for the purpose of reporting dispositions 55 the Division are supplied 
gratis. The Division also furnishes upon request copies of its pamphlets 
| 








on the subject of latent fingerprints; court decisions as to the legality 
of taking fingerprints and the admissibility of fingerprint evidence; and 
the modification and extension of the Henry System of Identification, de- 
vised by the Division’s experts and applied to its own technical files. 


Upon receipt of a fingerprint card from a contributing law-en- 
forcement agency, a letter giving the criminal record, or informing of 


- the fact that no prior record has been located, is sent to the contribu- 
| tor. An additional copy of the letter citing a prior record is trans- 
> mitted in arrest cases for the benefit of the prosecutor as an aid in , 
prosecuting the individual who has a previous record of arrest. This 
record is also of value to the Judge before whom a case is tried, as it 
is oftentimes studied before determining the length and character of sen- 
tence which the court imposes on a convicted person. 
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Тһе Division places notations in the fil Ае 
tion Unit upon request of peace officers, indi carin that the arrest of 
an individual is desired as a fugitive. Тһрейвһ this procedure, after 
classifying and searching incoming cards,C: 365' persons wanted for 
_various types of offenses ranging from misdemeanor-to murder or as es- 







caped prisoners or parole violators are identified each month. This 

service is amplified and its value enhanced by the Division's action in 
publishing and distributing to contributors of fingerprints, monthly 
bulletins listing fugitives wanted throughout the country for major 

crimes. This bulletin also contains articles of current interest to — 
law-enforcement officers, such as treatises on latent fingerprints, 

ciphers or similar subjects of a scientific character in the field of 
criminology studied in the Division's research and criminological 
laboratory. 


For the benefit of constituted authorities these finger- 
print records are also used on frequent occasions to identify unknown 
deceased persons as well as individuals, who, because of some malady, 
have forgotten their identity. . Likewise, it proves of value in deter- 
mining if applicants for positions, under the Civil Service of the 
Federal, state, county or municipal governments, have a previous rec- 
ord on file which might show the applicant is not of a proper character 
to receive the appointment. 


In maintaining its fingerprint files, the Division of Inves- jw 
tigation employs the Henry System with current extensions, which util- Бете 
izes all 10 fingers considered as a unit for the classification. ana- fii- 

ing of prints. In addition there is maintained a sepatatetollection of 
fingerprints of kidnapers and extortionists, which"&re filed individually 

or singly. This collection is an pon the main file and is used 
primarily for the purpose of ide ing latent fingerprints left at the 

Scenes of crimes by О И Unless latent finger- 

prints of such offenders are#those of the individuals whose separate im- 
pressions are filed in the single-print collection, it is difficult for 

the Division to identify the latent prints. However, if the names or 

aliases of any suspects are furnished the Division together with de- 

scriptive information, then the actual prints may be compared with the 

latent impressions and thus it may be possible to establish an identifi- 
cation. 


In conducting its identification work, the Division of 
Investigation is essentially a cooperative organization and can fur- 
nish to contributing law-enforcement agencies only that information 
which it-receives from them. The assistance of the police, sheriffs, 
wardens, state identification bureaus, and similar agencies has been 
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very gratifying, but despite the splendid results which have been 
accomplished, it is felt that this Division can render even more 
effective service when it receives all of the fingerprint records 
which law-enforcement officials are in a position to furnish. It 

is obvious that even better service can be given by the Division as 
its records become more complete. All peace officers are therefore 
о make the fullest possible use of this cooperative project 


HABLA Es been prepared and is available entitled. 12 


Fingerprints,"}which contains instructions concerning (7 
a Simple and standa “method of taking fingerprints, and which A ; 
also refers further to the Division's identification activities, in- 

cluding its participation in an international exchange of finger- 

prints with the identification bureaus of foreign countries for the 

purpose of identifying criminals who may have records of an interna- 

tional character. The prints of persons arrested in the United States 

will be sent upon request to any of these foreign identification bu- : 

reaus. Any law-enforcement officer who is now, or may desire to be- 

come a contributor of fingerprints to the Division of Investigation 

in its identification work, will be supplied with a copy of this pam- 

phlet upon request. The cost of the equipment necessary to take the 

prints is trivial; in fact it may be improvised locally with but 

slight expense. This Division will supply the needed cards and en- 

velopes which require no postage, without cost, while the benefits 

of the information furnished by the Division are manifold and so far 

outweigh the relatively small amount of work involved, that the ser- 

vice is usually continued after initial fingerprinting activities 

are started. 


















CRIME STATISTICS FUNCTIONS 


In accordance with an Act of Congress approved June 11, 1930, 
the Division of Investigation began the compilation of uniform crime 
statistics. The collection of such crime data had been initiated by the 
Committee on Uniform Crime Records of the International Association of 
Chiefs of Police in January of that year in response to a long-felt 
need for comparable crime statistics on a nation-wide scale. 





The system of uniform crime reporting includes monthly and 
annual reports of offenses known and offenses cleared by arrest and 
an annual report of the number of persons charged, i.e., held for pros- 
ecution, by the police. This Division provides the necessary return 
forms and tally sheets, and return envelopes which require no postage. 
There is also available for distribution to interested law-enforcement 
agencies the Manual, "Uniform Crime Reporting," which includes detailed 
instructions with reference to the preparation of the crime reports, 
and in addition describes and illustrates the police record forms which, 
if maintained, will make available the data desired in the monthly and 
annual crime returns submitted to the Division. 
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In order to supplement. the statistics obtained from the records 
described above, the Division periodically makes tabulations of. data 
from the fingerprint cards currently. received from. law-enforcement 
officials throughout the country. The information tabulated from these 
records pertains particularly to the age and.previous criminal history 
of persons arrested and fingerprinted. This information, together with 
the data obtained from the uniform crime reports, is published in a 
quarterly bulletin which is. mailed to all interested law-enforcement 
officials, “as. well.as. others, having a special interest in statistics 
of this character. = J 


. Due in no small measure to the cooperation of police depart- 
ments and other similar agencies throughout the country the project of 
collecting uniform crime reports has shown continued progress during 
the past three .years. In 1930 monthly returns were received from 1,127 
cities, representing a total populátion of 45,929,965; in 1931 returns 
were received from 1,511 cities, representing a total population of 
91,145,754; during 1952 there were 1,578 cities, with an aggregate popu- 
lation of 53,212,230, and during the calendar year 1933 there were 
1,658 cities, with a total population of 62,357,262, which contrib- ` 
uted the crime reports. A majority of the larger cities throughout the 
country send these reports regularly to the Division. Any law-enforce- 
ment officials who are not now contributing such reports are invited 
to do so, and the necessary. blank forms may be obtained without cost 
from this Division. 


‘TECHNICAL LABORATORY 


; In the latter part of the year 1932 the Division of Investi- 
gation, United States Department of Justice, established a Technical 
Laboratory to perform work of a scientific character, which might prove 

of assistance in its investigative cases. Previously, it had been custom- 
ary in instances. considered desirable for the Division to have technical 
experts outside its organization to make scientific analyses. The im- 
portance and growth of this phase of the Division's investigative activity 
and the desirability of having the work under its close supervision led 

to the conclusion that the establishment of a Technical Laboratory was 
essential. 


The development of the Laboratory has been carefully planned 
by the Division with the assistance and advice of Dr. Wilmer Souder, a 
well-known and recognized authority in the field of scientific endeavor. 
Dr. Souder, who is at present acting in an advisory capacity in the fur- 
ther development of the Laboratory, has been engaged as a scientist by 
the Bureau of Standards for a period of eighteen years and has devoted 
the principal portion of his time to handwriting, typewriting and ballis- 
tics identification. His advice and experience have rendered invaluable 
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service to the Division in the training of the Laboratory personnel and 
in obtaining equipment which is considered the most desirable and essen- 
tial for the performance of its work. 


Some of the instruments used in the technical work include the 
comparison microscope, in which the images of two separate bullets are 
brought within a single eyepiece for comparison; the binocular micro- 
scope which uses low magnification for the examination of handwriting, 
iypewriting and other specimens with which it is an advantage to utilize 
the stereoscopic principle; the research microscope which enables magni- | 
fication up to 1400 times to be obtained; the ultra-violet lamp for the 
examination of the fluorescent and phosphorescent appearances of objects 
and substances through which they may be identified; special cameras for 
photographing specimens; chemical apparatus for the examination of blood 
stains, qualitative and quantitative analyses; delicate balances, and 
similar instruments. 


At the present, examinations are made in the Laboratory of 
documents or letters to determine the identity of the typewriting or the 
handwriting appearing thereon, the existence of watermarks and any other 
information which may prove helpful in the investigation of the case. 

In addition, ballistics is considered an important phase of the scien- 
tific work and comparisons are made whenever the occasion demands of 
bullets and exploded shells. Moulage is another feature which the Lab- 
oratory is equipped to undertake. This consists of the making of casts 

of parts of the human body and these casts are frequently of value in 

the trial of a case to show the exact location of the wound or for iden- 
tification purposes. Micro-analyses of hairs and fibres are likewise con-~ 
sidered as an essential and important part of the technical duties, and 
chemical analyses of stains including blood tests are performed from time 
to time. 





At this time considerable Laboratory research is being con- 
ducted. Further there are being obtained complete collections of water- | 
marks, tire tread patterns, bullets, cartridges and powders and typewrit- 
ing specimens to assist in the performance of the Laboratory examinations 
as outlined above. These standard specimens will be located in the Labo- ‹ 
ratory and will be made available to all law enforcement officials desir- 
ing to utilize-them. 
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CONCLUSION 

The growth and development of the functions of this Division 
are matters in which we all can take considerable pride. Because of the 
fact that this growth and development have been the result of a united 
cooperative endeavor and because law-enforcement officials and agencies 
throughout the Nation have as a result of their cooperation made this 
progress possible, it is believed that you will find an interest in the 
accompanying charts which show the accomplishments during the past several 
years. In the event more detailed information is desired in connection 
with the work of the Division of Investigation, it is hoped that you will 
feel free to confer with any Special Agent of the Division who comes into 
daily contact with law-enforcement officials and agencies throughout the 
Nation. In the event you desire additional information concerning the 
identification and crime statistics functions, your inquiry should be ad- 
dressed to: 


John Edgar Hoover, Director, 7, i; 
Division of Investigation, ) 

U. S. Department of Justice, с 
Washington, D. C. 


The office of the Director is open twenty-four hours each day. 
Telephone Number: During daytime National 0185 
At night National 7117 
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Due to the unusually heavy demand for 
the publication, The Work and Functions of the Federal 
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suggested that the approval for a reissue of Work 
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WORK AND FUNCTIONS OF THE DIVISION OF INVESTIGATION, 
U. S. DEPARTMENT OF JUSTICE 


INTRODUCTION 


"The administration of the Division of Investigation, U. S. 
Department of Justice is based upon the well understood rule and policy 
that all Special Agents in the field must work in close cooperation 
with police officials in their respective jurisdictions ."*****##x* 

"The Identification Unit is at your service every day of the year. 

I trust that you will avail yourselves at all times of its desire 

to be of service to you." These quotations are from addresses made 
to peace officers by the Director of the Division of Investigation, 
‚апа disclose à fundamental policy of cooperation and service govern- 
ing the operations and administration of this organization. 


This publication is issued for the purpose of acquainting 
law-enforcement officials and agencies with the work and functions 
of the Division of Investigation, U. 8. Department of Justice. By 
this means it is hoped that there will be brought to peace officers 
information which will tend to acquaint them with the types of 
service which are available, and for the further purpose of encourag- 
ing a wider use of the facilities of this Division. There is being 
presented an outline of the investigative, fingerprint identification, 
technical laboratory and crime statistics functions of the Division, 
and it is suggested that this publication be retained for your future 
reference and guidance whenever an opportunity arises for you to ac- 
quaint yourself in greater detail with these functions. In the event 
any regularly constituted law-enforcement official or agency is not at 
the present time making use of the facilities of this organization, or 
in the event there has been a limited participation in these functions, 
you are invited to make full use of the opportunities in connection 
with the various functions herein outlined. 


It is a pleasure to quote the following statement from 
an address by the Attorney General of the United States concerning 
the Department of Justice, of which this Division is an integral part: 


"In brief, I aim at a sane, wholesome administration. 
The Department of Justice belongs to the people of 
America. It is their servant ministering to their 
needs and I bespeak for it the support and the good 
opinion of all law-abiding citizens." 
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INVESTIGATIVE FUNCTIONS 


This Division has investigative jurisdiction over all viola- 
tions of Federal laws and matters in which the United States is or may 
be a party in interest, except those matters specifically assigned by 
Congressional enactment or otherwise to other Federal agencies. It 
does not have investigative jurisdiction over violations of the Coun- 
terfeiting, Narcotic, Customs and Smuggling, Postal or Immigration Laws. 
Among those matters under the primary jurisdiction of this Division 
which receive the most frequent attention are the following: — 


Administrative Investigations 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District 
of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

vivil Rights and Domestic 
Violence Statute 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Crimes in Connection with Federal 
Penal and Correctional Insti- 
tutions 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Crime Statistics 

Destruction of Government Property 

Espionage 

Extortion Cases Involving Inter- 
State Commerce or Communi- 
cations 

Federal Anti-Racketeering Statute 

Federal Kidnaping Acts 

Federal Reserve Bank Act 

Federal, Eight-Hour Law 

Federal Disbarment Proceedings 

Frauds Against the Government 

Identification Usages 


Illegal Wearing of Service Uniforms 

Illegal Use of Government Transpor- 
tation Requests 

Impersonation of Federal Officials 

Interstate Transportation of 
Explosives Violations 

Interstate Commerce Violations 

Interstate Flight to Avoid. Prosecu- 
tion or Testifying in Certain Cases 

Intimidation of Witnesses 

International Claims 

Killing or Assaulting Federal Officer 

Larceny from Interstate’ Shipments 

Location of Escaped Federal Prisoners 

Location of Missing Witnesses 

Migratory Bird Act 

National] Bank Act 

National Motor Vehicle Theft Act 

National Stolen Property Act 

Neutrality Violations 

Obstruction of Justice 

Peonage Statutes 

Passports and Visas 

Patent Violations 

Parole and Probation Violations 

Perjury 

Personnel Investigations 

Red Cross Violations 

Robbery of National Banks and Member 
Banks of Federal Reserve System 

Seed Loan Act 

Theft or Embezzlement of Government 
Property 

Treason 

Veterans Bureau Violations 

White Slave Traffic Act 
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The Director of the Division of Investigation has under his 
jurisdiction thirty field offices located throughout the United States. 
Each field office is under the immediate administration of a Special 
Agent in Charge who has supervision in his respective district over 
the investigations of all offenses against the laws of the United 
States which are under the jurisdiction of this Division. Any informa- 
tion concerning a violation of a law which is investigated by this Di- 
vision coming to the attention of a law-enforcement official or peace of- 
ficer should be sent by letter to the Special Agent in Charge of the dis- 
trict in which such officer is located. In the event the matter is urgent 
and requires expeditious attention, a telegram may be sent "Government 
Rate Collect" to the Special Agent in Charge. For your convenience there 
appears a map of the United States showing the territories covered by 
each cf the field offices, and by reference to this map you will be able, 
when necessary, to ascertain to which office your communication should be 
addressed. For your further convenience, the mail and telegraphic ad- 
dress, as well as telephone number, of each of these offices is set forth. 


Communications to a field office of this Division should be ad- 


dressed to the Special Agent in Charge at the city indicated. 


Mail and 


telegraphic communications should be sent to the building address. For 
example: Special Agent in Charge, Division of Investigation, U. S. De- 
partment of Justice, 224 Federal Building, Oklahoma City, Okla. 


OFFICE 


Birmingham, Alabama 


Boston, Mass. 
Buffalo, N. Y. 
Butte, Montana 
Charlotte, N. C. 
Chicago, 111. 
Cincinnati, Ohio 
Dallas, Texas 
Denver, Colo. 
Detroit, Mich. 

El Paso, Texas 
Indianapolis, Ind. 
Jacksonville, Fla, 
Kansas City, Mo. 
Little Rock, Ark. 
Los Angeles, Calif. 
Nashville, Tenn. 
New Orleans, La. 
New York, N. Y. 


Oklahoma City, Okla. 


Omaha, Nebr. 
Philadelphia, Pa. 
Pittsburgh, Pa. 


BUILDING_ADDRESS 


520 Federal 

1002 Post Office & Court House 
612 Marine Trust 

$02 Federal 

254 Federal 

1900 Bankers' 

426 U. S. Custom House & P. O. 
420 Post Office 

422 Midland Saving s 

907 Federal 

1331 First Nat'l Bank 

506 Fletcher Savings & Trust 
412 U. S. Court House & P. O. 
1616 Federal Reserve Bank 

500 Rector Office 

617 Federal 

508 Medical Arts 

3263 Post Office 

$70 Lexington Avenue, Room 1403 
224 Federal 

629 First Nat'l Bank 

755 Phila. Saving Fund 

1206 Law and Finance 


(Continued on Page 5) 


TELEPHONE NO. 


7-1755 
Liberty 5600 
Cleveland 2030 
2-4754 
3-4127 
Randolph 6226 
Main 6720 
2-3866 

Main 6241 
Cadillac 2835 
Main 501 
Riley 5416 
$-2780 

Victor 3113 
6754 

Mutual 2201 
6-6771 
Raymond 1965 
Caledonia 5-8691 
2-8204 
Atlantic 8644 
Walnut 2213 
Grant 2727 
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OFFICE BUILDING ADDRESS TELEPHONE NO. 
Portland, Oregon 411 U. S. Court House Atwater 6171 
Salt Lake City, Utah 503-A U. S. Court House & P. 0. Wasatch 3980 
San Antonio, Texas 1216 Smith-Young Tower Fannin 8052 
San Francisco, Calif. 405 Post Office Hemlock 4400 
St. Louis, Mo. 801 Title Guaranty Central 1650 
St. Paul, Minn. 202 Post Office Garfield 7509 
Washington, D. C. 5747 U. S. Dept. of Justice National 5303 


The Division of Investigation has no prosecutive jurisdiction 
or control. The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Division relative to alleged violations of Federal laws is sub- 
mitted to the United States Attorney for his information and guidance 
to determine whether prosecutions should be initiated against the in- 
dividuals involved. 


The following summarized information deals with some of the 
more frequent types of violations of Federal laws over which this 
Division has investigative jurisdiction. From an examination of this 
information there will be found an indication of the facts which the 
Division desires to receive from State or local officials when Federal 
prosecution is desired in order that an appropriate investigation may 
be made and the facts submitted to the United States Attorney: 


ANTITRUST LAWS 


The Division of Investigation is charged with the duty of 
collecting evidence of violations of the Federal antitrust laws. 
Violations of these statutes are usually reported by business con- 
cerns which have suffered injury through reason of a combination or 
conspiracy operating in restraint of trade between the States. Any 
information regarding contracts, combinations, or conspiracies in 
restraint of interstate trade, or tending toward a monopoly, and any 
acts of interference with interstate trade or commerce should be 
reported. 


BANKRUPTCY VIOLATIONS 


It is the duty of the Division of Investigation to investi- 
gate alleged violations which occur in the administration of the 
National Bankruptcy Act. Violations of this Act are usually reported 
by referees in bankruptcy, trustees, credit associations, or creditors. 
However, the Division will appreciate receiving any information which 
you may obtain relative to violations of this Act, such as concealing 
money, merchandise, or property either before or after the filing of 
the bankruptcy petition; concealing, destroying, mutilating, or falsi- 
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fying books and records before or after the bankruptcy petition was 
filed; receiving concealed property, or perjury or false claims. 


Information that shipments were made from the bankrupt 
store late at night or in a covert manner; that vans or trucks 
were loaded at the bankrupt's premises; that the bankrupt hastily 
liquidated his affairs immediately prior to closing by sacrifice 
or below-cost sales, all are significant of irregularities and are 
a material aid to the progress of the investigation. Attempts on 
the part of the bankrupt to collect old accounts after proceedings 
have been instituted also indicate possible violations. a 


CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed on Government reser— 
vations, including Indian reservations, or in any Government build- 
ing, or on other Government property, is under the jurisdiction of 
the Division of Investigation, and any information concerning such 
crimes should be forwarded to the nearest field office. 


ESCAPED FEDERAL PRISONERS AND FUGITIVES 


The Division of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who 
are fugitives from Justice by reason of violations of the Federal 
laws over which the Division has jurisdiction, of escaped Federal 
prisoners, and parole and probation violators. When the arrest of 
a Federal fugitive from justice is not brought about within a rea- 
sonable time, there is issued what is known as an Identification 
Order, which is distributed to peace officers in all parts of the 
country. These Identification Orders contain the name, photograph, 
fingerprints and description of the fugitive together with all 
available information which might prove helpful in bringing about 
his arrest. When the fugitive is apprehended an Apprehension 
Order is issued so that all efforts to locate the individual may 
be discontinued. If you do not already receive these orders, the 
Division will be pleased to place your name on ihe mailing list. 


It is highly important in investigations relating to fugi- 
tives from justice that any information secured be forwarded to the 
nearest field office without delay. The cooperation of State and 
local officials in this regard will be appreciated. 


FEDERAL FUGITIVE ACT 





An Act approved on May 18, 1934 makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce 
with intent to avoid prosecution for murder, kidnaping, burglary, 
robbery, mayhem, rape, assault with a dangerous weapon or extortion, 
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accompanied by threats of violence or for an attempt to commit any 
of the foregoing offenses. This Act further makes it a Federal of- 
fense for any person to travel in interstate or foreign commerce to 
avoid giving testimony in any criminal proceedings in such place 

in which the commission of a felony is charged. 


The Division of Investigation has jurisdiction in cases of 
this kind, 


FEDERAL RACKETEERING STATUTE 


An Act approved on June 18, 1954 makes it a Federal offense. 
for any person to in any way affect interstate trade or commerce by 
obtaining or attempting to obtain by threat, force, violence or coer- 
cion, the payment of money or other valuable considerations for the 
purchase or rental of property or protective services. This Statute 
further makes it a Federal offense for any person to obtain the prop- 
erty of another with his consent through the wrongful use of force 
or fear or under the color of official right when interstate com- 
merce or trade is affected. This Act further penalizes the commis- 
sion or threats to commit any acts of physical violence or physical 
injury to a person or property in furtherance of a plan or purpose 
to interfere with interstate trade or commerce. 


The Division of Investigation has jurisdiction in the investi- 
gation of cases arising under this Statute. 


IMPERSONATION 


Whenever information is received by a peace officer or 
law-enforcement official which indicates that an individual has falsely 
claimed to be an officer or employee of the United States and that 
such individual fraudulently acted as if he were a Federal officer, or 
that he obtained or demanded anything of value, such as loans, credits, 
money, documents, or the cashing of checks, such information should 
be transmitted to the Division of Investigation, which will begin an 
immediate inquiry to determine whether a Federal law has been violated. 


KIDNAPING 


Under the provisions of an Act of Congress approved by the 
President on May 18, 1934, whoever transports or aids in transporting 
in interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried 
away by any means whatsoever and held for ransom or reward or other- 
wise, is guilty of violating a Federal law. Also, if two or more 
persons enter into an agreement, confederation, or conspiracy to vio- 
late the provisions of this Act and do any overt act toward carrying 
out such unlawful agreement, confederation, or conspiracy, such person 
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or persons are guilty of violating the Federal kidnaping law. Cases 
of this nature are investigated by the Division of Investigation and 
any information in the possession of law-enforcement officials indi- 
cating a violation of this law should be transmitted to the nearest 
field office. 


LARCENY FROM INTERSTATE SHIPMENTS 


Any facts which indicate that any person or persons have stolen 
anything being shipped from one State to another State, from any freight 
or express shipment or passenger car, or that any person has received 
anything which was stolen from such shipments should be reported to 
the proper field office. . 


NATIONAL BANK AND FEDERAL RESERVE ACTS - 


These statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of 
the above Acts, such as embezzlement, abstraction, or misapplication 
of funds, and the making of false entries in the books of a national 
bank or a member bank of the Federal Reserve System, or in reports to 
the Comptroller of the Currency. The Division of Investigation has 
investigative jurisdiction over such offenses and desires to receive 
any information indicating a violation of the provisions of these 
Acts. | UR 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport a stolen motor vehicle from one State 
to another State, knowing the same to have been stolen, may. be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as thé Dyer Act. 
















When an individual is found in possession of an automobile 
and there is reason to believe that his possession of the motor уе- 
hicle is not lawful and that the said motor vehicle has been stolen 
and transported in interstate or foreign commerce, if the facts are 
called to the attention of the Division an investigation will be made 
to determine whether there has been a violation of the National Motor 
Vehicle Theft Act. 


NATIONAL STOLEN PROPERTY ACT 


This Act approved on May 22, 1934, makes it a Federal offense 
to transport or cause to be transported in interstate or foreign com- 
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merce any goods, wares or merchandise, securities or money of the 

value of $5,000 or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purloin knowing the same to have been so sto- 
len or taken. This Act also penalizes the receiving, concealing, storing. 
bartering, selling or disposing of goods, wares or merchandise, securi- 
ties or money of the value of $5,000 or more by a person knowing the 
goods to be stolen. This Statute also makes it a Federal offense for any 
person to pledge cr accept as security for a loan any goods, wares 

or merchandise, or securities of the value of $500 or more, which have 
been stolen or feloniously taken by fraud from an interstate or for- 

sign shipment. m 


The Division of Investigation has investigative ^urisdiction 
in these cases. 


ROBBERY OF NATIONAL BANKS AND MEMBER BANKS OF 
THE FEDERAL RESERVE SYSTEM 


On May 18, 1934 there was approved by the President a 
Statute which makes it a Federal offense to rob any National Bank or 
Member Bank of the Federal Reserve System. This Act covers the 

taking by force and violence or by putting in fear of any property in 
the care, custody, control, management or possession of any Federal 
Reserve Member Bank or National Bank. This Statute also penalizés the 
assault of any person or the placing in jeopardy of the life of any per- 
son by the perpetrators of the robbery of a National Bank or Member 
Federal Reserve Bank. The Statute also expressly covers the killing 
or kidnaping of any person in connection with the robbery of a Federal 
Reserve Member Bank or a National Bank. 


The Division of Investigation has investigative jurisdiction 
in cases of this kind. 


THEFT, EMBEZZLEMENT, OR ILLEGAL POSSESSION OF 
GOVERNMENT PROPERTY 


It is a violation of à Federal law to embezzle, purloin, or 
Steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Division has investigative 
jurisdiction over offenses of this nature. 


WHITE SLAVE TRAFFIC ACT 
The White Slave Traffic Act is frequently referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans- 
port or cause to be transported, or aid or assist in obtaining trans- 
portation for, or in transporting, in interstate or foreign commerce, 
any woman or girl for the purpose of prostitution or debauchery, or to 
engage in other immoral practices, shall be deemed guilty of a felony. 
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The Division of Investigation ‘is desirous of receiving any information 
which comes to your attention indicating a violation of this Act. 


IDENTIFICATION FUNCTIONS 


The Division of Investigation, in addition to its field inves- 
tigative offices, maintains an Identification Unit at Washington, D. C., 
which serves as a central clearing house of records pertaining to crimi- 
nals. The information contained in the Division's identification files 
is based primarily upon fingerprints, which constitute the largest and 
most complete collection of current value in existence. 


On December 1, 1934, there were 4,641,737 fingerprint records 
and 5,770,588 index cards in the Division's archives. The chart which 
appears in this pamphlet illustrating the growth of this work since its 
inception in 1924 through the fiscal year ended June 50, 1954, reflects 
gratifying progress made possible by the cooperation of law-enforcement 
officials throughout the United States and foreign countries. On December 
1, 1934, approximately 2,500 fingerprint records were being received in the 
Identification Unit daily from 7,135 contributing law-enforcement agencies 
throughout the world. 


All peace officers are invited to avail themselves of the data 
on file in the Identification Unit of the Division of Investigation. The 
service is given without cost to all regularly constituted law-enforcement 
officers and agencies desiring it. Fingerprint cards, franked envelopes, 
the booklet entitled "Fingerprints", and disposition sheets for the purpose 
of reporting dispositions to the Division are supplied gratis. The Division 
also furnishes upon request copies of its pamphlets on the subject of 
latent fingerprints; court decisions as to the legality of taking finger- 
prints and the admissibility of fingerprint evidence; and the modification 
and extension of the Henry System of Identification, devised by the Divi- 
sion's experts and applied to its own technical files. 


Upon receipt of a fingerprint card from a contributing law-en- 
forcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
tor. An additional copy of the letter citing a prior record is trans- 
mitted in arrest cases for the benefit of the prosecutor as an aid in 
prosecuting the individual who has a previous record of arrest. This 
record is also of value to the Judge before whom a case is tried, as it 
is oftentimes studied before determining the length and character of sen- 
tence which the court imposes on a convicted person. 


The Division places notations in the files of its Identifica- 
tion Unit upon request of peace officers, indicating that the arrest of 
an individual is desired as a fugitive. Through this procedure, after 
classifying and searching incoming cards, about 565 persons wanted for 
various types of offenses ranging from misdemeanor to murder or as es- 
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caped prisoners or parole violators are identified each month. This . 
service is amplified and its value enhanced by the Division's action in 
publishing and distributing to contributors of fingerprints, monthly 
pulletins listing fugitives wanted throughout the country for major 
crimes. This bulletin also contains articles of current interest to 
law-enforcement officers, such as treatises on latent fingerprints, 
ciphers or similar subjects of a scientific character in the field of 
criminology studied. in the Division's research and criminological 
laboratory. 


For the benefit of constituted authorities these finger- 
print records are also used on frequent occasions to ideniify unknown 
deceased persons as well as individuals, who, because of some malady, 
have forgotten their identity. Likewise, it proves of value in deter- . 
mining if applicants for positions, under the Civil Service of the 
Federal, State, county or municipal governments, have a previous rec- 
ord on file which might show the applicant is not of a proper character 
to receive the appointment. 


In maintaining its fingerprint files, the Division of Investiga- 
tion employs the Henry System with current extensions, which utilizes .all 
10 fingers considered as a unit for the classification and filing of prints. 
In addition there is maintained a separate collection of fingerprints of 
kidnapers, bank robbers, extortionists, and other notorious criminals, which 
are filed individually or singly. This collection is an auxiliary to the 
main file and is used primarily for the purpose of identifying latent finger- 
prints left at the scenes of crimes by kidnapers, bank robbers and extortion- 
ists. Unless latent fingerprints of such offenders are those of the individ- 
uals whose separate impressions are filed in the single-print collection, it 
is difficult for the Division to identify the latent prints. However, if 
the names or aliases of.any suspects are furnished the Division together 
with descriptive information, then the actual prints may be compared with 
the latent impressions and thus it may be possible to establish an identifi- 
cation. 


In conducting its identification work, the Division of 
Investigation is essentially a cooperative organization and can fur- 
nish to contributing law-enforcement agencies only that information 
which it. receives from them. The assistance of the police, sheriffs, 
wardens, state identification bureaus, and similar agencies has been 
very gratifying, but despite the splendid results which have been 
accomplished, it is felt that this Division can render even more 
effective service when it receives all of the fingerprint records 
which law-enforcement officials are in a position to furnish. It 
is obvious that even better service can be given by the Division as 
its records become more complete. All peace officers are therefore 
invited to ake the fullest possible use of this cooperative project. 


A booklet has been prepared and is available entitled 
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"Fingerprints," whigh" contains instructions concerning a simple and 

standardized method -of ‘taking fingerprints, and‘ which also refers ` 3 
furtherto' the Division.'s identification activities, including dtsi, a1oticr. 
participation ih’ an “international exchange: ofk fingerprints witte ^ «e 

the identification bureaus Of foreigh’ countries: for the purpose of 
identifying criminalstwho may have rebords of ab international: char... * 
acter;^,The prints of pérgons arrested in the. United: Stat es"will be ++ wr? 
sent hpon+reqúest to? anyo 05” thbse foreign: identification bureaus. — : 
Any law-enforcement offéceór whó is now}.on.may desire tot become ay '. 
contributor of. ¢ingerprints’ to" the Divison of Investigation im its’: 


identification WorkG7 Wiad be supplied with a copy ef this pamphlet; - z 
uponyregüest. : Theqcoss;of: the equipment negessamy- ve'bake! the prints f 7. 
is trivial;s in facet ib:may.be"improvited locally with ‘but slight 59° ' 7" 


expensé.,. This. Division will sypply:thei needed cards, and envelopes = | 
which require no postage, without costi;whideyihe merefitm of they оша 
information furnished by the Division are manifold and so far outweigh 

the relatively small amount of^WorkCinvolvedy “that the service is 

HEU continued after initial Tingerprinting activities are started. 


= que » e 


m 4. + + ї 2 2/7 


s a Cut jg Шш more FUNCTIONS AT "m" 
s * "m * 2 Sex е „ " 

есе Тп а В an ee of Congress approved dune 11j 1950, 
the Division of Investigation began the compilation of uniform crime п 
statistics. aThe collection of Such crime data had been initiated by thes 
‘Committee! on Uniform Crime: Records of the International Associatipr of” 
Chiefs of Police in January of that year in response to a long-felt t 
need for comparable crime statistics on a nation-wide scale. 


The system of uniform crime reporting includes monthly and 

annual reports of offenses known and offenses cleared by arrest and 
an annual report of the number of persons charged, i.e., held for pros- 
ecution, by the police. This Division provides the necessary return 
forms and tally sheets, and return envelopes which require no postage. 
There'is also available for distribution to interested law-enforcement 
agencies. the Manual, "Uniform .Crimeî Reporting," which includes detailed: s.,s: 
instructions with reference to the’ preparation of the crime reports, > 
and in addition deseribesiand illustrates the police record forms which, 
if maintained,’ will makesavailable thecdata desired in the, monthly’ and 
annual crime returns submitted to the Division. s 2005 

i Y — 6 т » қ . $ 

* In order to supplement the statistics obtained from-the records 
described above, the Division periodically makes tabulations of data - 
from the fingerprint cards.:currently received from law-enforcement offi- 
cials throughout the country. The information tabulated from these rec- 
ords pertains particularly to the age. and previous criminal history of per- 
sons arrested and fingerprinted. This: information, together with the data 
obtained from the uniform crime reports; is. publishedtin a quarterly buller- 
tin which is mailed to all interested law-enforcement officials, as well as 
others having a special interest in statistics of this character. 
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Due in no small measure to the cooperation of police departments 
and other similar agencies throughout the country the project of collecting 
uniform crime reports has shown continued progress during the past four 
years. In 1930 monthly returns were received from 1,127 cities, repre- 
senting a total population of 45,929,965; in 1931 returns were received 
from 1,511 cities, representing a total population of 51,145,734; during 
1952 there were 1,578 cities, with an aggregate population of 53,212,230, 
and during the calendar year 1933 there were 1,658 cities, with a total 
population of 62,357,262, which contributed the crime reports. This growth 
has continued during the first ten months of 1934, reports being received 
from 1,756 cities, with an aggregate population of 62,552,170. A majority 
of the larger cities throughout the country send these reports regularly to 
the Division. Any law-enforcement officials who are not now contributing 
such reports are invited to do so, and the necessary blank forms may be 
obtained without cost from this Division. 


TECHNICAL LABORATORY 





In the latter part of the year 1952 the Division of Investiga- 
tion, United States Department of Justice, established a Technical Lab- 
oratory to perform work of a scientific character, which might prove of 
assistance in its investigative cases. Previously, it had been customary 
in instances considered desirable for the Division to have technical experts 
outside its organization make scientific analyses. The importance and 
growth of this phase of the Division's investigative activity and the desira- 
pility of having the work under its close supervision led to the conclusion 
that the establishment of a Technical Laboratory was essential. The develop- 
ment of this Laboratory has been carefully planned by the Division with the 
assistance and advice of known and recognized authorities in the field of 
scientific endeavor, 


- Some of the instruments used in the technical work include com- 
parison microscopes, in which the images of two separate objects, such as bul- 
lets, are brought within a single eyepiece in juxtaposition for ready compar- 
ison; binocular microscopes of low magnification for the examination of hand- 
writing, typewriting and other specimens in which it is an advantage to utilize 
the stereoscopic principle; the research microscope which provides magnifications 
up to 2,250 times; the ultra-violet ray lamp for the examination of the fluores- 
cent and phosphorescent appearances of objects and substances through which they 
may be identified; infra red ray equipment; special cameras for photographing 
specimens; chemical apparatus for the examination of blood stains, qualitative 
and quantitative analyses; delicate balances; projection arc, employing the use 
of parallel rays of light, and similar instruments. 


' At the present, examinations are made in the Laboratory of documents 
or” letters to determine the identity of the typewriting or the handwriting 
appearing thereon, as well as the existence of water-marks and any other in- 
formation which may prove helpful in the investigation of the case. In addi- 
tion, an important phase of the scientific work relates to an examination of 
pullets and exploded shells. Reproducing by moulage or other methods is 
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STATISTICAL CHART INDICATING ACCOMPLISHMENTS 
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Reporting Area and Population Represented 
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another feature which the Laboratory is equipped to undertake. This 
consists of the making of casts of objects of evidence or of parts 
of the human body and these casts are frequently of value in the 
trial of a case to show the exact location of a wound or for iden- 
tification purposes. Micro-analyses of hair and textile fibres are 
likewise considered as an essential and important part of the tech- 
nical duties, and chemical analyses of stains including blood tests 
are performed from time to time. 


The Laboratory conducts examinations in current cases which 
may be under investigation, but activity also extends to research work 
wherein established practices of police science are tested and improve- 
ments and new applications sought. Reference collections have been as- 
sembled consisting of an index of paper water-marks; blue prints of auto- 
mobile tire tread designs; various types and sizes of bullets, and car- 
tridge cases both of American and foreign manufacture; typewriting speci- 
mens; a collection of handwriting specimens of a certain type of crimi- 
nal; and a fibre file consisting of both animal and vegetable fibres. 
These standard specimens are located in the Laboratory and are avail- 
able to all law enforcement officials desiring to utilize them. 


CONCLUSION 


The growth and development of the functions of this Division 
are matters in which we all can take considerable pride. Because of the 
fact that this growth and development have been the result of a united 
cooperative endeavor and because law-enforcement officials and agencies 
throughout the Nation have as a result of their cooperation made this 
progress possible, it is believed that you will find an interest in the 
accompanying charts which show the accomplishments during the past sev- 
eral years. In the event more detailed information is desired in con- 
nection with the work of the Division of Investigation, it is hoped that 
you will feel free to confer with any Special Agent of the Division who 
comes into daily contact with law-enforcement officials and agencies 
throughout the Nation. In the event you desire additional information 
concerning the identification and crime statistics functions, your in- 
quiry should be addressed to: 


John Edgar Hoover, Director, 
Division of Investigation, 
U. S. Department of Justice, 
Washington, D. C. 


The office of the Director is open twenty-four hours each day. 
Telephone Number: National 5303. 


December 1, 1934. 
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The Director of the Division of nd has under his 
jurisdicti thirty field offices Located throughoup the United States. 
Fach field office is under the immediate administration of a Special 
Agent in Charge who has supervision ‘in his respective district over 
the investigations of all offenses against the idws of the United 
States which are der the jurisdiction of this/Division. Any informa- 
tion concerning a Violation of a law which is investigated by this Di- 
vision coming to the ‘attention of a E official or peace of- 
ficer should be sent bħ letter to the Special Agent in Charge of the dis- 
trict in which such officer is located. Inf the event the matter ір urgent — 
and requires expeditious a tention, a и: may be sent "Government 
Rate Collect" to the Special\Agent in Ch ве. For -your convenience there 
appears a map of the United States s ae the territories covered” by 
each of the field offices, and by. rege énce to this map you will .be. able, 
when necessary, to ascertain to whic ym your communication should be 
addressed. For your further conve ance, the mail, and telegraphic ad~ | 
dress, as well as telephone number, sof each of these offices is set forth. 

















e of ‘this Division should be ad- 
„ Mail and 





Communications to a fie d ffe 
dressed to the Special — in Sharge aÑ the city i indicated. 
* Yeregraphio-commurni ЭЯ 








Boston, Mass. 
Buffalo, N. Y. 
Butte, Montana 
Charlotte, N. C. 
Chicago, 111. 
Cincinnati, Ohio 
Dallas, Texas 
Denver, Colo. 
Detroit, Mich. 
El Paso, Texas 
Indianapolis, а. 
Jacksonville, pias 


Kansas City, Mo. 
Little Rock, frk. 
Los Angeles f Calif. 


Nashville , ftenn. 
New Orleans, La. 
New York/W. Y. 


Omaha, £ Nebr. 
Philadelphia, Pa. 
Pittsburgh, Pa. 








Oklahomg City, Okla. 














1002 Post Office & Count House: . 
612 Mal ine Trust ' 
302 Federal 
254 Federal 
1900 Bankers' ^ 
426 UN S. Custom House & Р. Ф, 
420 Pést Office 
422 Midland Savings 
907 FBderal 
1531 First Nat'l Bank 
506 Fletcher Savings & Trust 
412 Ub S. Court House & P. O. 
1616 pederal Reserve Bank 
500 Rector Office 
617 Рога] 
508 Médical Arts 
3264 gost Office 
$70 Léxington Avenue, Room 1405 
224 Federal 
629 First Nat'l Bank 
755 Phila. Saving Fund 
1206 Law and Finance 

(Continued on Page 5) 


example: Special Agent in Ch ge, Y Qf Investigation, U. ER "бег 
partment of Justice, 224 Federal Building, Oklahoma, City, Okla. 

OFFICE BUILDING — TELEPHONE NO. 
Birmingham, Alabama "320 Fe Federal 7-1755 


. Liberty 5600. — 
‘Cleveland 2030" 


2-454 

3-4127 ie 
Randolph 6226 
Main 6720 

2-5866 


\ мат 6241 


Mutual 2201 
6-6771 

Raymond 1965 
Caledonia e601 
2-8204 

Atlantic 8644 
Walnut 2215 
Grant 2727 











e. 
EG 


NV 


“WORK AND QU. . OF THE FED 


XIGATTON 





Ф 
EAS 


ERAL BUREAU OF 








Reporting Area and Popu lation Represented na 
193011933 V 


UNIFORM CRIME REPORTS: \ 





| POPULATION (MILLIONS) F 

0 20 30 40 й 60 70 E 

| с ME 
і 

E 















































STATISTICAL CHART INDICATING ACCOMPLISHMENTS 
OF THE FINGERPRINT UNIT DURING THE 
FISCAL YEARS 1924-1934 INCLUSIVE 

















NUMBER OF FINGERPRINTS RECEIVED EE) 





0 
194 195 1926 №07 1928 1009 1930 08] №0 1933 1934 





NOIL aA) ут но пучыпая тунчнаня HHL Яо e- ам HOJA 





3 Ч 
M2! 1908 1929 1930 9% 19% 1933 1934 
(n m НИ GIVIL SERVICE PRINTS WERE RECEIVED BY TRANSFER ) 








‘WORK AND CTIONS СЕ TEE FEDERAL BUREAU OF ees 











Photograph of the Typing Section - Identification Umit Division 


penses — o- - ze 


ПА 1 


pun, 


ч пошита к 





Photograph 
































WORK AND FUNCTIONS OF THE DIVISION OF INVESTIGATION 


жо. 
merce апу goods, wares or merchandise, securities or money of the 
value of $5,000 or more theretofore-stolen or tak eloniously by fraud 
or with intent to steal or purkóin knowing the same to “have bgeñ БО sto- 
len or taken. This-Act al penalizes the receiving, condeslling, storing. 
bartering, selling or disposing of goods, wares or merchandise, securi~ 
ties or money of the y4lue of $5,000 or more by a person/knowing the 
gocds to be stolen,“ This Statute also makes it a Fede al offense for any 
person to pledge or accept as security foraLoan.any, goods, wares 
or merchandise, for securities of thé" value of $500 more, which have 
been stolen or feloniousl taken by fraud from an interstate г for- 


eign shipment. X 


of Investigation has — tigative jurisdiction 





© 





sine Divisi 
in these/cases. 


/ 
ROBBERY OF NATIONAL BANKS AND MBER BANKS OF 
/ THE FEDERAL RESERVE SYSTEM 


Ой Мау 18, 1934 there\was approved by the President a 

Statute which makes it a Federal offensef to rob any National Bank o 

Mémber Bayik of the Federal Reserve Systém. This Act covers the 

. taking Әу force and violence or by putting in fear of .any property іп 

i care}, custody, control, manageme & ог possession of any Federa! 

R serve [Member Bank or National Bank This Statute also penalizesf the 

absaulti of any person or the plaoi in jeopardy of the life of apy per- 

ome ius perpetrators of the robbery of a National Bank or Member 
federal Reserve Bank. The Statute, so expressly covers the killing 

дг kidhaping of any person in confection with the robbery of a Federal 
eserve Member Bank or a National Bank. | i 









| The Division of Invesfigation has investigative jurisdiction 


| 
1 caség of this kind. 


\ j ғ 

X It is a violation/of a Federalllaw to fbozzle, purloin, or 
steak any property of the 2 
knowing the same to have Been stolen. 


jurisdfetion over offenses of this nate а. 


WHLTRAÉLAVE TRAFFIC ACT 


The White Slaye Traffic Act is frequently referred to as the 
Mann Act. This Act pro ides that any persán who shall knowingly trans- 
port or cause to be transported, or aid or fassist in obtaining trans— 


THEFT, EMBEZZLEMENT , OR ILLEGAL POSSES 
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апу woman or girl for the purpose of prostitution or debauchery, or to 
engage in other immoral practices, shall be feemed guilty of a felony. 
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November 5, 1934. Training Class of Special Agents, 
Division of Investigation. 








- p 


0 
e. 
— 


WORK AND FUNCTIONS OF THE FEDERAL BUREAU OF INVESTIGATION, 
U. S. DEPARTMENT OF: JUSTICE 


INTRODUCTION 


D ; %,- 
жұ 4 e“ a 

This publication is issued for the purpose of acquainting 
law enforcement officials and agencies .with the work and functions 
of the Federal Bureau of Investigation, U. S. Department of Justice. 
By this means it is hoped that there will be brought to peace officers 
information which will tend to acquaint them with the types of 
service which are available, and for the further purpose of encourag- 
ing a wider use of the facilities of this Bureau. There is being 
presented an outline of the investigative, fingerprint identification, 
technical laboratory and crime statistics functions of the Bureau, 
and it is suggested that this publication be retained for your future 
reference and guidance whenever an opportunity arises for you bo ac- 
quaint yourself in greater detail with these functions. In the event 
any regularly constituted law enforcement official or agency is not at 
the present time making use of the facilities of this organization, or 
in the event there has been a limited participation in these functions, = а = 
you are invited to make full use of the opportunities in connection 
with the various functions herein outlined. 


The administration of the Federal Bureau of Investigation 
is based upon the rule and policy, fundamental in the work of every 
Special Agent in the field, of working in the closest co-operation 
with police officials in their respective jurisdictions. In investi- 
gative and identification matters, the Bureau extends to law en- 
forcement officers an invitation to work together in the interest of 
effective law enforcement. 


It is a pleasure to quote the following statement from 
an address by the Attorney General of the United States concerning 
the Department of Justice, of which this Bureau is an integral part: 


"In brief, I aim at a sane, wholesome adminis- 
tration. The Department of Justice belongs to 
the people of America. It is their servant 
ministering to their needs and I bespeak for it 
the support and the good opinion of all law- 
abiding citizens." ' 
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a Е .т ән A 
INVESTIGATIVE FUNCTIONS {б І 


This Bureau has investigative jurisdiction over all violations 
of Federal laws and matters in which the United States is or may be a 
party in interest, except those matters specifically assigned by Con- 
gressional enactment or otherwise to other Federal agencies. It does 
not have investigative jurisdiction over violations of the Counterfeiting, 
Narcotic, Customs and Smuggling, Postal or Immigration Laws. Among those 
matters under the primary jurisdiction of this Bureau which receive the 
most frequent attention are the following: 


аа 





Administrative Investigations 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District 
of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Civil Rights and Domestic 
Violence Statute 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Grimes in Connection with Federal 
Penal and Correctional Insti- 
tutions 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Crime Statistics 

Destruction of Government Property 

Espionage 

Extortion Cases Involving Inter- 
state Commerce of Communi— 
cations 

Federal Anti-Racketeering Statute 

Federal Kidnaping Acts 

Federal Reserve Bank Act 

Federal Eight-Hour Law 

Federal Disbarment Proceedings 

Frauds Against the Government 

Identification Usages 


A 


Illegal Wearing of Service Uniforms 

Illegal Use of Government Transpor- 
tation Requests 

Impersonation of Federal Officials 

interstate Transportation of 
Explosives Violations 

Interstate Commerce. Violations 

Interstate Flight to Avoid Prosecu- 
tion or Testifying in Certain Case 

Intimidation of Witnesses 

International Claims 

Killing or Assaulting Federal Officer 

Larceny from Interstate Shipments 

Location of Escaped Federal Prisoners 

Location of Missing Witnesses 

Migratory Bird Act 

National Bank Act 

National Motor Vehicle Theft Act 

National Stolen Property Act 

Neutrality Violations 

Obstruction of Justice 

Peonage Statutes 

Passports and Visas 

Patent Violations 

Parole and Probation Violations 

Perjury 

Personnel Investigations 

Red Gross Violations 

Robbery of National Banks and Member 
Banks of Federal Reserve System 

Seed Loan Act 

Theft or Embezzlement of Government 
Property 

Treason 

Veterans Bureau Violations 

White Slave Traffic Act 
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The Director of the Federal Bureau of Investigation has under 2; 
his jurisdiction thirty field offices located throughout the United States. 
Hach field office is under the immediate administration of a Special 
Agent in Charge who has supervision in his respective district over 
the investigations of all offenses against the laws of the United States 


which are under the jurisdiction of this Bureau. 


Any information 


concerning a violation of a law which is investigated by this Bureau 
coming to the attention of ‘a law enforcement official or peace officer 
should be sent by letter to the Special Agent in Charge of the district 


in which such officer is located. 


In the event the matter is urgent 


and requires expeditious attention, a telegram may be sent "Government 


Rate Collect" to the Special Agent in Charge. 


For your convenience there 


appears a map of the United States showing the territories covered by 
each of the field offices, and by reference to this map you will be able, 
when necessary, to ascertain to which office your communication should be 
addressed. For your further convenience, the mail and telegraphic ad- 
dress, as well as telephone number, of each of these offices is set forth. 


Communications to a field office of this Bureau should be ad- 


dressed to the Special Agent in Charge at the city indicated. 


Mail and 


telegraphic communications should be sent to the building address. For 
example: Special Agent in Charge, Federal Bureau of Investigation, U. 8. 
Department of Justice, 224 Federal Building, Oklahoma City, Okla. 


OFFICE 


Birmingham, Ala. 
Boston, Mass. 
Buffalo, N. Y. 


BUILDING ADDRESS 


320 Federal 
1002 Post Office & Court House 
612 Marine Trust 


TELEPHONE NO. 


7-1755 
Liberty 5600 
Cleveland 2030 


Butte, Montana 302 Federal 2-4134 
Charlotte, N. C. 234 Federal 3-4127 
Chicago, Til. 1900 Bankers! Randolph 6226 
Cincinnati, Ohio 426 U.S. Custom House & P.O. Main 6720 
Dallas, Texas 420 Post Office 2-3866 
Denver, Colorado 722 Midland Savings Main 6241 
Detroit, Michigan 907 Federal Cadillac 2835 
El Paso, Texas 1331 First National Bank Main 501 
Indianapolis, Ind. 506 Fletcher Savings & Trust Riley 5416 
Jacksonville, Fla. 412 U. S. Court House & Р.О. 3-2780 
Kansas City, Mo. 1616 Federal Reserve Bank Victor 3113 
Little Rock, Ark. 500 Rector 6734 

Los Angeles, Calif. 617 Federal Mutual 2201 
Nashville, Tenn. 508 Medical Arts 6-6771 


New Orleans, La. 
New York, No Y. 
Oklahoma City, Okla. 
Omaha, Nebr. 


3265 Post Office 

370 Lexington Avenue, Room 1403 
224 Federal 

629 First National Bank 


Raymond 1965 
Caledonia 5-8691 
2-8186 

Atlantic 2140 


Philadelphia, Pa. 414 Philadelphia Saving Fund Walnut 2213 
Pittsburgh, Pa. 620 New Federal Grant 0800 
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OFFICE BUILDING ADDRESS TELEPHONE NO. 
Portland, Ore. 411 U. S. Court House Atwater 6171 
Salt Lake City, Utah 503-А U.S.Court House & P. O. Wasatch 3980 
San Antonio, Texas 1216 Smith-Young Tower Fannin 8052 
San Francisco, Calif, 405 Post Office Hemlock 4400 
St. Louis, Mo. 801 Title Guaranty Central 1650 
St. Paul, Minn. 232 Post Office Garfield 7509 
Washington, D. C. 5745 U. S. Dept. of Justice National 5303 


The Federal Bureau of Investigation has no prosecutive jurisdiction 
or control. The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees of 
this Bureau relative to alleged violations of Federal laws is submitted to 
the United States Attorney for his information and guidance to determine 
whether prosecutions should be initiated against the individuals involved. 


The following summarized information deals with some of the 
more frequent types of violations of Federal laws over which this 
Bureau has investigative jurisdiction. From an examination of this 
information there will be found an indication of the facts which the 
Bureau desires to receive from State or local officials when Federal 
prosecution is desired in order that an appropriate investigation may 
be made and the facts submitted to the United States Attorney: 


ANTITRUST LAWS 


The Federal Bureau of Investigation is charged with the duty of 
collecting evidence of violations of the Federal antitrust laws. Violations 
of these statutes are usually reported by business concerns which have 
suffered injury through reason of a combination or conspiracy operating 
in restraint of trade between the States. Any information regarding contracts, Al 
combinations, or conspiracies in restraint of interstate trade, or tending {4 
toward a monopoly, and any acts of interference with interstate trade Әб) uL 
commerce should be тресна» ея 2 " 


BANKRUPTCY VIOLATIONS 


It is the duty of the Federal Bureau of Investigation to 
investigate alleged violations which occur in the administration of the 
National Bankruptcy Act. Violations of this Act are usually reported | 
by referees in bankruptcy, trustees, credit associations, or creditors. 
However, the Bureau will appreciate receiving any information which 
you may obtain relative to violations of this Act, such as concealing 
money, merchandise, or property either before or after the filing of 
the bankruptcy petition; concealing, destroying, mutilating, or falsi- 
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fying books and records before or after the bankruptcy petition was 
filed; receiving concealed property, or perjury or false claims. 


Information that shipments were made from the bankrupt 
store late at night or in a covert manner; that vans or trucks 
were loaded at the bankrupt's premises; that the bankrupt hastily 
liquidated his affairs immediately prior to closing by sacrifice ' 
or below-cost sales, all are significant of irregularities and are 
a material aid to the progress of the investigation. Attempts on 
the part of the bankrupt to collect old accounts after proceedings 
have been instituted also indicate possible violations. 


CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed on Government гезег- 
vations, including Indian reservations, or in any Government build- 


‘ ing, or on other Government property, is under the jurisdiction of 


the Federal Bureau of Investigation, and any information concerning 
such crimes should be forwarded to the nearest field office, 


ESCAPED FEDERAL PRISONERS AND FUGITIVES 





The Federal Bureau of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who 
are fugitives from Justice by reason of violations of the Federal 
laws over which the Bureau has jurisdiction, of escaped Federal 
prisoners, and parole and probation violators. When the arrest of 
a Federal fugitive from justice is not brought about within a rea- 
sonable time, there is issued what is known as an Identification 
Order, which is distributed to peace officers in all parts of the 
country. These Identification Orders contain the name, photograph, 
fingerprints and description of the fugitive together with all 
available information which might prove helpful in bringing about 
his arrest. When the fugitive is apprehended an Apprehension 
Order is issued so that all efforts to locate the individual may 
be discontinued. If you do not already receive these orders, the 
Bureau will be pleased to place your name on the mailing list. 


om 


It is highly important in investigations relating to fugi- 
tives from justice that any information secured be forwarded to the 
nearest field office without delay. The cooperation of State and 
local officials in this regard will be appreciated. 


FEDERAL FUGITIVE AGT 


An Act approved on May 18, 1934 makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce 
with intent to avoid prosecution for murder, kidnaping, burglary, 
robbery, mayhem, rape, assault with a dangerous weapon or extortion, 
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accompanied by threats of violence or for an attempt to commit any of 
the foregoing offenses. This Act further makes it a Federal offense 
for any person to travel in interstate or foreign commerce to avoid 
giving testimony in any criminal proceedings in such place in which 
the commission of a felony is charged. 


The Federal Bureau of Investigation has jurisdiction in 
cases of this kind. 


FEDERAL RACKETEERING STATUTE 


An Act approved on June 18, 1934 makes it a Federal offense 
for any person to in any way affect interstate trade or commerce by 
obtaining or attempting to obtain by threat, force, violence or coer- 
cion, the payment of money or other valuable considerations for the 
purchase or rental of property or protective services. This Statute 
further makes it a Federal offense for any person to obtain the ргор- 
erty of another with his consent through the wrongful use of force 
or fear or under the color of official right when interstate com— 
merce or trade is affected. This Act further penalizes the commis- 
sion or threats to commit any acts of physical violence or physical 
injury to a person or property in furtherance of a plan or purpose 
to interfere with interstate trade or commerce. 


The Federal Bureau of Investigation has jurisdiction in 
the investigation of cases arising under this Statute. 


IMPERSONATION 


Whenever information is received by a peace officer or 
law enforcement official which indicates that an individual has falsely 
claimed to be an officer or employee of the United States and that 
such individual fraudulently acted as if he were a Federal officer, or 
that he obtained or demanded anything of value, such as loans, credits, 
money, documents, or the cashing of checks, such information should 
be transmitted to the Federal Bureau of Investigation, which will begin 
an immediate inquiry to determine whether a Federal law has been violated. 


KIDNAPING 


Under the provisions of an Act of Congress approved by the 
President on Hay 18, 1934, whoever transports or aids in transporting 
in interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried 
away by any means whatsoever and held for ransom or reward or other- 
wise, is guilty of violating a Federal law. Also, if two or more 
persons enter into an agreement, confederation, or conspiracy to vio- 
late the provisions of this Act and do any overt act toward carrying 
out such unlawful agreement, confederation, or conspiracy, such person 
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or persons are guilty of violating the Federal kidnaping law. Cases 

of this nature are investigated by the Federal Bureau of Investigation 
and any information in the possession of law enforcement officials indi- 
cating a violation of this law should be transmitted to the nearest 
field office. 


LARCENY FROM INTERSTATE SHIPMENTS 


Any facts which indicate that any person or persons have stolen 
anything being shipped from one State to another State, from any freight 
or express shipment or passenger car, or that any person has received 
anything which was stolen from such shipments should be reported to the 
proper field office. 


NATIONAL BANK AND FEDERAL RESERVE ACTS 


These statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of 
the above Acts, such as embezzlement, abstraction, or misapplication 
of funds, and the making of false entries in the books of a national 
bank or a member bank of the Federal Reserve System, or in reports to 
the Comptroller of the Currency. The Federal Bureau of Investigation 
has investigative jurisdiction over such offenses and desires to receive 
any information indicating a violation of these Acts. 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport a stolen motor vehicle from one State 
to another State, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as the Dyer Acb. 


When an individual is found in possession of an automobile 
and there is reason to believe that his possession of the motor ve- 
hicle is not lawful and that the said motor vehicle has been stolen 
and transported in interstate or foreign commerce, if the facts are 
called to the attention of the Federal Bureau of Investigation an investi- 
gation will be made to determine whether there has been a violation of 
the National Motor Vehicle Theft Act. 


NATTONAL STOLEN PROPERTY ACT 
This Act approved on May 22, 1934, makes it a Federal offense 


to transport or cause to be transported in interstate or foreign com- 
merce any goods, wares or merchandise, securities or money of the 
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value of $5,000 or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purloin knowing the same to have been so sto- 
len or taken. This Act also penalizes the receiving, concealing, storing 
bartering, selling or disposing of goods, wares or merchandise, securi- 2 
ties or money of the value of $5,000 or more by a person knowing the 

goods to be stolen. This Statute also makes it a Federal offense for any 
person to pledge or accept as security for a loan any goods, wares 

or merchandise, or securities of: the value of $500 or more, which have 
been stolen or feloniously taken by fraud from an interstate ог Рог- 

eign shipment. ` 


А 





The Federal Bureau of Investigation has investigative jurisdiction 
in these cases. 


ROBBERY OF NATIONAL BANKS AND MEMBER BANKS OF 
THE FEDERAL RESERVE SYSTEM 


On May 18, 193% there was approved by the President a Statute 
which makes it a Federal offense to rob any National Bank or Member 
Bank of the Federal Reserve System. This Act covers the taking by 
force and violence or by putting in fear of any property in the care, 
custody, control, management or possession of any Federal Reserve 
Member Bank or National Bank. This Statute also penalizes the 
assault of any person or the placing in jeopardy of the life of any per- 
son by the perpetrators of the robbery of a National Bank or Member 
Federal Reserve Bank. The Statute also expressly covers the killing 
or kidnaping of any person in connection with the robbery of a Federal 
Reserve Member Bank or a National Bank. 





The Federal Bureau of Investigation has investigative jurisdiction 
in cases of this kind. : 


nd EUBEZZLEHENT, OR ILLEGAL POSSESSION OF 
GOVERNMENT PROPERTY 


It is a violation of a Federal law to embezzle, purloin, or 
steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Bureau has investigative 
jurisdiction over offenses of this nature. 


WHITE SLAVE TRAFFIC ACT 


The White Slave Traffic Act is frequently referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans— 

port or cause to be transported, or aid or assist in obtaining trans- 

portation for, or in transporting, in interstate or foreign commerce; 

any woman or girl for the purpose of prostitution or debauchery, or to 

3j" engage in other immoral practices, shall be deemed guilty of a felony. 
pos The Federal Bureau of Investigation is desirous of receiving any infor- 
ср» М паст which comes to your attention indicating a violation of this Act. 
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IDENTIFICATION FUNCTIONS 


The Federal Bureau of Investigation, in addition to its field inves- 
tigative offices, maintains an Identification Division at Washington, D. C., 
which serves as a central clearing house of records pertaining to crimi- 
mals. The information contained in the Bureau's identification files 
is based primarily upon fingerprints, which constitute the largest and 
most complete collection of current value in existence. 


On April 1, 1935, there were 4,876,092 fingerprint records 
and 6,006,851 index cards in the Bureau's archives. The chart which 
appears in this pamphlet illustrating the growth of this work since its 
inception in 1924 through the fiscal year ended June 30, 1934, reflects 
gratifying progress made possible by the cooperation of law-enforcement 
officials throughout the United States and foreign countries. On April 
1, 1935, approximtely 8,800 fingerprint records vere being received in the 
identification Division daily from 8,045 contributing law-enforcement agencies 
throughout the world. 


All peace officers are invited to avail themselves of the data 
on file in the Identification Division of the Federal Bureau of Investigation. 
The service is given without cost to all regularly constituted law-enforcement 
officers and agencies desiring it. Fingerprint cards, franked envelopes, 
the booklet entitled "Fingerprints", and disposition sheets for the purpose of 
reporting action taken subsequent to arrest, are supplied without charge. The 
Bureau also furnishes upon request copies of its pamhlets on the subject of 
latent fingerprints; court decisions as to the legality of taking finger- 
prints and the admissibility of fingerprint evidence; and the modification 
and extension of the Henry System of Identification, devised by the Bureauts 
expétrts and applied to its own technical files. 


Upon receipt of a fingerprint card from a contributing law-en- 
forcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
tor. An additional copy of the. letter citing a prior record is trans- 
mitted in arrest cases for the benefit of the prosecutor as an aid in 
prosecuting the individual who has a previous record of arrest. This 
record is also of value to the Judge before whom a case is tried, as it 
is oftentimes studied before determining the length and character of sen- 
tence which the court imposes on a convicted person. 

The Bureau places notations in the files of its Identifica- 
tion Division upon request of peace officers, indicating that the arrest of 
an individual is desired as a fugitive. Through this procedure, after 
Classifying and searching incoming cards, about 565 persons wanted for 
various types of offenses ranging from misdemeanor to murder or as es- 
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ed prisoners or parole violators are identified each month. This 
service is amplified and. its value enhanced by the Bureau's action in 
publishing and distributing to contributors of fingerprints, monthly 





bulletins listing fugitives wanted throughout the country for major 

crimes. This bulletin also contains articles of current interest to 
law-enforcement officers, such as treatises on latent fingerprints, 

ciphers or similar subjects of a scientific character in the field of Е 
criminology studied in the Bureau's research and criminological 

laboratory. 


Fingerprint records prove of value in determining if appli- 
cants for positions, under the Civil Service of the Federal, State, 
county or municipal governments, have a previous record on file which 
might show the applicant is not of a proper character to receive the 
appointment. 


In maintaining its fingerprint files, the Federal Bureau of Investi- 
gation employs the Henry System with current extensions, which utilizes all 
10 fingers considered as a unit for the classification and filing of prints. 
in addition there is maintained a separate collection of fingerprints of 
kidnapers, bank robbers, extortionists, and other notorious criminals, which 
are filed individually or singly. This collection is an auxiliary to the 
main file and is used primarily for the purpose of identifying latent finger- 
prints left at the scenes of crimes by kidnapers, bank robbers and extortion- 
ists. Unless latent fingerprints of such offenders are those of the individ- 
uals whose separate impressions are filed in the single-print collection, it 
is difficult for the Bureau to identify the latent prints. However, if 
the names or aliases of any suspects are furnished the Bureau together 
with descriptive information, then the actual prints may be compared with 
the latent impressions and thus it may be possible to establish an identifi- 
cation. 





In conducting its identification work, the Federal Bureau of 
Investigation is essentially a cooperative organization and can fur- 
nish to contributing law-enforcement agencies only that information 
which it receives from them. The assistance of the police, sheriffs, 
wardens, state identification bureaus, and similar agencies has been 
very gratifying, but despite the splendid results which have been 
accomplished, it is felt that this Bureau can render even more 
effective service when it receives all of the fingerprint records 
which law-enforcement officials are in a position to furnish. It 
is obvious that even better service can be given by the Bureau as 
its records become more complete. All peace officers are therefore 
invited to make the fullest possible use of this cooperative project. 


A booklet has been prepared and is available entitled 
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"Fingerprints," which contains instructions concerning a simple and 
standardized method of taking fingerprints, and which also refers 


г further to the Bureauts identification activities, including its 


articipation in an international exchange of fingerprints with 

the identification bureaus of foreign countries for the purpose of 
identifying criminals who may have records of an international char- 
acter. The prints of persons arrested in the United States will be 
sent upon request to any of these foreign identification bureaus. 

Any law-enforcement officer who is now, or may desire to become a 
contributor of fingerprints to the Federal Bureau of Investigation in its 
identification work, will be supplied with a copy of this pamphlet 
upon request. The cost of the equipment necessary to take the prints 
is trivial; in fact it may be improvised locally. with but slight 
expense, This Bureau will supply the needed cards and envelopes 
which require no postage, without cost, while the benefits of the 
information furnished by the Bureau are manifold and so far outweigh 
the relatively small amount of work involved, that the service is 
usually continued after initial fingerprinting activities are started. 


CIVIL IDENTIFICATION FUNCTIONS 


Because of the increasing interest in the use of fingerprints 
for non-criminal purposes, there has been established in the Identifi- 
cation Division of the Federal Bureau of Investigation, a Civil 
Identification Section. Interested individuals are invited to submit 
their fingerprints to be included in these files, which are maintained 
entirely distinct from the criminal files. Upon request from law 
enforcement officials the Bureau will gladly furnish special civil 
identification forms to be used in taking these prints. They may be 
forwarded to the Bureau in the regular Bureau envelopes furnished for 
mailing the criminal prints. Civil identification forms are furnished 
directly to individuals who desire to submit their own prints for 
record purposes. 


It is believed that the filing of a civil identification ” 
record may frequently be a protection to the law abiding citizen. It 
will make possible the establishment of an identification in the event 
he becomes a victim of amnesia or other serious illness, onin case of 
death. It has frequently been found that in disaster difficulty has Joe 
been encountered in identifying the bodies of victims, and it is" ^"^ * 
believed that the presence of non-eriminal fingerprint records may 
avoid this situation, which often results in the burying of the 
individual as an unidentified person without notifying his relatives 
and friends. These records should also be of assistance in settling- 
controversies over the payment of life insurance claims. 
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| t en 
CRIME STATISTICS FUNCTIONS 

In accordance with an Act of Congress approved June 11, 1930, 
the Federal Bureau of Investigation began the compilation of uniform crime 
7 za statistics. The collection of such crime data had been initiated by the 
yy ` ` Committee on Uniform Crime Records of the International Association of 
i o —-Uhiefs of Police in January of that year in response to a long-felt 
M lp need for comparable crime statistics on a nation-wide scale. 





The system of uniform crime reporting includes monthly and 
annual reports of offenses knoun and offenses cleared by arrest and 
an annual report of the number of persons charged, i.e., held for pros- 
ecution, by the police. This Bureau provides the necessary return 
forms and tally sheets, and return envelopes which require no postage. 
There is also available for distribution to interested law-enforcement 
agencies the Manual, “Uniform Crime Reporting, which includes detailed 
instructions with reference to the preparation of the crime reports, 
and in addition describes and illustrates the police record forms which, 
if maintained, will make available the data desired in the monthly and 
annual crime returns submitted to the Bureau. - 


In order to supplement the statistics obtained from the records 
described above, the Bureau periodically makes tabulations of data 
from the fingerprint cards currently received from law-enforcement offi- 
cials throughout the country. The information tabulated from these rec- 
ords pertains particularly to the age and previous criminal history of per- 
sons arrested and fingerprinted. This information, together with the data 
obtained from the uniform crime reports, is published in a quarterly bulle- . 
tin which is mailed to ell interested law-enforcement officials, as well as 
others having a special interest in statistics of this character. 


Due in no small measure to the cooperation of police departments 
and other similar agencies throughout the country the project of collecting 
uniform crime reports has shown continued progress during the past five 
years, as indicated by the following table showing the number of cities from 
which returns were received, and the population area represented: 


Year Cities Population 
1930 1,127 45,929,965 
1951 1,511. 51,145,734 
1932 1,578 53,212,230 
1933 1,658 62,957,262 
1984 1,799 62,757,643 


A majority of the larger cities throughout the country send these 
reports regularly to the Bureau. Any law enforcement officials who are not 
now contributing such reports are invited to do so, and the necessary blank 
forms may be obtained without cost from-this Bureau. 
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* 


TECHNICAL .LABORATORY. 


In the latter part of the year 1952 the Federal Bureau of Investiga- 
tion, United States Department of Justice, established a Technical Lab- 
oratory to perform work of a scientific character, which might prove of 
assistance in its investigative cases. Previously, it had been customary 


\ oa 
—— in instances considered đesirable for the Bureau to have technical experts 


outside its organization make scientific analyses. The importance and 
growth of this phase of the Bureau's investigative activity and the desira- 
bility of having the work under its close supervision led to the conclusion 
that the establishment of a Technical Laboratory was essential. The develop- 
ment of this Laboratory has been carefully planned by the Bureau with the 
assistance and advice of known and recognized authorities in the field of 
scientific endeavor. 


Some of the instruments used in the technical work include com- 
parison microscopes, in which the images of two separate objects, such as bul- 
lets, are brought within a single eyepiece in juxtaposition for ready compar- 
ison; binocular microscopes- of low magnification for the examination of hand- 
writing, typewriting and other specimens in which it is an advantage to utilize 
the stereoscopic principle; the research microscope Which provides magnification 
up to 2,250 times; the ultra-violet ray lamp for the examination of the fluores- 
cent and phosphorescent appearances of objects and substances through which they 
may be identified; infra red ray equipment; special cameras for photographing 
specimens; chemical apparatus for the examination of blood stains, qualitative 
and quantitative analyses; delicate balances; projection arc, employing the use 
of parallel rays of light, and similar instruments. 


At the present, examinations are made in the Laboratory of documents 
or letters to determine the identity of the tynewriting or the handwriting 
appearing thereon, as well as the existence of water-marks and any other in- 
formation which may prove helpful in the investigation of the case. In addi- 
tion, an important phase of the scientific work relates to an examination of 
bullets and exploded shells. Reproducins by moulage or other methods is 
another feature which the Laboratory is’ equipped to undertake. This 
consists of the making of casts of objects of evidence or of parts 
of the human body and these casts are frequently of value in the 
trial of a case to show the exact location of a wound or for iden- 
tification purposes. ificro-analyses of hair and textile fibres are 


“likewise considered as an essential and important part of the tech- 


nical duties, and chemical analyses of stains including blood tests 
are performed from time to tine. 


The Laboratory conducts examinations in current cases which 
may be under investigation, but activity also extends to research work 
wherein established practices of police science are tested and improve- 
ments and new applications sought. Reference collections have been as- 
sembled consisting of an index of paper water-marks; blue prints of auto- 
mobile tire tread designs; various types and sizes of bullets, and car- 
tridge cases both of American and foreign manufacture; typewriting speci- 
mens; a collection of handwriting specimens of a certain tyne of crimi- 
nal; and a fibre file consisting of both animal and vegetable fibres. 
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. These standard specimens are located in the Laboratory and are avail- 
|b able to all law-enforcement, officials desiring to utilize then. 





AAT — * и 
мен n mE CONCLUSION. 
+3 The growth and development of the functions of this Bureau 
” are matters in which we all can take considerable pride. Because of the 
5 fact that this growth and development have been the result of a united 
— cooperative endeavor and becaiise lawéenforcement officials and agencies 
ty throughout the Hation have as a result of their cooperation made this 


progress possible, it is believed that you will find an interest in the 
accompanying charts which show the accomplishments during the past sev- 

' eral years. In the event more detailed information is desired in con- 
nection with the work of the Federal Bureau of Investigation, it is hoped 
that you will feel free to confer with any Special Agent of the Bureau who 

> =-= “comes “into daily "contact with Tav-enforcement officials and agencies 

\ throughout the Nation. In the event you desire additional information 
concerning the identification aná crime statistics functions, your in- 
quiry should be addressed to: 





John Edgar Hoover, Director, 
Federal Bureau of Investigation, 
U. S. Department of Justice, 
washington, D. C. 


The office of the Director is onen twenty-four hours each day. 
Telephone Humber: National 5303, 


In case of &'kidnaping, telephone National 7117. 


April 15, 1955. 
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| Several Buren of Investigation 
W S. Department of Justice 


Washington, E @. 
ES:SLH September 21, 1935. 


MEMORANDUM FOR MR. TOLSON 


You will recall that on several occasions 
we talked about the possibility of issuing a Bureau publi- 
cation for distribution to visitors and other laymen. There 
is attached hereto the material I have prepared with that 
in view. I tried to make it as non-technical as possible. 
If my presentation is all right, and such «booklet should 
be issued, I think it should be illustrated with a number 
of photographs. 


ee - e 





You will note that the material takes up 
in order & history of the Bureau, its investigative juris- 
diction, its organization, the Identification Division, 
crime statistics, the Technical Laboratory, the Training 
Schools, personnel, and accomplishments. 


With reference to the section devoted to 
the history 6f the Bureau, every now and then requests for 
information about its history are received and I think we 
might well heve something of this sort in some Bureau pub- 
lication. 


Respectfully, 


$ 


‘тата Scheidt. 
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MEMORANDUM FOR MR. TOLSON po аи 


With regard to the attached prospective publication § e 
distribution to visitors and other laymen in connection with the work 77777 7 { 
of the Bureau, I beg to submit the following comments: ; AA 






The first paragraph on page 2, reading "One of the cardinal 
rules laid down by Attorney General Stone was that the Federal Bureau 
of Investigation should be completely divorced from the vagaries of 
у political influence" should, I believe, read "One of the principal rules | 
enunciated at this time, et cetera". The reason for the foregoing is my 
belief that it was not Attorney General Stone, but the Director, who 
initiated these rules. 


In the next paragraph the word "other" should be inserted 
between the words "Two" and "events", at the beginning thereof, to line 
it up with the foregoing suggestion. 


On page 8, under "Fugitive Bulletin", the pamphlet in 
‘question is referred to as "Fugitives Wanted by Police". I am of the v 
opinion that the Executives Conference recommended another name for this 
bulletin. 


On the same page is a paragraph entitled "Civil Service 
Applicants", I am of the opinion that this entire paragraph should be 
eliminated. Ny reason. therefor is my belief that the less said about 
the Bureau's work in connection with Civil Service applicants, the more 
applicants we will have who possess criminal records and, therefore, the 
| better our work will be in connection therewith. Notifying the public 
| that we search prints of Civil Service applicants is a notification to 
| those possessing such records not to make Civil Service applications. 





On page 10, under the heading "Technical Laboratory", I believe 

that the words "questioned documents" on the second line thereof, should 
be eliminated, inasmuch as the public.in general is not aware of the ! 
technical meaning of these words, and the paragraph should then read, 
"When the Special Agents in the field, in the course of their investiga 
— a de any form of evidence requiring analysis, et cetera", 
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Mr. Tolson. „зе 9/24/35 


On page 11, in the third paragraph, I do not care for the 
words "check on" at the end of the third line from the bottom of the 
page. I believe there should be substituted therefor the word "investigate". 


On page 12, under "Personnel" is the wording, "Those with 
legal and accounting qualifications must also have had at least two years 
of business experience or the equivalent". I believe this should read, 
"commercial or professional experience, or the equivalent". 


On page 13, still under "Personnel", the last paragraph 
under this heading refers to a new Agent working with seasoned Agents 
for "several weeks", I believe this should be deleted and the words 
"for a considerable period" substituted therefor, inasmuch as several 
weeks might well be considered an extremely short period of time. 





Н. Nathan. 
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MEMORANDUM FOR THE DIRECTOR 


We ТЫНАН ad ie 


i 
With reference to the attached draft of a propo neta | 
$ 


ee „я 


. for distribution to laymen, I believe that Page 13 of the bulletin ^" ` 
Should be so rewritten as to eliminate the second paragraph t thereon, 
which states that 29% of the Special Agents of the Federal Bureau 
of Investigation are either lenyers or expert aceountents. I believe 
that a quotation of the percentage of the personnel who have had 
legal or accounting training would be more impressive, or recommend 
if these figures are not available that the 29" reference be entirely 
eliminated beceuse I do not believe that this is sn impressive percentage. 


It is felt that Paragreph 3 of this page could be considerably 
augmented by listing in considerable detail the background of the 
various agents in the service, the present form being rather limited 
and not at all indicative of the wide field from which the Bureen draws 
its Special Agents. 


Respectfully, . 
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E, A, Tamm 


X 
$ | A A 
П E ЛАЙ 10 10 9 i Т 4 
Lus vi = 
iuh ала / 
] t J * ' } x * В 
Wo W í 8 e 
а jo › ay X UY 
m 5 


NM о биту nthe ete 









E c - = = 
| “SOHN "EDGAR HOOVER M 
4... . DIRECTOR % 
“, : ‚м 
Several Buren of Intestigation ж 


| H. S. Department nf Justice 
| Washington, A. C. 


| 
К. BEJ:EML | November 20, 1935. . x 
ү | 












MEMORANDUM FOR MR. TOLSON 


> hoax 












There is attached hereto a proposed new release 
entitled "The Story of theÜFederal Bureau.of Investigation 
of the United States Department of.Justioge." This release 
has been approved by the various Divisio “and Unit heads 
as to accuracy. 


It is proposed to illustrate the attached pub- 
lication by various official Bureau photographs. 


Authority is requestedto have this release printed | 
by Mr. Renneberger's section booklet form, and 5,000 
copies of same made at the present time. 


Mr. Dawsey and the writer have discussed this 
matter with Mr. Renneberger, and he has indicated that he 
could make this into a very attractive booklet. 


Respectfully, 
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WORK AND FUNCTIONS OF THE FEDERAL BUREAU OF INVESTIGATION, 
U. S. DEPARTMENT OF JUSTICE 


INTRODUCTION 


This publication is issued for the purpose of acduainting 
law enforcement officials and agencies with the work and functions 
of the Federal Bureau of Investigation, U. S. Department of Justice. 
By this means it is hoped that there will be brought to peace officers 
information which will tend to acquaint them with the types of 
service which are available, and for the further purpose of encourag- 
ing a wider use of the facilities of this Bureau. There is being 
presented an outline of the investigative, fingerprint identification, 
technical laboratory and crime statistics functions of the Bureau, 
and it is suggested that this publication be retained for your future 
reference and guidance whenever an opportunity arises for you to ac- 
quaint yourself in greater detail with these functions. In the event 
any regularly constituted law enforcement official or agency is not at 
the present time making use of the facilities of this organization, or 
in the event there has been a limited participation in these functions, 
you are invited to make full use of the opportunities in connection 
with the various functions herein outlined. 


The administration of the Federal Bureau of Investigation 
is based upon the rule and policy, fundamental in the work of every 
Special Agent in the field, of working in the closest cooperation 
with police officials in their respective jurisdictions. In investi- 
gative and identification matters, the Bureau extends to law en- 
forcement officers an invitation to work together in the interest of 
effective law enforcement. 


It is a pleasure to quote the following statement from 
an address by the Attorney General of the United States concerning 
the Department of Justice, of which this Bureau is an integral part: 


"In brief, I aim at a sane, wholesome adminis- 
tration. The Department of Justice belongs to 
the people of America. It is their servant 
ministering to their needs and I bespeak for it 
the support and the good opinion of all law- 
abiding citizens." 











WORK AND FUNCTIONS OF THE FEDERAL BUREAU OF INVESTIGATION 


INVESTIGATIVE FUNCTIONS 





This Bureau has investigative jurisdiction over all violations 
of Federal laws and matters in which the United States is or may be a 
party in interest, except those matters specifically assigned by Con- 


gressional enactment or otherwise to other Federal agencies. 


It does 


not have investigative jurisdiction over violations of the Counterfeiting, 


Narcotic, Customs and Smuggling, Postal or Immigration Laws.- 


Among those 


matters under the primary jurisdiction of this Bureau which receive the 
most frequent attention are the following: 


Administrative Investigations 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District 
of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Civil Rights and Domestic 
Violence Statute 

Glaims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Crimes in Connection with Federal 
Penal and Correctional Insti- 
tutions 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Crime Statistics 

Destruction of Government Property 

Espionage 

Extortion Cases Involving Inter- 
state Commerce 9k Communi- 
cations 

Federal Anti-Racketeering Statute 

Federal Kidnaping Acts 

Federal Reserve Bank Act 

Federal Eight-Hour Law 

Federal Disbarment Proceedings 

Frauds Against the Government 

Identification Usages 


Illegal Wearing of Service Uniforms 

Illegal Use of Government Transpor- 
tation Requests 

Impersonation of Federal Officiais 

Interstate Transportation of 
Explosives Violations 

Interstate Commerce Violations 

Interstate Flight to Avoid Prosecu- 
tion or Testifying in Certain Case 

Intimidation of Witnesses 

International Claims 

Killing or Assaulting Federal Officer 

Larceny from Interstate Shipments ` 

Location of Escaped Federal Prisoners 

Location of Missing Witnesses 

Migratory Bird Act 

National Bank Act 

National Motor Vehicle Theft Act 

National Stolen Property Act 

Neutrality Violations 

Obstruction of Justice 

Peonage Statutes 

Passports and Visas 

Patent Violations 

Parole and Probation Violations 

Perjury 

Personnel Investigations 

Red Cross Violations 

Bobbery of National Banks and Member 
Banks of. Federal Reserve System 

Seed Loan Act 

Theft or Embezzlement of Government 
Property 

Treason 

Veterans Administration Violations 

White Slave Traffic Act 
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The Director of the Federal Bureau of Investigation has under 
his jurisdiction thirty-seven field offices located throughout the United 
States. Each field office is under the immediate administration of a 
Special Agent in Charge who has supervision in his respective district 
over the investigation of all offenses against the laws of the United 
States which are under the jurisdiction of this Bureau. Any information 
concerning a violation of a law which is investigated by this Bureau 
coming to the attention of a law enforcement official or peace’ officer 
should be sent by letter to the Special Agent in Charge of the district 
in which such officer is located. In the event the matter is urgent 
and requires expeditious attention, a telegram may be sent "Government 
Rate Collect" to the Special Agent in Charge. For your convenience there 
appears a map of the United States showing the territories covered by 
each of the field offices, and by reference to this map you will be able, 
when necessary, to ascertain to which office your communication should be 
addressed. For your further convenience, the mail and telegraphic ad- 
dress, as well as telephone number, of each of these offices is set forth. 


Communications to a field office of this Bureau should be ad- 
dressed to the Special Agent in Charge at the city indicated. Mail and 
telegraphic communications should be sent to the building address. For 
example: Special Agent in Charge, Federal Bureau of Investigation, U. 8. 
Department of Justice, 224 Federal Building, Oklahoma City, Okla. 


OFFICE BUILDING ADDRESS ` TELEPHONE NO. 
Aberdeen, 8. D. 610 Alonzo Ward Hotel 4652 
Atlanta, Ga. 501 Healey Walnut 3698 
Birmingham, Ala. 520 Federal 7-1755 
Boston, Mass. 1002 Post Office & Court House Liberty 7634 
Buffalo, N. Y. 612 Marine Trust Cleveland 2030 
Butte, Montana 502 Federal 2-4734 
Charlotte, N. C. 254 Federal $-4127 
Chicago, 111. 1900 Bankers' Randolph 6226 
Cincinnati, Ohio 426 U. S. Custom House & P. O. Main 6720 
Cleveland, Ohio 1448 Standard Prospect 2456 
Dallas, Texas 420 Post Office 2-5866 
Denver, Colorado 722 Midland Savings Main 6241 
Detroit, Michigan 907 Federal Cadillac 2835 
El Paso, Texas 1331 First National Bank Main 501 
Indianapolis, Ind. 506 Fletcher Trust Riley 5416 
Jacksonville, Fla. 412 U. S. Court House & P. O. . 53-2180 
Kansas City, Mo. 1616 Federal Reserve Bank Victor 3113 
Little Rock, Ark. 500 Rector 6734 
Los Angeles, Calif. 617 Federal Mutual 2201 
Louisville, Ky. 769 Starks Jackson 5139 
Milwaukee, Wis. 1021 Bankers' Daly 3431 
Nashville, Tenn. 508 Medical Arts 6-6771 
New Orleans, La. 6263 Post Office Raymond 1965 
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OFFICE BUILDING ADDRESS . TELEPHONE NO. 
New York, N. Y. 370 Lexington Avenue, Room 1403 Caledonia 5-8691 
Oklahoma City, Okla. ` 224 Federal | 2-8186 
Omaha, Nebr. 629 First National Bank | Atlantic 8644 
Philadelphia, Pa. 1300 Liberty Trust Locust 0880 
Phoenix, Arizona 318 Security 30-4870 
Pittsburgh, Pa. 620 New Federal Grant 0800 
Portland, Ore. 411 U. S. Court House Atwater 6171 
Salt Lake City, Utah 505-A U.S. Court House & Р.О. Wasatch 3980 
San Antonio, Texas 1216 Smith-Young Tower Fannin 8052 
San Francisco, Calif. 405 Post Office Hemlock 4400 
St. Louis, Mo. 801 Title Guaranty Central 1650 
8%. Paul, Minn. 252 Uptown Station & Fed. Court Garfield 7509 
Trenton, N. J. 827 Broad St., National Bank 5-0881 
Washington, D. C. 5252 U. S. Dept. of Justice National 5303 


The Federal Bureau of Investigation has no prosecutive jurisdiction 
or control. The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees of 
this Bureau relative to alleged violations of Federal laws is submitted to 
the United States Attorney for his information and guidance to determine 
whether prosecutions should be initiated against the individuals involved. 


The following summarized information deals with some of the 
more frequent types of violations of Federal laws over which this 
Bureau has investigative jurisdiction. From an examination of this 
information there will be found an indication of the facts which the 
Bureau desires to receive from State or local officials when Federal 
prosecution is desired in order that an appropriate investigation may 
pe made and the facts submitted to the United States Attorney: 


ANTITRUST LAWS 


The Federal Bureau of Investigation is charged with the duty of 
collecting evidence of violations of the Federal antitrust laws. Violations 
of these statutes are usually reported by business concerns which have | 
suffered injury through reason of a combination or conspiracy operating 
in restraint of trade between the States. Any information regarding contracts, 
combinations, or conspiracies in restraint of interstate trade, or tending 
toward a monopoly, and any acts of interference with interstate trade or 
commerce should be reported. 


BANKRUPTCY VIOLATIONS 


ft is the duty of the Federal Bureau of Investigation to 
investigate alleged violations -which occur in the administration of the 
National Bankruptcy Act. Violations of this Act are usually reported 
by referees in bankruptcy, trustees, credit associations, or creditors. 
However, the Bureau will appreciate receiving any information which 
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you may obtain relative to violations of this Act, such as concealing 
money, merchandise, or property either before or after the filing of 
the pankruptcy petition; concealing, destroying, mutilating, or falsi- 
fying books and records before or after the bankruptcy petition was 
filed; receiving concealed property, or perjury or false claims. 


Information that shipments were made from the bankrupt 
store late at night or in a covert manner; that vans or trucks 
were loaded at the bankrupt's premises; that the bankrupt hastily 
liquidated his affairs immediately prior to closing by sacrifice 
or below-cost sales, all are significant of irregularities and are 
a material aid to the progress of the investigation. Attempts on 
the part of the bankrupt to collect old accounts after proceedings 
have been instituted also indicates possible violations. 


CRIMES ON GOVERNMENT RESERVATIONS 


The investigation of crimes committed on Government reser- 
vations, including Indian reservations, or in any Government build- 
ing, or on other Government property, is under the jurisdiction of 
the Federal Bureau of Investigation, and any information concerning 
such crimes should be forwarded to the nearest field office. 


ESCAPED FEDERAL PRISONERS AND FUGITIVES 


The Federal Bureau of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who 
are fugitives from justice by reason of violations of the Federal 
laws over which the Bureau has jurisdiction, of escaped Federal 
prisoners, and parole and probation violators. When the arrest of 
a Federal fugitive from justice is not brought about within a rea- 
sonable time, there is issued what is known as an Identification 
Order, which is distributed to peace officers in all parts of the 
country. These Identification Orders contain the name, photograph, 
fingerprints and description of the fugitive together with all 
available information which might prove helpful in bringing about 
his arrest. When the fugitive is apprehended an Apprehension 
Order is issued so that all efforts to locate the individual may 
be discontinued. If you do not already receive these orders, the 
Bureau will be pleased to place your name on the mailing list. 


It is highly important in investigations relating to fugi- 
tives from justice that any information secured be forwarded to the 
nearest field office without delay. The cooperation of State and 
local officials in this regard will be appreciated. 

FEDERAL FUGITIVE ACT 


An Act approved on May 18, 1934 makes it a Federal offense 
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for any person to move or travel in interstate or foreign commerce 
with intent to avoid prosecution for murder, kidnaping, burglary, 
robbery, mayhem, rape, assault with a dangerous weapon or extortion, 
accompanied by threats of violence or for an attempt to commit any of 
the foregoing offenses. This Act further makes it a Federal offense 
for any person to travel in interstate or foreign commerce to avoid 
giving testimony in any criminal proceedings in such place in which 
the commission of a felony is charged. 


The Federal Bureau of Investigation has jurisdiction in 
cases of this kind. 


FEDERAL RACKETEERING STATUTE 


An Act approved on June 18, 1954 makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by 
obtaining or attempting to obtain by threat, force, violence or coer- 
cion, the payment of money or other valuable considerations for the 
purchase or rental of property or protective services. This Statute 
further makes it a Federal offense for any person to obtain the prop- 
erty of another with his consent through the wrongful use of force 
or fear or under the color of official right when interstate com- 
merce or trade is affected. This Act further penalizes the commis- 
sion or threats to commit any acts of physical violence or physical 
injury to a person or property in furtherance of a plan or purpose 
to interfere with interstate trade or commerce. 


The Federal Bureau of Investigation has jurisdiction in 
the investigation of cases arising under this Statute. 


IMPERSONATION 


Whenever information is received by a peace officer or 
law enforcement official which indicates that an individual has falsely 
claimed to be an officer or employee of the United States and that 
such individual fraudulently acted as if he were a Federal officer, or 
that he obtained or demanded anything of value, such as loans, credits, 
money, documents, or the cashing of checks, such information should 
pe transmitted to the Federal Bureau of Investigation, which will begin 
an immediate inquiry to determine whether a Federal law has been violated. 


KIDNAPING 


Under the provisions of an Act of Congress approved by the 
President on May 18, 1954, whoever transports or aids in transporting 
in interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried 
away by any means whatsoever anā held for ransom or reward or other- 
wise, is guilty of violating a Federal law. Also, if two or more 
persons enter into an agreement, confederation, or conspiracy to vio- 
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late the provisions of this Act and do any overt act toward carrying 

out such unlawful agreement, confederation, or conspiracy, such person 
or persons are guilty of violating the Federal kidnaping law. Cases 

of this nature are investigated by the Federal Bureau of Investigation 
and any information in the possession of law enforcement officials indi- 
cating a violation of this law should be transmitted to the nearest 
field office. 


LARCENY FROM INTERSTATE SHIPMENTS 


Any facts which indicate that any person or persons have stolen 
anything being shipped from one State to another State, from any freight 
or express shipment or passenger car, or that any person has received 
anything which was stolen from such shipments should be reported to the 
proper field office, 


NATIONAL BANK AND FEDERAL RESERVE ACTS 


These statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of 
the above Acts, such as embezzlement, abstraction, or misapplication 
of funds, and the making of false entries in the books of a national 
bank or a member bank of the Federal Reserve System, or in reports to 
the Comptroller of the Currency. The Federal Bureau of Investigation 
has investigative jurisdiction over such offenses and desires to receive 
any information indicating a violation of these Acts. 


NATIONAL MOTOR VEHICLE THEFT ACT 


Persons who transport a stolen motor vehicle from one State 
to another State, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile 
and there is reason to believe that his possession of the motor ve- 
hicle is not lawful and that the said motor vehicle has been stolen 
and transported in interstate or foreign commerce, if the facts are 
called to the attention of the Federal Bureau of Investigation an investi- 
gation will be made to determine whether there has been a violation of 
the National Motor Vehicle Theft Act. 


NATIONAL STOLEN PROPERTY ACT 


This Act approved on May 22, 1954, makes it a Federal offense 
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to transport or cause to be transported in interstate or foreign com- 
merce any goods, wares or merchandise, securities or money of the 

value of $5,000 or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purioin knowing the same to have been so sto- 
len or taken. This Act also penalizes the receiving, concealing, storing, 
bartering, selling or disposing of goods, wares or merchandise, securi- 
ties or money of the value of $5,000 or more by a person knowing the 
goods to be stolen. This Statute also makes it a Federal offense for any 
person to pledge or accept as security for a loan any goods, wares 

or merchandise, or securities of the value of $500 or more, which have 
been stolen or feloniously taken by fraud from an interstate or for- 


eign shipment. 


The Federal Bureau of Investigation has investigative jurisdiction 
in these cases, 


ROBBERY OF NATIONAL BANKS AND MEMBER BANKS OF 
THE FEDERAL RESERVE SYSTEM 


On May 18, 1934, there was approved by the President a Statute 
which makes it a Federal offense to rob any National Bank or Member 
Bank of the Federal Reserve System. This Act covers the taking by 
force and violence, or by putting in fear, of any property in the care, 
custody, control, management or possession of any Federal Reserve 
Member Bank or National Bank. This Statute also penalizes the 
assault of any person or the placing in jeopardy of the life of any per- 
son by the perpetrators of the robbery of & National Bank or Member 
Federal Reserve Bank. The Statute also expressly covers the killing 
or kidnaping of any person in connection with the robbery of a Federal 
Reserve Member Bank or a National Bank. 


The Federal Bureau of Investigation has investigative jurisdiction 
in cases of this kind. 


THEFT, EMBEZZLEMENT, OR ILLEGAL POSSESSION OF 
GOVERNMENT PROPERTY 





It is a violation of a Federal law to embezzle, purloin, or 
Steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Bureau has investigative 
jurisdiction over offenses of this nature. 


WHITE SLAVE TRAFFIC АСТ 


The White Slave Traffic Act is frequently referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans- 
port or cause to be transported, or aid or assist in obtaining trans- 
portation for, or in transporting, in interstate or foreign commerce, 
any woman or girl for the purpose of prostitution or debauchery, or to 
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engage in other immoral practices, shall be deemed guilty of & felony. 
The Federal Bureau of Investigation is desirous of receiving any infor- 
mation which comes to your attention indicating a violation of this Act. 


IDENTIFICATION FUNCTIONS 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washington, 
D. C., which serves as à central clearing house of records pertaining to crim- 
inals. The information contained in the Bureau's identification files is based 
primarily upon fingerprints, which constitute the largest and most complete. 
collection of current value in existence. 


On July 31, 1935, there were 5,154,254 fingerprint records and 
6,292,383 index cards in the Bureau's archives. The chart which appears in 
this pamphlet illustrating the growth of this work since its inception in 
1924 through the fiscal year ended June 50, 1955, reflects gratifying prog- 
ress made possible by the cooperation of law enforcement officials throughout 
the United States and foreign countries. On July 31, 1935, more than 5,000 
fingerprint records were being received in ihe Identification Division daily 
from over 8,600 contributing law enforcement agencies throughout the world. 


All peace officers are invited to avail themselves of the data on 
file in the Identification Division of the Federal Bureau of Investigation. 
The service is given without cost to all regularly constituted law enforce- 
ment officers and agencies desiring it. Fingerprint cards, franked envel- 
opes, the booklet entitled "Fingerprints", and disposition sheets for the 
purpose of reporting action taken subsequent to arrest, are supplied without 
charge. The Bureau also furnishes upon request copies of its pamphlets on 
the subject of latent fingerprints; court decisions as to the legality of 
taking fingerprints and the admissibility of fingerprint evidence; and the 
modification and extension of the Henry System of Identification, devised by 
the Bureau's experts and applied to its own technical files. 


Upon receipt of a fingerprint card from a contributing law en- 
forcement agency, a letter giving the criminal record, or informing of the 
fact that no prior record has been located, is sent to the contributor. 

An additional copy of the letter citing a prior record is transmitted in 
arrest cases for the benefit of the prosecutor as an aid in prosecuting 

the individual who has a previous record of arrest, This record is also of 
value to the Judge before whom a case is tried, as it is oftentimes studied 
before determining the length and character of sentence which the court 
imposes on a convicted person. 


The Bureau places notations in the files of its Identifica- 
tion Division upon request of peace officers, indicating that the arrest of 
an individual as a fugitive is desired. Through this procedure, after 
classifying and searching incoming cards, over 400 persons wanted for 
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various types of offenses ranging from misdemeanor to murder or as es- 
caped prisoners or parole violators are identified each month. This 
service is amplified and its value enhanced by the Bureau's action in 
publishing and distributing to contributors of fingerprints, monthly 
bulletins listing fugitives wanted throughout the country for major 
crimes. This bulletin also contains articles of current interest to 
law enforcement officers, such as treatises on latent fingerprints, 
ciphers or similar subjects of a scientific character in the field of 
criminology studied in the Bureau's research and criminological lab- 
oratory. 


Fingerprint records prove of value in determining if appli- 
cants for positions, under the Civil Service of the Federal, State, 
county or municipal governments, have a previous record on file which 
might show the applicant is not of a proper character to receive the 
appointment. 


In maintaining its fingerprint files, the Federal Bureau of 
Investigation employs the Henry System with current extensions, which 
utilizes all 10 fingers considered as a unit for the classification and 
filing of prints. In addition there is maintained a separate collection 
of fingerprints of kidnapers, bank robbers, extortionists, and other 
notorious criminals, which are filed, each finger singly. This collec- 
tion is an auxiliary to the main file and is used primarily for the 
purpose of identifying latent fingerprints left at the scenes of crimes 
by kidnapers, bank robbers and extortionists. Unless latent finger- 
prints of such offenders are those of the individuals whose separate 
impressions are filed in the single-print collection, it is difficult 
for the Bureau to identify the latent prints. However, if the names or 
aliases of any suspects are furnished the Bureau together with descrip- 
tive information, then the actual prints may be compared with the latent 
impressions and thus it may be possible to establish an identification. 


In conducting its identification work, the Federal Bureau of 
Investigation is essentially a cooperative organization and can fur- 
nish to contributing law enforcement agencies only that information 
which it receives from them. The assistance of the police, sheriffs, 
wardens, state identification bureaus, and similar agencies has been 
very gratifying, but despite the splendid results which have been 
accomplished, it is felt that this Bureau can render even more 
effective service when it receives all of the fingerprint records 
which law enforcement officials are in a position to furnish. 1+ 
is obvious that even better service can be given by the Bureau as 
its records become more complete. All peace officers are therefore 
invited to make the fullest possible use of this cooperative project. 


A booklet has been prepared and is available entitled 
"Fingerprints," which contains instructions concerning a simple and 
standardized method of taking fingerprints, and which also refers 
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further to the Bureau's identification activities, including its 
participation in an international exchange of fingerprints with 

the identification bureaus of foreign countries for the purpose of 
identifying criminals who may have records of an international char- 
acter. The prints of persons arrested in the United States will be 
sent upon request to any of these foreign identification bureaus. 

Any law enforcement officer who is now, or may desire to become a 
contributor of fingerprints to the Federal Bureau of Investigation in 
its identification work, will be supplied with a copy of this pamphlet 
upon request. The cost of the equipment necessary to take the prints 
is trivial; in fact it may be improvised locally with but slight 
expense. This Bureau will supply the needed cards and envelopes 
which require no postage, without cost, while the benefits of the 
information furnished by the Bureau are manifold and so far outweigh 
the relatively small amount of work involved, that the service is 
usually continued after initial fingerprinting activities are started. 


CIVIL IDENTIFICATION FUNCTIONS 


Because of the increasing interest in the use of fingerprints 
for non-criminal purposes, there has been established in the Identifi- 
cation Division of the Federal Bureau of Investigation, a Civil 
Identification Section. Interested individuals are invited to submit 
their fingerprints to be included in these files, which are maintained 
entirely distinct from the criminal files. Upon request from law 
enforcement officials the Bureau will gladly furnish special civil 
identification forms to be used in taking these prints. Civil identi- 
fication forms are also furnished directly to individuals who desire 
to submit their own prints for record purposes, 


It is believed that the filing of a civil identification 
record may frequently be a protection to the law abiding citizen. It 
will make possible the establishment of an identification in the event 
he becomes a victim of amnesia or other serious illness, or in case of 
death. It has frequently been found that in disaster difficulty has 
been encountered in identifying the bodies of victims, and it is be- 
lieved that the presence of non-criminal fingerprint records may elimi- 
nate this possibility, which often results in the burying of the indivi- 
dual as an unidentified person. These records should also be of assist- 
ance in settling controversies over the payment of life insurance 
claims. 


CRIME STATISTICS FUNCTIONS 


In accordance with an Act of Congress approved June 11, 1930, 
the Federal Bureau of Investigation began the compilation of uniform crime 
statistics. The collection of such crime data had been initiated by the 
Committee on Uniform Crime Records of the International Association of 
Chiefs of Police in January of that year in response to a long-felt 
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need for comparable crime statistics on a nation-wide scale. 


The system of uniform crime reporting includes monthly and 
annual reports of offenses known and offenses cleared by arrest and 
an annual report of the number of persons charged, i.e., held for pros- 
ecution by the police. This Bureau provides the necessary return 
forms and tally sheets, and return envelopes which require no postage. 
There is also available for distribution to interested law-enforcement 
agencies the Manual, "Uniform Crime Reporting", which includes detailed 
instructions with reference to the preparation of the crime reports, 
and in addition describes and illustrates the police record forms which, 
if maintained, will make available the data desired in the monthly and 
annual crime returns submitted to the Bureau. 


In order to supplement the statistics obtained from the records 
described above, the Bureau periodically makes tabulations of data 
from the fingerprint cards currently received from law enforcement offi- 
cials throughout the country. The information tabulated from these rec- 
ords pertains particularly to the age and previous criminal history of per- 
sons arrested and fingerprinted. This information, together with the data 
obtained from the uniform crime reports, is published in a quarterly bulle- 
tin which is mailed to all interested law enforcement officials, as well as 
others having a special interest in statistics of this character. 


Due in no small measure to the cooperation of police departments 
and other similar agencies throughout the country the project of collecting 
uniform crime reports has shown continued progress during the past five 
years, as indicated by the following table showing the number of cities from 
which returns were received, and the population area represented. 





Year Cities Population 
1930 1,127 45,929,965 
1931 1,511 51,145,734 
1952 1,578 55,212,250 
1933 1,658 62,957,262 
1984 1,799 62,757,643 


A majority of the larger cities throughout the country send these 
reports regularly to the Bureau. Any law enforcement officials who are not 
now contributing such reports are invited to do so, and the necessary blank 
forms may be obtained without cost from this Bureau. 


TECHNICAL LABORATORY 
In the latter part of the year 1932 the Federal Bureau of In- 
vestigation, United States Department of Justice, established a Technical 


Laboratory to perform work of a scientific character, which might prove of 
assistance in its investigative cases. Previously, it had been customary 
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in instances considered desirable for the Bureau to have technical experts 
outside its organization make scientific analyses. The importance and 
growth of this phase of the Bureau's investigative activity and the desira- 
bility of having the work-under its close supervision led to the conclusion 
that the establishment of a Technical Laboratory was essential. The develop- 
ment of this Laboratory has been carefully planned by the Bureau with the 
assistance and advice of known and recognized authorities in the field of 


scientific endeavor, 


Some of the instruments used in the technical work include com- 
parison microscopes, in which the images of two separate objects, such as bul- 
lets, are brought within a single eyepiece in juxtaposition for ready compar- 
ison; binocular microscopes of low magnification for the examination of hand- 
writing, typewriting and other specimens in which it is an advantage to utilize 
the stereoscopic principle; the research microscope which provides magnification 
up to 2,250 times; the ultra-violet ray lamp for the examination of the fluores- 
cent and phosphorescent appearances of objects and substances through which they 
may be identified; infra-red ray equipment; the spectrograph; special cameras for 
photographing specimens; chemical apparatus for the examination of blood stains, 
qualitative and quantitative analyses; delicate balances; projection arc, em- 
ploying the use of parallel rays of light, and similar instruments. 


At the present, examinations are made in the Laboratory of documents 
or letters to determine the identity of the typewriting or the handwriting appear- 
ing thereon, as well as the existence of water-marks and any other information 
which may prove helpful in the investigation of the case. In addition, an impor- 
tant phase of the scientific work relates to an examination of bullets and ex- 
ploded shells. Reproducing by moulage or other methods is another feature which 
the Laboratory is equipped to undertake. This consists of the making of casts 
of objects of evidence or of parts of the human body for record purposes. Micro- 
analyses of hair and textile fibres are likewise considered an essential and im- 
portant part of the technical duties, and chemical analyses of stains including 
blood tests are performed from time to time. 


The Laboratory conducts examinations in current cases which may be 
under investigation, but activity also extends to research work wherein estab- 
lished practices of police science are tested and improvements and new applica- 
tions sought. Reference collections have been assembled consisting of an index 
of paper water-marks; blue prints of automobile tire tread designs; various 
types and sizes of bullets, and cartridge cases both of American and foreign 
manufacture; typewriting specimens; a collection of handwriting specimens of a 
certain type of criminal; and a fibre file consisting of both animal and vege- 
table fibres. These standard specimens are located in the Laboratory and are 
available to ali law enforcement-officials desiring to utilize them. 


CONCLUSION 





The growth and development of the functions of this Bureau 
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are matters in which we all can take considerable pride. Because of the 
fact that this growth and development have been the result of a united 
cooperative endeavor and because law enforcement officials and agencies 
throughout the Nation have as a result of their cooperation madé this 
progress possible, it is believed that you will find an interest in the 
accompanying charts which show the accomplishments during the past sev- 
eral years. In the event more detailed information is desired in con- 
nection with the work of the Federal Bureau of Investigation, it is hoped 
that you will feel free to confer with any Special Agent of the Bureau who 
comes into daily contact with law enforcement officials and agencies 
throughout the Nation. In the event you desire additional information 
concerning the identification and crime statistics functions, your in- 
quiry should be addressed to: 


John Edgar Hoover, Director, 
Federal Bureau of Investigation, 
U. 5, Department of Justice, 
Washington, D. C. 


The office of the Director is open twenty-four hours each day. 
Telephone Number: National 5303. 


In case of a kidnaping, telephone National 7117. 


August 15, 1958. 
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‚ in view of the fact that the new release entitled 
"Th Federal. Bureau of Investigation, U. Se Department of 
Jugstite™ éovers thé same information which is contained in 
the release "The Federal Bureau of Investigation! dated 
September 30, 1935, authority is requested to. discontinue 
the latter release "The Federal Bureau of Investigation". 





Respectfully, 
R. E. h. 
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Jederal Buren of Inbestigation 
H. S. Department of Justice 
Washington, A. €. 
RJ GAJ December 18, 1935. 


MEAJORAHDUM FOR ZR. TOLSOH 





In view of the fact that the new release 
entitled "The Story of the Federal Bureau of Investi- 
gation, U. S. Department of Justice" covers the same 
informetion which is contained in the release "The 
Federal Bureau of Investigation" dated September 30, 


1935, authority is renucsted to discontinue the latter 
release entitled "The "Federal Bureeu of Investigation." 


Respectfully, 
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JOHN EDGAR HOOVER z 


А DIRECTOR 
"e Sederal истеди рі Intestigation 
a. S. Bepartment of Justice 
Washington, A. C. 


September 30, 1935, 


THE FEDERAL BUREAU OF INVESTIGATION 


The Federal Bureau of Investigation has the responsibility 
of investigating offenses against the laws of the United Statés and 
collecting evidence in cases in which the United States is or may be 
& party, and possesses primary investigative jurisdiction of those 
offenses against the laws of the United States not specifically as- 
Signed by Congressional enactment to other Governmental agencies for 
investigation. 

This Bureau does not investigate violations of the Narcotic 
Laws, Smuggling, Counterfeiting, Immigration Laws, and certain other 
miscellaneous statutes. 

Among the most generally known violations investigated by 
the Federal Bureau of Investigation are the following: 

Bankruptcy Act; Antitrust Laws; National Bank and 

Federal Reserve Acts; Crimes on the High Seas and on 

Indian and Government Reservations; Frauds Against 

the Government; Impersonation; Peonage; Theft of 


Government Property; Bribery of Government Officers; 


Espionage; Escaped Federal Prisoners; Killing or 


Assaulting Federal Officers; Robbery of National 
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Banks or Member Banks of the Federal Reserve System; 
Crimes in eonneot$ion with Federal, Penal and Correc- 
— Institutions; Neutrality laws; Perjury; Pardon, 
Parole and Probation Matters; and certain violations 
involving interstate or foreign transportation, in- 
cluding the National Motor Vehicle Theft Act, known 
as the Dyer Act; White Slave Traffic Act, known as the 
Mann Act; Kidnaping; Extortion; the National Stolen 


Property-Aet; Flight to Avoid. Prosecution or Testify- 





ing-in-Certain Cases; Federal Anti-Backeteering Stat- 

ute; and. Thefts from Interstate Shipments. In addition 

to the above criminal statutes the Bureau is called 

upon to investigate a large number of civil matters 

including the defense of War Risk Insurance Suits. 

Organ ization 

A comprehensive organization is required to investigate such 
a large number of important Federal crimes throughout the’ United 
States, Hawaii, and Alaska. In order to perform its work most expe~ 
ditiously and economically, the Bureau has. offices in thirty-seven cities 
located throughout the United States. Its investigative activities are 
not limited by State boundary tines.. A Special Agent in Charge has charge 
of each of its respective offices which covers a definite geographic : 
area. AS occasion requires, the number of employees assigned.to each 


office varies with the amount of work to be performed. For instance, 











an Bice 


if the number of cases in the territory covered by the Jacksonville, 
Florida, Office is comparatively few, while the number of cases 
covered by the New York Office is unusually large, employees may be 
shifted from Jacksonville to the New York Office, or from Portland 

to Philadelphia, or from New Orleans to San Francisco, as the occasion 
demands. 

That is, of course, a distinct advantage, and permits thorough 
and prompt attention to be given every case referred to the Bureau 
for investigative action to the end that all pertinent evidence and 
facts may be collected and presented to the appropriate United States 
Attorney in proper form for his opinion as to prosecution. 

Personnel 

The Bureau gives most careful consideration to the selection 
and appointment of all its employees. Only duly qualified — 
of recognized law schools, who 0 usually members of the bar, or 
expert Accountants, with at least two years of practical business 
experience, or experienced investigators are appointed as Special 
Agents. Applicants for appointment to investigative positions must 
be between 25 and 35 years of age. Upon their appointment, Special 
Agents are given intensive training courses at Washington, where they 
are required to master all phases of their work, including practical 
instruction in the use of all types of firearms. Special Agents in 
Charge of the field offices of the Bureau are in turn selected from 


those employees who have proven themselves to be possessed of in- 
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vestigative, administrative, and executive ability of the high- 
est order. All employees are required to render appropriate 
assistance to law enforcement officials at all times and to 
strictly observe the rights of all persons with whom they 
come in contact. The Bureau, as a result of the high stand- 
ard maintained by its employees, is enabled to — to its 
ranks individuals of integrity and ability. 

Accomplishments 

Statistics at best are rather а, but offer the most 
concise method of outlining the achievements of the Bureau. 
Convictions were secured in 94% of all cases investigated by 
the Bureau which were brought to trial during the fiscal year 
1955. 

During the same fiscal year 3,717 convictions - that is, 
an average of more than 10 convictions for each day in the year - 
were obtained in cases investigated by the Bureau. 

There were imposed in these cases 3 death sentences, 

8 life sentences and a total of over 10,757 years in actual, 
probationary, and suspended sentences, The fines imposed dur- 


ing the same year totaled $333,974.68. 
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During the same fiscal year 1030 Federal fugitives fran 
„^ 
justice were located ~ an average of between 2 and 3 Federal fugitives 
located per day. In addition, the Identification Division of the 


Bureau assisted various law-enforcement officials throughout the 





United States in identifying 4,403 fugitives during the same year. 
Stolen motor vehicles numbering 2,922 and valued at $1,191,141.97 


were recovered in cases in which the Bureau performed investigative 





work for the fiscal year 1935, Since the ensctment of the National 
Motor Vehicle Theft Act, or, to give its commonly accepted name, 
the Dyer Act, in October, 1919, until June 30, 1935, 39,625 stolen 
‘motor vehicles valued at $25,018,309.72 have been recovered in cases 
in which the Bureau performed investigative work. The total savings 
and recoveries effected in cases in which the Bureau performed investi- 
gations amounted to $38,481,686.17. In contrast the total cost of 
operfting the Bureau during the same year was $4,626 ,518.00. 
identification Division 

The Identification Division of the Federal Bureau of Investi- 
gation is maintained at Washington, D. C., and was established on 
July 1, 1924, to operate as a national clearing house of identification 
data. At the date of its inception, it began with approximately 
800,000 fingerprint records which had comprised the collections of the 
bureau maintained at the United States Penitentiary, Leavenworth, Kansas, 


and of the National Bureau of Criminal Identification, Washington, О. Co, 
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which had been operated by the International Association of Chiefs 
of Police, 

Since its establishment in 1924, the Identification Division 
of the Federal Bureau of Investigation has had a phenomenal growth. | 
During the fiscal year of 1935 alone, it received 636,012 criminal 
fingerprint cards in addition to applicant and civil records. 

On September 30, 1935, there were 5,304,307 fingerprint records 
on file, representing the largest and most complete collection of 
criminal fingerprint records of current value existing anywhere in 
the world. This Division now receives criminal identification data 
from-8, 844 RE in the United States and foreign countries, 
and receives more than 3,700 fingerprint cards each day, replying 
to each of these cards within 36 hours, 

The sub jects of over 48% of all the prints received are iden- 
tified as having prior criminal records. By means of posting notices 
of wanted persons in this Division, the Bureau at present identifies 
an average of 400 fugitives each month, immediately notifying the 
proper officials so that these fugitives may be taken into custody. 
This entire service is furnished free of cost and is maintained sole- 
ly for the convenience and use of regularly constituted law-enforce- 
ment officials and agencies. These date are not made available for 


private purposes. At the present time the Identification Division 
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of the Bureau exchanges fingerprint records with 68 foreign countries 
to help cope with the operations of international confidence men, 
swindlers, and gangsters. 

Civil Identification 

The fingerprint collection of the Federal Bureau of Investi- 
gation, in addition to its use in criminal identification, provides 
a means for determining whether applicants for positions of trust 
under Civil Service have previous records which might disqualify them 
from consideration. Thus, the United States Civil Service Commission, 
and many state and municipal organizations, forward regularly to the 
Bureau the fingerprints of such applicants to be checked against its 
files. Since the United States Civil Service Commission began sub- 
mitting fingerprints of applicants to the — proportion of 
those with criminal records has dropped from,one out of thirteen to 
one out of forty-two. 

There was established in November, 1933, a Civil Identifi- 
cation Section wherein are filed the volunteered fingerprint records 
of citizens who wish their fingerprint impressions recorded at the 
Bureau as a precautionary measure intended to establish their identity 
should they suffer an attack of amnesia, become kidnap captives, or be 
the victims of a disaster, accident, or misfortune. Since its inception, 
until September 30, 1935, there were in the non-criminal file 49,653 


individual records. 
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As an aid to law-enforcement agencies in their war upon 
crime and criminals, the Bureau publishes the "F B I Law En- 
forcement Bulletin" monthly, in which are listed the names, aliases, 
descriptions, fingerprint lina and a reproduction of 
one finger impression of wanted fugitives, together with the names 


and addresses of law-enforcement officials and agencies to be 





notified when the fugitives are located. These bulletins are dis- 
tributed each month by the Bureau to the 8,844 law-enforcement 
officials and agencies who forward fingerprints for the Bureau's files. 
Crime Statistics 

By Act of Congress, approved June 11, 1930, the Federal 
Bureau of Investigation was authorized to collect and compile 
criminal statistics. During 1934, reports were received from 1,799 
police departments throughout the United States, representing a pop- 
ulation area of 62,757,643 persons. In addition, statistics dealing 
with age, race, sex and previous history are compiled from finger- 
print cards sent to the Bureau's Identification Division. A bulletin 
containing a digest of figures on crime statistics throughout the 
entire country is issued quarterly by the Bureau. 

Single Fingerprint Files 
As an adjunct to its main fingerprint files, wherein impres- 


sions are classified through the use of all fingers considered as a 
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unit, the Bureau conducts a single fingerprint file wherein individual 
impressions of known gangsters, bank robbers, kidnapers, and extor- 
tionists are classified and filed separately, to be susceptible of 
ready comparison with latent prints found at the 524448 of crimes. 
In this manner the fingerprints of over 11,910 of such criminals 
have been so segregated in this special file. A detailed description 
of each of these criminals is also maintained, cross indexed on cards 
operated by a sorting-machine system. Individual photographs further 
supplement this valuable adjunct to the Identification Division. 
Research Division 
The Bureau also maintains at Washington a Technical Labora- 
tory for the study of questioned documents involving analyses of hand- 
writing, typewriting, erasures, paper texture, et cetera, as well as 
matters arising within the sciences of ballistics, microphotography, 
and forensic chemistry.: To this laboratory is forwarded evidence found 
during investigations, which requires examination by experts, and through 
their reports many new leads are furnished the investigating agents in 
the field. When necessary the scientific findings of the experts are 
presented to the courts at which time detailed charts and enlarged 
photographs are prepared substantiating the conclusion reached. 
Collections of standard specimens of typewriting from various 
models of machines; blue prints of the designs of tire treads; and sam- 
ple bullets, shells and other ammunition of the different manufacturers, 
are filed in the laboratory for ready reference purposes, enabling quick 


identification of specimens submitted during the course of investigations. 
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THE FEDERAL BUREAU OF INVESTIGATION 


UNITED STATES DEPARTMENT OF JUSTICE 


History 

The Federal Bureau of Investigation was founded in 
1908, to provide the United States Department of Justice 
witha permanent investigative force under its immediate con- 
trol. It was first known as the Bureau of Investigation, and 
later as the Division of Investigation. Its present name, the 
Federal Bureau of Investigation, was finally adopted as 
more nearly descriptive of its status as the general investi- 
gative agency for the Federal Government. 

As Congress passed new Federal laws and placed 
them under the Bureau's investigative furisdietion,; ifa size 
and importance increased. Notable advances in the earlier 
years of its growth were the passage of the White Slave Traf- 


fic Act in 1910, materially increasing the work of the Bureau, 








Principal Offices uf the 
Deporiuent of Justice 








@Breateo sy CONGRESS, ON JUNE 22, 1870, 
THE DEPARTMENT OF JUSTICE SECAME WN REALITY AN 
EXECUTIVE BRANCH СЕ THE GOVERNMENT,  [DREVIDUSLY 
THIS BRANCH HAD LED A SOMEWHAT NOMADIC EXIS- 
TENCE, BERG QUARTEREO FROM TIME TO TRE IN 
VARIOUS PARTS OF OTHER FEDERAL BUILDINGS 


нң ieri A TEX YEAR LEASE WAS TAKEN ON 

THREE FLOORS OK THE (XD FRCEOMONS BAK OULD- 
ING, LOCATED AT THE INTERSECTION OF PEHNSYLVAMM, 
AVEKE AND FIFTEENTH SIREET, IHE RIGGS BANK 
PAALEXNG  PRESENTLY  OCOUPES TS STE, Dr №82, 
CONGRESS AUTHORIZED THE PURCHASE OF THE FREEO- 
MENS BANK SULONG; GIVING TO THE DEPARTMENT 
DF JUSTICE ITS FIRST REAL HOME. (BHEN, iM i932, 
CONGRESS APPROPRIATEO €1000,000 FOR THE EREC- 
TION OF A DEPARTMENT OF JUSTICE BULONQ, THE 
BANK SUILOING WAS VACATED {DHS FUMO vas 
RESCINDED WHEN WO SUITABLE SITE FOR THE NEW 
SUTLDIKG COULD BE BOUGHT, 7 . 
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NEW DEPARTMENT OF JUSTICE BUILDING 














ЭН ком зээ unte 1917 TKE ATTORNEY GEN- <A, 

ERAL AND HIS STAFF OCCUPKÓ THE BOLONG LOCATED 

ON K STREET BETWEEN VERMONT AVENUE ANO FiF- 

TEENTH STREET. (DHE OTHER UMTS OF THE 0€- 

PARTMENT WERE OISTRIBUTEO IN VARIDUS PARTS CF 

THE cny (DO RELIEVE INIS INTOLERABLE SITUA- 

TION LEASE WAS TAKEN TO THE SUROING AT THE 

NORTHEAST CORNER OF VERMONT AVENUE AND K 

STREET (HE O£PARTMEMT WAS OESTINED TO OUT- 

ROW THIS ВОК ИС. 


@#м остоеєя 25, 93, THE PRESENT MAGNI- 
FRERT DEPARTMENT OF JUSTICE BULONG WaS DEDE- 
CATED ВТ WAS BUILT iN THE SPIRIT OF THOSE 
LOFTY 106544575 WHO FOUNDED THE TWELFTH CEN- 
TURY LAW SCHOOL АТ BOLOGNA, WHO VISUALIZED WS: 
ТЮЕ AS, “CASTHED wiTH  DIGMITY, INEFFADUY  SHIBING 
WIH REASON AND EQUITY, ANO SUPPORTED BY PEU- 
GION, LOYALTY, CHARITY, RETRIBUTION, REVERENCE ANO 
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and the passage in 1919 of the National Motor Vehicle Theft 
Act, bringing within the jurisdiction of the Bureau a large 
and constantly increasing class of cases. 

In 1924, whiie the Honorable Harlan F. Stone, now 
a Justice of the United States Supreme Court, was Attorney 
General of the United States, the Bureau was reorganized and 
working policies which are followed today were established. 
One of the cardinal rules enunciated at this time was that 
the Federal Bureau of Investigation should be completely di- 
vorced from the vagaries of political influence. Another 
principle established was that promotion in the Bureau was 
to be based solely upon efficiency. 

Two other events of far-reaching importance to the 
Bureau took place in 1924. The first was the adoption of the 
practice of giving preference to qualified attorneys and ex- 
pert accountants in the appointment of Special Agents. The 
second was the consolidation of criminal identification data 
maintained at Leavenworth Penitentiary with records of the 
International Association of Chiefs of Police to form a na- 
tional clearing house of criminal АН under the Bu- 


reau's jurisdiction. This consolidation brought to Washing- 
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ton, as a nucleus for the Bureau's idedtifisation Division, 
810,188 fingerprint records. 

During the years which followed, the Bureau's ор- 
erations were systematized, standardized forms for investi- 
gative reports were put into general use, manuals of rules, 
regulations and instructions were issued, and a training 
school for newly appointed Special Agents was founded at 
Washington. 

Meanwhile, the Bureau was developing various ser- 
vices designed to promote cooperation between it and other 
law enforcement agencies, local, state and international. 

With the passage of the Federal Kidnapping Statute 
or "Lindbergh Law" by Congress in 1982, the Bureau entered 
upon a phase of its history which has caused citizens gener- 
ally to become more familiar with its activities. 

Investigative Jurisdiction 
General | 

It is the duty of the Federal Bureau of Investiga- 
tion to investigate offenses against the laws of the United 
States and to collect evidence in cases in which the United 
States is or may be a party in interest, and performing other 
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х duties imposed upon it by law. Its jurisdiction covers all 
violations of Federal laws except those pertaining to Nar- 


eotics, Smuggling, Counterfeiting, Immigration, .and cer- 


tain other miscellaneous statutes. 


v Specifie Violations i . Өр ба 
The types of matters investigated by the: Federal 
4 


Bureau of Investigation are very numerous. Some of the stat- 


utes which have been enforced by it for a number of years 
arei: 
Antitrust laws eo 
Bankruptey frauds 
Crimes on the High Seas 
| з ‘Crimes on Government Reservations 
Theft of Government property 
Frauds against the Government 
Impersonation of Federal officials 
Lareeny from interstate shipments 
Location of escaped Federal prisoners 
National Bank Act 
National Motor Vehicle Theft Act 
White Slave Traffic Act 
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Recent Statutes 

During the many years that the Federal Bureau of 
Investigation was pursuing the investigation of these viola- 
tions, the public generally knew little of its achievements. 
But meanwhile, observers of criminal trends had come to rec- 
ognize that organized erime had taken on an interstate char- 
Бае Dangerous iaw-breakers could perpetrate a violent 
crime in one state, and flee to comparative safety in another 
state because pursuit by local and state officers was halted 
at their state borders. 

The wave of kidnaping in 1982 and 1983 precipitated 
action on the part of Congress to combat the increase in in- 
terstate crime. A series of statutes were passed, and the 
investigation of violations of these statutes was entrusted to 
the Federal Bureau of Investigation. Included in this legis- 
lation were: 

The Federal Bank Robbery Statute, penalizing robberies 
of National Banks, member banks of the Federal 


Reserve System, and of those banks holding insur- 
ance in the Federal Deposit Insurance Corporation. 


The Federal Fugitive Act, making it a Federal offense 
to flee across state boundaries to avoid prosecu- 
tion or to avoid testifying in certain criminal 
cases. 
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TRACER BULLETS BEING FIRED FROM MACHINE GUNS BY SPECIAL AGENTS OF THE FEDERAL BUREAU 
OF INVESTIGATION ON THE RANGE IN THE BASEMENT OF THE NEW DEPARTMENT OF JUSTICE BUILDING, 









































The Federal Racketeering Statute. 
The National Stolen Property Act. 


The Statute penalizing the transmission in interstate 
ecommerce of extortion threats. 


The Statute directed against killing, assaulting or 
resisting a Federal officer in the performance 

of his duties. 

Organization 
Field Offices 

In order to handle economically and efficiently the 
work involved in investigating violations of laws under its 
investigativo jurisdiction, the Bureau has field offices in 
thirty-seven strategically located cities throughout the 
United States. 

Each of these field offices operates under the di- 
rection of a Special Agent in Charge, who in turn is respon- 
sible to the Washington headquarters of the Bureau. Each 
field office covers a specified territory but the work of all 
offices is coordinated. Thus, if one field office obtains in- 
formation requiring action in another section of the country, 
the facts are transmitted immediately to the appropriate of- 
Tice, and also to the Washington headquarters of the Bureau. 
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Copies of every report a field office makes are submitted to 
Washington, where it is possible to make a consolidation of 
the data collected on each — which permits the coordina- 
tion of all investigative aetivity. | 

The number of members on the staff of each field 
office fluctuates according to the volume of the work to be 
performed, and Special Agents are transferred from one office 
to another as the exigencies require. 
Bureau Headquarters 

Besides directing and coordinating the acvivities 
of the field offices, the administrative staff at the Wash- 
ington headquarters of the Bureau has under its direct super- 
vision the operation of the Identification Division and Tech- 
nical Laboratory and the collection of crime statistics. It 
also eonduets training sehools for NUM Agents and police 
officers. | 

Identification Division 

Fingerprint Records 

The Identification Division, which was established 
in 1924 with á nucleus of 810,188 fingerprint records, now 


contains a collection of over 5,500,000 fingerprints -- the 
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A PORTION OF THE FINGERPRINT FILES SECTION OF THE IDENTIFICATION DIVISION, FEDERAL ‘BUREAU 
' OF INVESTIGATION, U.S. DEPARTMENT OF JUSTICE, WHERE THE FINGER IMPRESSIONS OF CRIMINALS 


ARE CLASSIFIED AND COMPARED. | 


















largest collection of criminal records of current vaiue in the 






world. Every day an average of 8,700 additional fingerprint 






ecards are received from contributors all over the world. At 






present, over 9,000 law enforcement agencies submit finger- 






prints to the Bureau for information as to whether previous 4. 






criminal records are on file. Seventy foreign countries ex- 





change fingerprints with the Bureau in combatting the inter- 



















national activities of confidence men, swindlers ana gangsters. 
Within thirty-six hours after the receipt of a fin- 
gerprint card, the Bureau replies to the contributor, either 
submitting the details of the individual's previous record, or 
. the information that no such record is on file. Approximate- 
ly half of the fingerprint cards received at the Bureau are of 
persons having a previous criminal record on file in the Iden- 
tification, Division. 
Wanted Notices | 
Law enforcement officials, seeking the apprehen- 
sion of fugitives, fellow the practice of -notifying the Bu- 
reau to this effect, whereupon "wanted" notices are posted on 
the fingerprint records in the Identification Division. її 


the individuals involved should subsequently be arrested else- 
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where on other charges and their fingerprints taken.and for- 
warded to the Bureau, the officiais who placed the. "wanted" 
notices are immediately apprised of the fact. 
Th TBI Law Enforcement Builetin 

l Each month the Federai Bureau of Investigation is- 
sues a publication called "The FBI Law Enforcement Bul- 
letin" which is sent to all law enforcement officials who 
contribute fingerprints to its Identification Division. This 
publication lists the names, aliases, descriptions, finger- 
print classifications and a reproduction of one finger im- 
pression of wanted fugitives, together with the names and 
addresses of law enforcement agencies to be notified in the 
event the fugitives are located. The bulletin is also used 
as a medium for the dissemination of scientific information 
of interest to peace officers and as a forum for the expres- 
sion of ideas furthering cooperation and modern methods of 
crime detection. 
Civil Identification 

The latest feature of the Identification Division 

is its Civil Identifieation Section, in which are filed the 
fingerprints of law abiding citizens. The fingerprints of 
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many distinguished people are included in this collection. 

By having his fingerprints on file in the Civil 
Identification Section, the citizen can insure his identity 
being reestablished should disaster or accident happen to him. 

When ather means fail, missing persons can be lo- 
cated and. amnesia and aphasia victims can be identified 
— fingerprints if their prints are on file in this Sec- 
tion. Victims of wrecks, fires, earthquakes or other disas- 
ters may also be identified through. fingerprints, when their 
identity is otherwise unascertainable. In cases of kidnaping, 
it is of assistanee to the investigating officials to have a- 
vailable ‘the fingerprints of the victim. These are but a 
few of the purposes which may be served by having one's 
fingerprints on file in the Bureau's Civil Identification 
Section. All citizens are invited to place their prints on 
record there in the civil identification files which are kept 
entirely separate from those in the criminal file. 

Crime Statistics 

More than 1,900 police departments throughout the 
United States, representing a population area of over 
63,000,000 make monthly and annual reports to the Bureau of 
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offenses known and offenses cleared by arrest, and the number 





of persons held for prosecution. This information, together 
with data compiled from the fingerprint cards received in the 
.Büresu, makes possible the collection of comparable crime 
statistics ба a nation-wide scale. These statistics are pub- 
lished quarterly МЯ a publication known as "Uniform Crime 
Reports," which is sent to law enforcement. officials and 
other interested agencies. ` 
Technical Laboratory 

When the Special Agents’ in the field, in the course 
of their investigations, encounter any form of evidence re- 
quiring analysis, they forward the specimens to the Bureau's 
‘Technical Laboratory at Washington. Here experts examine 
the specimens and in many cases furnish scientific informa- 
tion which is often of assistance in the solution of the case. 
Testimony of such experts is also used as evidence in court. 

Some of the instruments used by these experts to 
arrive at their findings include comparison microscopes, mi- 
eroscopes for examining handwriting, the ultra-violet ray 
lamp for the identification of invisible writing found in 


secret documents, infra-red ray equipment, special cameras 
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TECHNICIANS MAKING EXAMINATIONS OF CRIME EVIDENCE IN THE TECHNICAL LABORATORY, FEDERAL 
| BUREAU OF INVESTIGATION, U.S. DEPARTMENT OF JUSTICE. 














for photographing specimens, chemical apparatus for the e+ 
amination of blood stains, qualitative and quantitative anal- 
yses, powders, chemicals, special lighting effects for study- 
ing material such as paper and similar equipment. 

Using these instruments the laboratory technicians 
examine bullets and exploded shells, paper and water marks, 
make casts of objects of evidence such as death masks, — 
prints and tire marks for use in trials, conduct micro-analy- 
ses of hair and textile fibres and chemical analyses of stains. 

Also among the equipment of the laboratory are 
reference collections of automobile tiré tread designs, vari- 
ous types and sizes of bullets and cartridge cases of both 
American and foreign manufacture, a fibre file of animal and 
vegetable fibres, a collection of handwriting specimens of 
many criminals, ete. 

Besides conducting technical investigations in cur- 
rent cases, the technicians at the Bureau Laboratory engage 
in research to develop new techniques for the solution of 
crime and to study methods and practices in use by police de- 


partments to effect constructive improvements. 
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Training Schools 

A regular faculty of ‘full-time instructors and 
nearly thirty specialists lecture on various phases of crimi- 
nal ditiotios and apprehension and kindred crime subjects to 
newly appointed Special Agents during their fourteen weeks 
of rigorous training. The instructors include men who taught 
at colleges and high schools, Phi Beta Kappa men and a 
Rhodes scholar. Veteran agents are recalled periodically to 
the training school where they are given a month of retrain- 
ing. 

The training school curriculum includes studiés in 
the technique of investigation, violations of Federal law, 
rules of evidence, scientific crime detection, fingerprint 
identification, and practice in the use of the pistol, the 
Army rifle, the automatie shotgun, the machine gun and the 
tear-gas riot gun. 

in July, 1935, the Police Training School of the 
Federal Bureau of Investigation was begun. Thus, for the 
first time, the type of instruction and training offered to 
Special Agents was made available to law enforcement offi- 


cers. The course pursued by these officers is of three months’ 
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SPECIAL AGENTS UNDERGOING RETRAINING AT THE FEDERAL BUREAU OF INVESTIGATION, US - 
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SPECIAL AGENTS OF THE FEDERAL BUREAU OF INVESTIGATION, U.S. DEPARTMENT OF JUSTICE, PRACTICING 
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duration. 


"o. 


Personnel 
Applicants for the position of Special Agent must 


be between the ages of twenty-five and thirty-five, and are 


“ + 


chosen from three classes of persons: attorneys, expert ac- 
countants, or persons with extensive law enforcement experi- 


ence. Those with legal and accounting qualifications must 


Sx 


also have had at least two years of commercial or profession- 


_ al experience or their equivalent. 


These applicants are thoroughly investigated, nd 
appointment is conditioned upon the possession of personal 
integrity of high order, "T m personality, char- 
acter, and experience as well as other basic factors —M— 
for the development of new agents as successful investigators. 

More than 83 per cent of the Special Agents of the 
Federal Bureau of Investigation have had legal EE or 
were expert accountants before entering the Bureau. 

University degrees are held by 452 of the Bureau's 
622 Special Agents. A number of Special Agents speak fiu- 
ently at least one of 25 foreign languages. | 

Some of the vocations and avocations of Special 


28 





Agents prior to entering the FBi 


Business 


Advertising 
Amusements 
Bus 
Economist 
Garage 
Grocery 
Haberdashery 
Hardware 
Hotel 

ice 
Insurance 


Industry 


Automobile 
Copper 
Cotton 
Factories 
Foundries 
iron 


Trades 


Baker 
Blacksmith 
Boiler Maker 
Carpenter 
Chauffeur 
Commissaries 
Construction 
Cook 

Diver 
Draftsman 
Electrician 
Foreman 


Jewelry 

Leather 

Meat 
Merchandise 
Mortgage 
Personnel 
Photography 
Piano 

Publie Utilities 
Publishing 
Purchasing Agent 


Logging 
Lumber 
Manufacturing 
Milling 

Motion Picture 
Oil 


Fur 

Heating 
Laborer 
Machinist 
Mechanic 
Painter 
Photostat Operator 
Plate Cutter 
Plumbing 
Printer 
Stevedore 
Steward 
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were as follows: 


Radio 
Real Estate 
Restaurant 
Salesman 
Secretary 
Shoes 
Stenographer 
Taxes 
Theatre 
Typist 
Warehouse 


Railroad 
Steel 
Sugar 
Textile 
Tobacco 


Storekeeper 
Telegraphy 
Telephone 
Teletype 
Timekeeper 
Trapping 
Truck Driver 
Waiter 
Welding 
Woodcrait 


e 





Sciences 

Archeology Geology Psychology 

Astronomy Hypnotism Ballistics 

Chemistry Microscopist Fingerprinting 

Drugs Ornithology Identification Work 
Technical Research Work 

Sports 

Auto Racing Football Skating 

Baseball Golf Skiing 

Basketball Handball Squash 

Billiards Hockey Swimming 

Bowling Horseman Tennis 

Boxing Lacrosse Track 

Crew Polo Trap Shooting 

Fencing Soccer Wrestling 


Aíter thorough instruction in the Bureau's tráining 
school the new agent works with seasoned agents for a con- 
siderable period and receives trial assignments. Gradually 
his assignments are increased in volume and importance until 


eventually he is qualified to investigate every type of vio- 


lation which Special Agents are required to probe. 


Accomplishments 
During the fiscal year 1935, the cost of operating 
the Federal Bureau of Investigation was $4,626,518.00, while 
the savings and recoveries effected in cases in which the Bu- 
reau performed investigation amounted to $88,481,686.17. 
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Some of its other accomplishments during the same period 


- 


Ninety-four, per dont of the cases investigated, , 
which were broüght to trial, resulted in ‘convictions. 

Sentences imposed included three death sentences, 
eight life sentences, and totaled over 10,757 years. 

1080 Federal fugitives from justice were located. 

Through the Identification Division, various law 
enforcement officials were assisted in locating 4,408 fugi- 


tives. 
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MEMORANDUM FOR HR. TOLSON ( 


L D The writer recommends that the new booklet 
"The Federal Bureau of Investigation, U. S. Department of 
Justice," be used exclusively in furnishing visitors who 
meke tours of the FBI with literature concerning the Bureau. 


The writer hes discussed this matter with 
ыг. Dawsey who conducts these tours and Mr. Dausey is of the 
opinion this vould aot only be more appropriate but would 
save the clerical work and extra cost of assembling and 
placing releases in the souvenir envelopes. 


Respectfully, 





HAN 28 19.22 
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yr, Frank Waldrop, 
The Washington Herald, 
1817 E Street, He V., 
Washington, De Cy 


Dear frank: 


I es taking the Liberty of — to 
` you herevith a бору 0 a memorandum dated January 29, 
1936, which gives certain detailed information relative 
to the work. performed by this organization during the 
` Tast fiscal year, I thought you aight Like to have 
this инаи 


TY enclosing в copy of a booklet cone 
cerning the Bure, which has just boon printed for dio 
tribation to citizens who.aro interested in learning бош» 
ms of the various phases of cur work, - 


Е kind personal regards, an 


Sincerely Se — 
| х 9. Pirey Қо 
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Jamary 29, 1936 
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Honorable Bainbridge}olby, 
36 est 44th Street, 
Rew York City. 


765 


Dear Wr, Colby: 


1 қа taking the liberty of transmittinz to 
you herewith а сору of a memorandun dated January 29, 


- 1036, which gives certain detailed information relative 






i Mr. Foxwota... . 


г. Traey -n 
, Miss Gandy.......... 
$ 


ВЯ 


Мг. Ваз мах. .....: 
Î Chief Clerk... 
; Mr. Clegg.. esu. 
i Mr, Coffey as 
1. 4 Ми, Е мет ....... 
1 Mr, Egan... u. 


to the work performed by this organization daring the 
last fiscal year. І thought you might like to have 
this information, 


I an also englosing a copy of a booklet con» 
cerning the Durem, which has just been printed for dige 
tribution to citisens who are interested in learninr somee 
thing of the various phases of our work, 


‘ith kind personal regards, I sm 
Sincerely yours, 
&, ее Я. 
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j Mr. Nntban.... 
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lr, dobu\Lanbert, 
Universal News Servico, 
605 Timee-Yerald Building, 
1317 E Streot, Y, e, 
Vashington, НА Ge 


Dear Er, Lambert 


Tan taking the liberty of trenemitting 
to you herorith а copy of & memorandur dated damary 29, 
1986, which gives certain detailed information relative 
to the work performed by this organisation during the 


last fiscal year, 1 thought you night Lixo to have thie 
information, : 


T am algo enclosing a copy of a booklet sens 
cerning the fureau, which has just been printed for digo 
tribution to citizens who are interested dn learning 
something of tho various phases of our work, | 


“ith kind personal rerarde, I am 
Sincerely yours, 


1 

at Haee м 

er Me M 
MEM P m -— А 


они 
И 
i YALEE | 


раб” n 
IAM su. en 


f 
| 
i . 
d Н 
LENA CURAN DEERE рр 


0o 7 E PHRRPTLS; gi E 
L = 4... 


i E 


Е. 








LBN:DAL January 25, 1936. 





` eral Bureau of Investigation" were changed to "Police Training 5 
9 H School of the Federal Bureau of Investigation, U. S. Department CU 
of Justice," In addition, on page 2 of Mr, Nathan's article Aa 
the report of the laboratory was changed to include all exam- ob С 
inations performed by the laboratory. GM M 
ч f Ж | 
Respectfully, ae Ny XY 


Hederal Buren of Inbestigetion 00: 


e Ж. S, Bepartment of Justice $ 
Washington, A. C. | 













MEMORANDUM FOR MR. TOLSON. 


I am transmitting herewith copies of "Work of the 
Federal Bureau of Investigation During the Past Year," which 
you have requested in order that you might supply copies 
to Mr. Bainbridge Colby and Mr. John Lambert, 


This article is identical with the article by 
Mr, Nathan dated December 9, 1935, which was given to the 
Chicago Daily News and an article dated December 30, 1935, 
which was furnished the National Republic Magazine, with 
the following exceptions: 


Page 2, paragraph 3, line 5 of Mr, Nathan's article 
dated December 9, 1935, dealing with the purpose of 
the single fingerprint file was omitted as it is be- 
lieved this subject is sufficiently covered elsewhere 


in the Ер e 1936 RECORDED 


Page 4, paragraph 3: was rewritten; 
subject matter appears therein, 


Page 7, paragraph 3 dealing with the creation р the 4 | 
single fingerprint file and assembly of th. Modus. i du 775 | 
Operandi file was omitted as it is betteved~that-the үз ~~ yy 
subject is already covered, | SU! f 


, ж 
v % f 


In addition to the above Қайрақ the . figures о 
herein reflect January 1, 1936, statistics; the words "Nation- 
al Police Training School under the jurisdiction of the Fed- 
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January 29, 1956. 


WORK OF 
FEDERAL BUREAU OF INVESTIGATION 
DURING THE' PAST FISCAL YEAR 
(Covering the period from July 1, 1934, through June 80, 1935) 

Summarized statistics covering the work of the Federal Bureau 
of Investigation are prepared to cover fiscal ycar periods, The fol- 
| lowing figures, therefore, are applicable to the fiscal year 1986 un- 
less later figures are specifically set forth. | 

The work of the Federal Bureau of Investigation during the 
fiscal year 1985 (July 1, 1934, through June 30, 1935) was greatly ene 
larged due to the approval by the President during May and June, 1984, of 
a series of Federal statutes affording jurisdiction to the Federal Bureau 
of Investigation in types of oases which had not prior thereto been covered 
by Federal legislation, fhe more prominent of these Federal lawe include 
‘those relating to the interstate transportation of stolen property, the 
robbery of banks organised or operating under the laws of the United 
States, or holding membership in the Federal Reserve System, interstate 
flight to avoid prosecution or giving testimony in certain cases, the 
extension of the Federal Kidnaping and Extortion Statutes to inolude 
a greater variety of specific offenses, and the Killing or assaulting 
of Federal officers, The statute placing under the investigative furis- 
diotion of the Federal Bureau of Investigation the robbery of banks 
operating under the Federal Reserve System has been recently amended to 
include all banks holding insurance issued by the Federal Deposit Insurance 
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Corporation, which materially extends the scope of the Bureau's work, | 

During the fiscel year ending June 30, 1935, the training 
courge of the Federal Bureau of Investigation for newly appointed Agents 
was increased from eight to twelve weeke of instruction. This course of 
training affords theoretical and practical instruction wiles experienced 
instructors and investigators. The retraining of experienced Agents of 
the Federel Bureau of Investigation was initiated during this fiscal 
year. ‘This affords experienced investigators the latest approved 
instruction upon developments in scientific investigative methods, fire- 
arms training, improved policies, and the like. 

There was initiated during this period the first Police Train- 
ing Sehool of the Federal Bureau of Investigation. In this school select- 
ed, qualified law enforcement officials from police and бан enforcement 
agencies in all perts of the country are given instruction in scientific 
and practical law enforcement methods. The first training school бош- 
meneed its course of instruction on July 29, 1935, and graduation exercises 
were held on October 19, 1935, The entire staff of instructors and lecture 
ers of this achool and, in addition, forty-ono outstanding criminologists 
end police officials selected from higher institutions of learning and from 
police departments end other law enforcement agencies assist in this course 
of instruction, | 

The Technical Laboratory of the Federal Burean of Investigation 
was formed in the fall of 1932. Since that date, until the end of the 
‘fiscal year 1935, there has been made a total of 3,300 oxeminations. 

Of this total, 2,337 exeminations were made during the fiscal year ending 
June 20, 1935. ‘The following tabulation is indicative of the type of 








* ж 
а as cd e -$- 0 
a¢lentifie examinations mede in connection with criminal cases during the 


fiscal yeer 1955; 


Examinations of Questioned Documents 2,088 
Microscopie Exeminetions | BY 
Chemical Analysea 60 
Exeminations of Firearms Evidence 169 
Examinations of Coded Messages - 89 
Miscellaneous Examinations 4 
Total Number of examinations | қ 2,357 


In February, 1933, there was initiated the assembly of a single 
fingerprint file by the Federal Bureau of Investigation. Since that date 
a total of 2,646 examinations has been made, up to the ond of the fiscal 
year 1955, Of this number 1,876 examinations were made during the fiscal 
year ending June 30, 1935. As of June 30, 1935, there had been entered 
in the single fingerprint file approximately 114,240 fingerprints, vepre- 
senting the criminal histories of 11,424 criminals, та addition thereto, 
there has been initiated and maintained a general appearance file, consist» 
ing of photographs and detailed descriptive data of the 11,42¢ criminals 
entered in the single fingerprint file. ‘There ia also maintained for the | ' 
ваше general purpose a modus operandi file upon bank robbers, This affords 
detailed information on methods of commiasion of bank robberies, in order 
that the identities of the perpetrators may be established by a comparison 
of similar methods of operation. Aa of June 30, 1929, a total of 538 bank 
robbery eases had been analyzed and oross-indexed in this file, according 
to the outstanding characteristics of the methods af operation of each. 

The growth of the Identification Division of the Federal Bu- 


reau of Investigation is shown by the following tebulation, indicative of 
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e 5%: e FX 
the work performed suring the fiscal year ending June 50, 1958: 


Fiscal Year 1935 Fiscal Yoar 1934 
Fingerprints received: | 





Criminal | 656,018 | 568,241 

Civil Identification 19,088 

Miscellaneous (including dead, non- 

criminal Civil Servise, et cetera) 100,818 63,319 
Fingerprints elassifiol 758,888 . 617,227 
Fingerprints searched 746,487 625,618 
Fingerprints answered e 743,992 | 609,686 
Criminal identifications made 304,033 — — 258,046 
Index cards. searched 726,434 617,678 
Index cards made 718,743 | 600,754 | 
Total number of fingerprints on file 5,078,566 | 4,578,619 
Total number of index cards on file 6,216 ,897 5,501,084 


Total number of contributors  —— 8,479 6,794 
Identifications were made in 47,8 por cent of the ariminel | 

fingerprints received during the fiscal year 1935, теге were effected 

304,055 criminal identifications during the year, of which number 4,403 

. were fugitives from justice who were identified through fingerprints, 

During 1954 the number of fugitives identified through this means мав ` 

4,356, Civil Service fingerprint records of applicants for appointment 





to the Federal Service numbering 47,472 чего received during the year. 
The fingerprints of such applicants are searched sgeinst the Bureau's 
Piles and the Civil Service Commission is advised of any police record N 
of the applicant. | 

The installation of e mechanical device for searching the 
fingerprints in the large groups which are diffioult to soaroh by hand hes 
‘expedited the transmission of oriminel identification data to police agencies. 
The technical details incidental to adapting this device to the Identifi- 
cation Division's needs were perfected by Bureau ata The continuous 
demand for rapidity in“effecting identifications has necessitated that the 
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Division function day and night. | | i 
Later statisties reflect that on Decenber 31, 1956, the total. | 
mmber of fingerprints on file in the Identification Division was 
5,537,561, the average number received daily being 5,700, the total number 
of contributors being 9,085, and the percentage ef identifications made on 
criminal prints received in December was 83,7 per cent. 

А Civil Identification Section ‘has been established where the 
fingerprints of citizens are filed for personel and precautionary reasons, 
On June 30, 1936, the fingerprints of 19,082 citizens had been received by | 
the FBI for inclusion in the Civil Identification Section, Indicative of 
the interest in civil identification is the fact that the fingerprints of 

- 98,117 individuals were on file December 3l, 1935. - 

Continued and effestive progress was made during the past year 
4n the international exchange of fingerprints with foreign countries. The 
efficiels of 70 of the identification bureaus of the principal nations, 
territories and possessions are presently — with the Identifi~ 
cation Division of the Federal Bureau of Investigation in this endeavor, 
Criminal identifying date are received at the Tdentifieation FIR of 
the Bureau from the following countries: 

Alaska; Algeria; Atgentina; Austrelia, New South Wales; Austria; Bahamas} 
Barbados; Belgium; Bermuda; Brazil; Bulgaria; Burma; бапаба; байа1 Zone; 
| Ceylon; Chile; China; Colombia; Cuba; Czechoslovakia; Free City of Danzig; 
Denmark; Dutch East Indies; Egypt; England; Estonia; Federated Malay States; 
Finland; France; Germany; Gold Coast Colony, Agora; Greece; Haiti; Hawaii; | 





Holland; Hungery; Indie; Ireny Iraq; Ireland; Italy; Jamaica; Jepan; Kenya; 
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Latvia; Lithuania; Mexico; New да. етер Nyasaland; Palestino; Panama; 
Paraguay; Peru; Philippine Islanda; Polang; Portugal; Pretoria, British South 


Africa; Puerto Rico; Roumania; Scotland; Sierra Leone, Africa; Southern Rhodesia, 
Africa; Spats Sweden; Switzerland; Turkey; Uruguay; Virgin Ielanis; Yugoslavia, 


‘Binge its inception in July, 1930, the compilation of national 
police statisties by the Federal Bureau of Investigation has shown continual, 
growth, The eysten adopted in accordance with the plan devised by tho Inter- 
national Association of Chiefs of Police encompasses osoh year a wider crime | 
reporting area. For the calendar year 1934 these statistics covered 1,799 


cities, with a population of 62,757,643. At the ond of December, 1956, these 


statistics covered 2,115 cities and villages, with a population of 64,394,516. 
In addition to the presentation of crime data for the entire country, Informa- 
tion is presented in detail for individual states anû cities of more than | 
100,000 inhabitants, The data included in reports. received from police da 
partments and the information compiled fron fingerprint ‘cards mre published 
in summary form in the quarterly bulletin entitled "Uniform Orime Heporte," 
whioh is distributed to law enforcement officials end others, — 

During the period beginning with the Presidential approval of the 
Federal Kidnep Law on June 82, 1998, until the end of the fiscal year, June 
30, 1935, the Federal Bureau oe Investigation conducted investigations into 
80 cases which resulted in the conviction of 126 persona. Sentences imposed 
in these cases included 4 death sentences, 24 life sentences, and an aggregate 
of sentences totaling 1,075 years, ll months end 2 days, Of the defendants 
in these cases, 8 were lynched, 3 committed guicide, 3 were murdered, end 4 
were killed by officers. At the close of the fistel year, 28 persone were in 


custody awaiting trial in these cases, 











e ` O U^ Ф 
| As the result of investigations conducted by the Bureau there 
were secured during the past fiscel year 40 convictions of violators of o. 
the Federal Kidnap Lew. These convictions resulted in 3 life sentences | 
end sentences totaling 329 years and 6 months. Fines mounted to $1,000. . 
Ransom moneys toteling $180,025 were recovered in kidnaping casos investi- Jn 
‘gated by the Bureau during the fiscal year 1935. . | и’ : 
There were 3 death sentences imposed during the fiscal year 1935, 
one — the Federal Eidnaping Lew, the first of ite kind since the passage 
of the Act, and 2 under the Pennsylvania State Law, 


From July йу. 1935, throuzh December Sl, 1935, thoro wore secured 





| convictions against 9 individuals, resulting da sentences totaling 112 years. ; 
From the date of the approval of the Federal Extortion act on | 
July 8, 1932, until the end of the fiscal year, June 30, 1935, the Foüderel | 
Bureau of Investigation investigated 699 extortion cases. Resulting fron 
| this investigative action, 155 persona ене boon convicted and 42 persons 
— in custody at the close of the fiscal year 1935. ‘these convictions | 
resulted in aentencas totaling 2,09% yeers, 11 months and 7 ve being ime 
posed, Four extortioniste have been killed, 24 acquitted, 6 adjutced in E * 
sene, and ono committed suicide, | 
A total of 93 convictions was obtained in the extortion cases ч. 
а by the Bureau during the past fiscal your. Sentences totaled | 
487 years, 4 months and 10 days, end a total of $9,051 was imposed as fines, 
Since the beginning of the fiscal year 1956, through December B. 
1935, 59 convictions have been socured in extortion cases, resulting in 


the imposition of sentences totaling 191 years, 6 months and 2 days. Fines 





б м “оз | 2 9 d e | | | 
amounted to $1,000. | | | | 
The monthly bulletin, "fugitives Wanted by Police" has, since ja 

September, 1932, been circulated to law enforcement officials and agencies 
contributing fingerprint recerds to the Biot in order that information 
relative to the fugitive stetus of — be in the SEER TE 

tho police agencies throughout the country upon the earliest precticable 

date, Information is cataloged in the bulletin concerning individuals _ 
sought for the offenses of murder, burglary, robbery, repe, kidnaping chd 
escapes growing out of these offenses. Date áeatillg with those fugitives 
whose apprehension is desired by the Bureau are siso incorporated in the 

| | bulletin, Physical descriptions and fingerprint classifications of the 

fugitives are listed in addition to the reproduction of a fingerprint 

pattern of one finger of each wanted fugitive. ‘There are published ia each 
issue of the bulletin articles of special interest to law exforesment gf- 
ficials, which would usually not otherwise be available to them, Tho artis 2 
cles deal with the science of fingerprint identification, the deciphering - 
of charred paper, the handling of bombs and explosives, end information 

on police problems inccpiminology and the dissemination of practical and 

soientifio knowledge intended to eid police officers in the detection and 
Bmpprehension of criminals,  — | 

the robbery or attempts to rob National banks and member banke 
of the Federal. Reserve System were made Federal offenses by the passage of 
Congressional legislation, which on May 18, 1934, received Presidential ap” 
provale | | А 
, Sinee the passage of the Federal Bank Robbery: Act, to tho end of 
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1 











e cc 


the fiscal year 1955, a total of 126 piece hal been reported to the . 
Bureau. Investigations conducted by special Agents of the Bureau | 
led to 79 convictions of violators of the Act. Sentences imposed in 
these cases were 3 Lite sentences, 1,616 years, and Sl days. Fines 
‘totaled $44,506. Jurisdiction over the Federal Bank Robbery Act not 
being limited exclusively to the Federal Court, 24 persons Were prose 
ecuted in Stato Courts as the result of investivations conducted by 
Special agents of the Bureau, Sentences imposed in ii Ek 
totaled 2 life gentenoesj 196 yeare ond sir months; 15 indeterminate 
sentences, Fines totaled $1,500, There were at the end of the fiscal 
year 1935, 65 persons in "— in connection with isso cases. 

In November, 1934, the largest number of bank robberies wes 
reported since the passage of the Act, a total of 16. A steady de 
cline followed the concentrated investigations of bank robberies. 
During the month of Junez 1935, only one robbery Wes reported, 

Aceruing during the fiscal yeer 1935 from the 79 convictions 
of violators of the bank rebbery statute were two life sentences end 
a total of 1,430 years, 1 month and 1 дау, in actual — in 
addition to 120 years suspended and 45 yeers probationary sentences, 
Fines imposed amounted to $44,506; recovery was made of $18,163 of | 
stolen bank funds, | | 

Since the beginning of the fiscal year 1936, through December, 


1955, а total of 15 convictions has been secured, resulting in sentences 





totaling 1 life and 215 years, Fines totaling $5,002,08 were imposed, 
while $11,157.49 was recovered, | 





- Since September, 1933, when the Federal Bureau of Investigation 
assumed the investigation of litigated wer risk insurenge gases, to 
June 30, 1935, а total of 4,737 cases had besa investigated. 

When the Bureau took over this work there were mora than 
10,000 pending suite in the United States District Courts throughout 

- the country, which had been filed against the United States. me 

Bureau was vested with the duty of thoroughly investigating these — 
to determine the complete industrial, medical and social — of 
each of the individuals in whose behalf the suits had been brought. 

During the fisqel year ending June 20, 1935, a totel of - 
3,078 war risk insurance casos was disposed of, In 214 of these there 
was awarded to plaintiffs a total of $2,682,645, 07. Over this period 
the total seving to the United States was §95,202,085.41. of the 
3,078 oases байа during the fiscal year 1935, dismissals were 
made in 2,005 cases; verdicts for the Government were rendered in 890 
suites; compromises advantageous to the Goverment were effected in 310 
Cases, and a verdict for the plaintiff was reached in £14 suite. in 
the 3,078 war risk insurance cases disposed of during tho fiscal year 
1925, the Government was successful in 92,87 per cent of the suite 


brought. 





A total of 3,717 convictions was secured during the fiscal 


year 1935 in ell cases investigated by the Federal Bureau of Investiga- F 








* 
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tion. Aceruing from these convictions were B life sentences, 3 death 


sentences, 10,757 years, 8 months and 4 deys; fines amounted to $355,974.68. 


‘Recoveries effected in cases investigated by the Bureau, amounted to 


$2,209.278.55. In addition, there was saved the Government, in Court 
of Claims oases investigated by the Bureau, the sum of $400,270.85, 
and $55, 208,025.41. | 

Stolen motor vehicles numbering 2,928 were recovered during 
the past fiscel year incident to the investigation of National Motor 
Vehicle Theft Act cases. These vehicles wore valued at $1,191,141.97. 
Since the enactment of the act in October, 1919, a total of 39,625 
stolen motor vehicles, valued at $35,018.72, has been recovered as the 
result of investicative activity performed by the Bureau. 


The total savings and recoveries effected in cases investi- 


| gated by the Bureau during the fiscal year ending June 30, 1935 amounted 


to $36,481,686.17, whereas the entire cost of operating the Bureau 
amounted to only §4,626,518.00. 

Convictions were attained in 94 per cent of the cases investi- 
gated by the Bureau during the fiscal yeer 1935 which were brought to 
trial. | 

Special Agents of the Bureau in the field located 1,030 
Federal fugitives from justice during the year in addition to the 4,405 
fugitivies located through the efforte of the Mentification Division, 

Among the representative cases investigated by the Federal 
Bureau of Investigetion during the past fiscal year may be mentioned 
the following: | | | | | 
: The robbery of the Peoples National Bank, Kingfisher, Oklehoma, 
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involving James Clerk, Frank Delmar, Aubrey Curtis Unsell ond Ennio 


Sniddy, eceurred on May 31, 1934, Clark and Delmar esceped from the 
Kansas State Penitentiary, Lensing, Kansas - January 19, 1934. Clerk 
had previously escaped from this penitentiary on May 20, 1953 with - 
Harvey Bailey, Bob Brady, Wilbur Underhill end other noted desperadoss. 
He had beer later apprehended but escaped again, as previously indicated. 
He had been originally received at the penitentiary on July 8, 1982, to 
serve a life sentence as a bank robber and habitual criminal, Clerk 
ws taken into custody by Agents of the Federal Bureau of Investigation 
on July 1, 1934, at Tulsa, Oklahoma. Prank Delmar was taken into | 
custody near Claremore, Oklahoma, on August ll, 1934. Unsell Was taken | 
into custody on September 10, 1954, by Special Agents of the Burean, 
20815408 by local officers, near Rush Springs, Oklahoma, On December 
25, 1934, Ennis Smiddy celebrated Christmas by surrendering to Agente 
of the Bureau, Olark, Delmar, Uneell end smiddy were indicted, and on 
January 19, 1985, all four entered pleas of guilty. Olark anà Delmar- 
were sentenced to serve 20 years each-on tho first count and fined 
$5,000 oach; on the second count they were sentenced to serve 99 yeere 
each, beth sentences to ran concurrently and to be served in a Federal 
penitentiary. Unsell and sniddy were sentenecd to serve 20 — each 
and fined $5,000 on the first count, aná sentenced to 50 years each on 
the second count, beth sentences to Tun concurrently and be served in a 
Federal penitentiary. The total of the actual sentences imposed upon 


the robbers of this bank was 296 years. 


AO EAD hair arae iir trot 


On September 9, 1954, Bruno Richard Hauptmann, convicted of 


e — e 
tho kidnaping aná murder of Charles A. Lindbergh, Jr., was takon into 
custody in New York City after intensive investigative activity, cover» 


ing a period of approximately two years and sir months, | 





On January 17, 1935 Robert Howard Mats and Walter Legensa, who had 
escaped from the penitentiary ot Riehmond, Virginia while awaiting ex- 
scution there were apprehended in New York City. These were the lead” 
ers of the notorious Tri-State Gang that had committed murders and 
robberies upon an extensive scale throughout Virginia, Merylend and 
Pennsylvania. Mais and Legenza have been electrocuted during the pant 


year, as have been other members of this gang. 





qhe kidwaping of Edward G, Bremer, President of the Comercial 
Stato Bank, St. Pasul, Minnesota, received special investigative atten- 
tion during the past year, and on January 8, 1935, Arthur R, Barker, 
alias "Doe Barker, was apprehended by Special Agents of the Federal 
Bureau of Investigation in Chicago, Illinois. Coincident with the appro- 
hension of Barker, Russell Gibson, a member of the Barker-Karpia gang, 
was located in another section of Chicago aná killed by Special Agents 
of the Federal Bureau of Investigation while resisting arrest. On 
January 16, 1935 Fred Barker and his mother Kate Barker were located 
in a house on Leke Weír, Oklawahe, Florida, and, after a gun battle wi th 
Special Agents of the FeCeral Bureau of Investigation lasting several 
hours, were killed while resisting arrest. On the same date the hide» 


out where Edward Bremer was held by his kidnapers was located at 


Bensenville, Ilinois, and Elmer Farmer and Harold Alderton were taken 











into custody on January 16, end 17, 1935. - | | 
` Qn January 22, 1935, the Federal Grand Jury at St. Paul, 
Minnesota returned indictmente charging Artbur R, Barker, Alvin 
Kerpis, Volney Davis, Harry Campbell, Elmer Warmer, Harold Alderton, Е 
William Weaver, Harry Sawyer, Williem J. Harrison, Byron Bolton, Ao | | 
John Dee end Richard Roe with the kidnaping. A conspiracy indictment | ' m 
was also returned on the same date naming, in addition to those men- Е 
tioned above, Joseph: P. Moran, Oliver A. Berg, John 2. MoLaughlin, 
Willism E,'Vidler, Philip J. Delaney, James 3. Wilson, Joss Doyle, 
Edna Murray, Myrtle Eaton and one "Whitie." | 
Tho trial commenced at St, Paul, Minnesota on April 15, | 
1958. Byron Bolton entered a plea of guilty and sentence was deferred. 
On May 6, 1935, the — — Jess Doyle and Bdna Murray were 0 
dianissed. Bruno Austin was discharged from custody on the same date, 
May 6, 1935, Elmer Farmer, on May 13, 1935, during the course of the | 
trial, entered a plea of guilty and was sentenced on June 7, 1936, to'a 
tam of 20 years, The trial was concluded on Mey 16, 1935, and on the 
following dey, May 7, 1955, the jury returned a verdict of guilty as te 
Arthur R, Barker, Oliver A; Berg, Jemes Je Wilson, John J, MeLeughlin, Sw., 
and Harold Alderton. On May 17, 1935, Barker and Berg were sentenced to 
life imprisonment, On Jane 7, 1935 McLeughlin, Sr., was sentenced to a x 
tern of 5 years; Alderton on the sane date was sentenced to a term of 30 ^ - 


years. Wilson on this date received a sentence of 5 years. 
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On May 3, 1935, Harry Sawyer was taken into custody by 
Special Agents of the Federal Bureau of Investigation, with the 
cooperation of local officers, at Pass Christien, Mississippi, and was 
removed to St. Paul, Minnesota to be held in Ramsey County Jail await~ 
ing trial. On June 1, 1935, Volney Davia was taken into custody by 
Special Agents of the Bureau at Chicago, Illinois, end on the following 
day was removed to St. Paul to await his trial. 


Davis entered a plea of guilty on June 3, 1955, and on June 


7, 1935, was sentenced to life imprisomuent, 


While returning to school on May 24, 1955, George Weyerhaeuser, 
8 year old son of J. B. Weyerheouser, Jr., prominent timber man of 
Tacoma, Washington, Was abducted. On the morning of June 1, 3955, 
after having been held by his kidnepers for seven days, he wes released, 
after the payment of $200,000 ransom, On June 8, 1936 Margaret Thulin 
Waley was taken into custody at Salt Lake City, Utah while attempting to 
negotiate bills constituting part of the ransom in thia case. Subse- 
quently her husband, Harmon Metz Waley, was taken into custody by 
Special Agents of the Federal Bureau of Investigation. Weley admitted 
to Special Agents that he and one William Dainard, alias kahan, who 
had previously been positively identified as one of the kidnapers, were 
responsible for this crime, 

Bureau Agents recovered at Immigration Pess, near Belt Leke 
Otty, Utah, $90,790 of the ransom money, which had been buried there 
by Waley ani his wife. In addition, Walay stated he burned 335,500 


shortly before being taken into custody, and spent about $300 of this 














“ 


e ~ 16 ~ e 
money, On June 9, 1935, there was recovered by the police icant: 
at Butte, Montana, in an automobile whieh had been abandoned by 
William Dainard $15,155 of the ransom money. 

On June 19, 1935, a Federal Grand Jury at Tacoma, Washing» 
ton returned an indictment in two counts, charging Dainard, Waley anà 
Mrs, Weley with kiünsping and with conspiracy to kidnap. An indict- 
ment was also returned charging Dainard, Waley and rs. Ualoy with ex- 
tortion, The Weleys stood trial and were found guilty., THaermon valey 
wes sentenced to serve 45 years’ imprisonment, and Margaret Waley was 
sentenced to serve 20 years. 

During the past year one of the nost atrocious erimes in. 
modern history was solved and final prosecution hed of the offense 
growing out of the murder of four peace officers and their prisoner 
at Kansas City, Missouri, on the morning of June 17, 1959. he officers 
killed ineluded Raymond J, Caffrey, a Special Agent of the Federal 
Bureau of Investigation. Frenk Nash, a well-known criminal, who was 
being conveyed to Leavenworth renitentiary after capture at Little 
Rock, Arkansas, was also killed. An intenatve investigation was Con- 
ducted by the Federal Bureau of Investigation in this casa. 

It was Wptermined that the perpetrators of these murders 
were Charles Arthur Floyd, alias "Pretty Boy” Floyd, Adem Richetti, 


and Verne Miller, who were assisted in various ways by other undere 
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world characters, On Sundey, October 21, 1934, Floyd end Richettd 
were located near vellavillo, Ohio. After a gun battle Richetti was 
taken into custody by local. officers, but Floyd escaped, On Monday, 
Ovtober 22, 1934, Floyd was located by Special Agente of the Federal 
Bureau of Investization, accompanied by officers of the East Liver= 
pool, Ohio Police Department, near Sprucevale, Ohio, and while re- 
sisting arrest was seriouely wounded and died before he could be taken 
to the hoppítal. Verne Miller had previously been killeà by members 
of the underworld and his body found near Detroit, Michigan. Richetti 
аз ече for murder and sentenced to be hanged, and his case is now 
under appeal. 

‘In view of the fact that the Federal statute providing punish- 
ment for the killing or assaulting of Federal officers was not passed | 
by Congress until May of 1954, it was not possible to prosecute the | 
individuals who aided and assiated in the Kansas City Massacre in 
Federal Court for this erime, ‘they were prosecuted on a charge of 
obstructing justice and on January 4, 1935, having been found guilty, 
` the following sentences were imposed: Richard Tallman Galatas, Herbert 
A. Farmer, frank В. Mulloy, and Louis "Doo" 3taoci receivsd sentences 
of two years each and were cach fined $10,000; Zilzabeth Galatas, Esther 
зана and Vivien Mathis wore each sentenced to one year and one dey, 
but their sentences were suspended and they were placed on probation 


for three years and fined ¿500 each. 
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On November 27, 1934 Inspector Samuel P. Cowley end Special 
Agent Herman Edward Hollis, of the Federal Bureau of Investigation, 
were killed in a battle with Lester Joseph Gillis, alias "Baby aco" 
Nelson, and John Paul Chase. On December 27, 1934 Chase was teken 
into custody by local police officers et Mount Shasta, California, 
Gillis was mortally wounded in the affray in which Inspector Cowley 
and 4gent Hollis were killed. On February 19, 1955 Chase was arraigned 
іп Federal Court at Chicago, Illinois, pleaded not cuilty to indictments 
outstanding against him, was tried on an indictment for the murder of 
Inspector Semuel F, Cowley, Lis trial commencing on March 18, 1935, 
and on March 25, 1935 the jury returned a verdict of guilty, with a 
recommendation for mercy. He wis sentenced to serve the remainder of . 
his naturel 1126 іп tLoatras Island Penitentiary. Chase was the firet 
individual to be tried for a violation of the Act of Congress, approved 
May 18, 1934, making ibt a Federal crime to murder a Special Agent of 
the federal Bureau of Investigation while engaged in the performance of 
his offieial duties or an account thereof. 

On July #2, 1934 John Dillinger was killed by Special ‘gents 
of the Federal Bureau of Investigation while resisting arrest at 
Chicago, Illinois. Federal Grend Juries in those sections of the Middle~ 
West where the Dillinger geng perpetrated their violations returned 85 
indictments against 46 persons, in connection with acts of robbery, 
murder, violations of the National Motor Vehicle Theft Act, and harboring 
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or conspiracy to harbor Dillinger, Tommy Carroll, Lester Gillis or 
Homer Van Meter,  Suenty-nine were men, 13 were women, three were 
doctors and one was a lawyer, Sentences — totaled 1 life 
sentence, 27 yeats, 2 months end 5 дауа, and tho total fines were 
$45,500. 

Jobn Hamilton, alias John Campbell, was one of Dillinger'g 
chief lieutenants, accompanying him upon the majority of his — oH 
dations. A country-wide soare! for thie remainins member of the 
Dillinger gang was successfully concluded on August £8, 1955 when 
Special Azents of the Federal Bureau of Investigation found Zamilton's 
body in a shallow grave near Oswego, Illinois. Attempts made $e 
destroy his features in order to avert the posaíbility of an attempt 
by law enforcement officers to identify him proved abortive. 

Among those whose eereers were blighted by association and 
connection with John Diliinger was Lovis Phillip Piquett, a Chicago 
attorney, who for years had represented criminals of e particularly 
undesirable Фура. ` Piquett had unsuccessfully defended Uvelya Freckette, 
paramour of Dillimser, end Dr, Clayton 5. May, a physician who attended 
Dillinger for wounds received by him in a gan battle. ‘hese people 
were tried at St. Paul, Minnesota on Ney 29, 1935, at which timo they 


were convieted on a charge of conspiracy to harbor Dillinger. Followe | 





ing the killing of Dillinger an intensive investigation was instituted 


to locate those individuals who essisted in attempts to alter the N 


facial characteristics end fingerprints of Willinger end Ven Meter. 
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Investigative inquiries resulted in the procurement of information 
implicating Piquett and a number of associates. He was charged with 


harboring both Dillinger and Van Meter and was indicted on September 





6, 1934. He was first tried for conspiracy to harbor Dillinger and 
was acquitted by a jury in Chicago, Illinois on January 14, 1935, | 
He was indicted in Chicago on March 20, 1935, on a charge of con- | 
spiracy to harbor Homer Van Meter and was convicted on this charge | 
on June 24, 1935, being senteneed to serve a term of two years and to | 
pay a fine of $10,000, He is now at liberty on bond pending appeal. 

In the latter part of 1935, further success was achieved ín 
accounting for members of the Barker-Karpis gang, kidnapors of Edward 
Bremer of St, Paul, and the perpetrators of a number of other major 
crimes, when tho identity of a bedy found in a large barn noar 
Ontarioville, Illinois, destroyed by fire on January 5, 1935, was 
established as that of Willian J. Harrison, а member of the zenge 
Harrison wes a native of St. Louls and had been successively a pro~ . 
fessional golfer, a bootlegger associated with the principal members 
of the Al Capone syndicate, and a member of the Barker-Karpis geng. 

Also, september 1, 1935, witnessed the final location and N, 
apprehension of William Weaver, one of the principal members of the 
Barker-Kagpis gang, who had been actively engaged in the kidnaping of 


Edward George Bremer, Weaver ha an extensive criminal record and 
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was known as a particularly effective merkeman. It was anticipated 


thet trouble would arise in his a prehension. However, he was taken 
into custody without trouble by Special Agente of tho Federal Bureau 
of Investigation, оп а smell chicken ranch purchased by him near 
Allendale, Florida. Myrtle Eaton, who hed been living with him on 
this ranch and who had also been indicted for complicity in the Bremer 
kidnaping, was apprehended with him on september 1st, and on Septenber 
2, 1935, upon signing waivers, they were both removed to St. Paul, 
Minnesota, where Weaver is presently being tried upon a charge of 
conspiring to kidnap Beamer. Myrtle Eaton will probably be tried in 
Florida on harboring charges, 

The year 1935 witnessed the solution of a case which was 
importent inasmuch as it represented a particularly evil practice 
which hed arisen in — years in various sections of the country, 
whereby robberies of jewelry and other valuables have been settled by 
the return of the stolen property, the payment of rewards by insurance 
companies and other persons interested, end the practical immunity 
afforded the perpetrators of the original orimes. The case in question 
was that involving the theft of $185,000 in jewelry from Mrs, J. 0. 
Bell at the Miami-Biltmore Hotel, Coral Gables, Florida, on January. 
26, 1935. As a result of intensive investigative activity on the part 
of Special Agents of the Federal Bureau of Investigation, a Federal 


Grand Jury at New York City on June 7, 1935, returned an indictment 
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ч “charging Nool C. Seaffa, the head of a private detective agency, who 

had specialized in operations of this kind, with perjury, Seaffa | 

was brought to trial on July 22, 1926 and found guilty on three counts 
on July 26, 1935. Hewas sentenced on .sptember 16, 1935 to sorve 

six months! imprisonment ón each of the three counts, the sentences 
to run concurrently. ‘caffa and others are presently under indictment 
for violation of the National Stolen Property Act. The Bur.au developed 
information that scaffa bad secured tha stolen jewels from one Robert 
б. Nelson, reported to be a well known "fence" functioning in matters 
of this type, Nelson wae arrested on August 31, 1935, charged with conapir- 


асу to violate the National Stien Froperty act, and after arraignment 





on September 4, 1935 was remanded to the U. 5. Detention Headquarters, 
New York City, in default of 76,000 bond, 

On October 8, 1935, a Federcl Grand Jury for the Southern 
district of New York, returned an indictment charging Nelson Seaffa, 
Charles Cali, Pasquale Tesoriere, Albert Y, Contento, Frank Costello 
end Charles Stearn with conspiracy to violate the National Stolen Property 
деб. On December 27, 1935, Nelson's Bond was reduced to (2,500 by the 
Federal District Judge, New York City, and he was released, 

The last important member of the gang which kidnaped sugust 
Luer at Alton, Illinois on July 10, 1953, was taken into custody on Nay 
27, 1935, by Special agents of the federal Bureau of Investigation when 
Walter O'Malley, alias "Irish" O'Malley, was captured in Kansas City, Mg- 
souri without e struggle. O'Malley was tried in a state court, and on June 


27, 1935 мав sentenced to life imprisonment for complicity in this kidnap~ — 





z former associates in this crime, three of whom are also serving | 
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life sentences. 
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WORK OF 
FEDERAL BUREAU OF INVESTIGATION 
DURING THE PAST YEAR 


Summarized statistics covering the work of the Federal Bureau 
of Investigation are prepared to cover fiscal year periods. The follow- 
ing figures, therefore, are applicable to the fiscal year 1935 unless 
later figures are specifically set forth. 





During the fiscal year 1935 the investigative field of the 
Federal Bureau of Investigation was greatly enlarged due to the approval 
by the President during May and June, 1934 of a series of Federal 
statutes affording jurisdiction to the Federal Bureau of Investigation 
in types of cases which had not prior thereto been covered by Federal 
legislation. The more prominent of these Federal laws include those 
relating to the interstate transportation of stolen property, the 
robbery of banks organized or operating under the laws of the United 
States, or holding membership in the Federal Reserve System, inter- 
state flight to avoid prosecution or giving testimony in certain cases, 
the extension of the Federal Kidnaping and Extortion Statutes to include 
a greater variety of specific offenses, and the killing or assaulting 
of Federal officers. The statute placing under the investigative juris- 
diction of the Federal Bureau of Investigation the robbery of banks 
operating under the Federal Reserve System has been recently amended 
to include all banks holding insurance issued by the Federal Deposit  . 
Insurance Corporation, which materially extends the scope of the Bureau!s 
work. 


During the fiscal year ending June 30, 1935 the training 
course of the Federal Bureau of Investigation for newly appointed Agents 
was increased from eight to twelve weeks of instruction. This course of 
training affords theoretical and practical instruction under experienced 
instructors and investigators. The retraining of experienced Agents of 
the Federal Bureau of Investigation was initiated during this fiscal 
year. This affords experienced investigators the latest approved 
instruction upon developments in scientific investigative methods, 
firearms training, improved policies, and the like. 
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There was initiated during this period the first National 
Police Training School under the jurisdiction of the Federal Bureau 
of Investigation. In this school selected, qualified law enforcement 
officials from police and law enforcement agencies in all parts of 
the country are given instruction in scientific and practical law 
enforcement methods. The first training school commenced its course 
of instruction on July 29, 1935 and graduation exercises were held 
on October 19, 1935. .The entire staff of instructors and lecturers 
of this school and, in addition, forty-one outstanding criminologists 
and police officials selected from higher institutions of learning and 
from police departments and other law enforcement agencies assist in 
this course of instruction. 





The Technical Laboratory of the Federal Bureau of Investi- 
gation was formed in the fall of 1932. Since that date, until the end 
of the fiscal year 1935, there have been made a total of 3,296 examina 
tions. Of this total, 2,333 were made during the fiscal year ending 
June 30, 1935. The following tabulation is indicative of the type of 
scientific examinations made in connection with criminal cases during 
the fiscal year 1935: 


Examinations of Questioned Documents. 2,028 
Microscopic Examinations 57 
Chemical Analyses 60 
Examinations of Firearms Evidence 165 
Examinations of Coded Messages 23 
Total number of examinations 25333 


In February, 1933 there was initiated the assembly of a single 
fingerprint file by the Federal Bureau of Investigation. Since that 
date a total of 2,846 examinations have been made, up to the end of 
the fiscal year 1935. Of this number, 1,876 examinations were made 
during the fiscal year ending June 30, 1935. The purpose of the single 
fingerprint file is to record single fingerprints of selected types of 
criminals, such as outstanding gangsters, kidnapers, bank robbers or 
racketeers, in order that latent fingerprints found at the scenes of 
crimes may be compared with those on file and identifications effected. 
Regular fingerprint records are filed on a basis of the prints of 
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all ten fingérs and, therefore, do not serve for purposes of comparison 
with single latent prints unless specific suspects are considered. 

As of June 30, 1935 there had been entered in the single fingerprint 
file approximately 114,240 fingerprints, representing the criminal 
histories of 11,424 criminals of the type set forth in the foregoing. 
In addition thereto, there has been initiated and maintained a general 
appearance file, consisting of photographs and detailed descriptive 
data of the 11,424 criminals entered in the single fingerprint file. 
There is also maintained for the same general purpose a modus operandi 
file upon bank robbers. This affords detailed information on methods 
of commission of bank robberies, in order that the identities of the 
perpetrators may be established by a comparison of similar methods of 
operation. As of June 30, 1935 a total of 538 bank robbery cases had 
been analyzed and cross-indexed in this file, according to the out- 
standing characteristics of the methods of operation of each. 


The growth of the Identification Division of the Federal 
Bureau of Investigation is shown by the following tabulation, 
indicative of the work performed during the fiscal year ending June 
30, 1935: * 
Fiscal Year 1925 Fiscal Year 1934 
Fingerprints received: . 


Criminal 636,012 558,241 

Civil Identification 19,082 

Miscellaneous (including dead, non- 

criminal, Civil Service, et cetera) 100,818 63,319 
Fingerprints classified | 755,883. 617,227 
Fingerprints searched 746,487 625,518 ы 
Fingerprints answered 743,992 609, 686 
Criminal identifications made 304,033 258,046 
Index cards searched 726,422. 617,678 
Index cards made 716,743 600,754. 
Total number of fingerprints on file 5,078,566 2,372,619 
Total number of index cards on file 6,216, 697 5,501,084 
Total number of contributors 8,479 6,774 


Identifications were made in 47.8 per cent of the criminal 
fingerprints received during the fiscal year 1935. There were effected 
304,033 criminal identifications during the year, of which number 4,403 
were fugitives from justice who were identified through fingerprints. 
During 1934 the number of fugitives identified through this means was 
4,356. Civil Service fingerprint records of applicants for appointment 
to the Federal Service numbering 47,472 were received during the year. 
The fingerprints of such applicants are searched against the Bureau's 
files and the Civil Service Commission is advised of any police record 
of the applicant. 

















The installation of a mechanical device for searching the 
fingerprints in the large groups which are difficult to search by hand 
has expedited the transmission of criminal identification data to police 
agencies. The technical details incidental to adapting this device to the 
Identification Division's needs were perfected by Bureau experts. The 
continuous demand for rapidity in effecting identifications has 
necessitated that the Division function day and night. 


Later statistics reflect that on November 30, 1935 the total 
number of fingerprints on file in the Identification Division was 
5,462,432, the average number received daily being 3,734, the total 
' number of contributors being 9,008, and the percentage of identifica- 
tions made on criminal prints received was 48.9 per cent. 


During the fiscal year ending June 30, 1935 there was 
established a Civil Identification Section, wherein are filed the 
fingerprints of citizens who desire that their prints be therein filed 
for personal and precautionary reasons. On June 30, 1935 there were 
19,082 fingerprint records of this type on file. As of November 30, 
1935 there were recorded the fingerprints of 66,180 individuals in this 
file. 


Continued and effective progress was made during the past 
year in the international exchange of fingerprints with foreign countries. 
The officials of 68 of the identification bureaus of the principal 
nations, territories and possessions are presently cooperating with the 
Identification Division of the Federal Bureau of Investigation in this 
endeavor. Criminal identifying data are received at the Identification 
Division of the Bureau from the following countries: 


Alaska; Algeria; Argentina; New South Wales; Australia; Austria; Bahamas; 
Barbados; Belgium; Bermuda; Brazil; Bulgaria; Burma; Canada; Canal Zone; 
Ceylon; China; Colombia; Cuba; Czechoslovakia; Denmark; Dutch East Indies; 
Egypt; England; Free City of Danzig; Federated Malay States; Finland; 
Frances; Germany; Accra, Gold Coast Colony; Greece; Haiti; Hawaii; Holland; 
Hungary; Punjab, India; Iran; Iraq; Ireland; Italy; Jamaica; Japan; 

Kenya; Latvia; Lithuania; Mexico; New Zealand; Norway; Nyasaland; 
Palestine; Panama; Paraguay; Peru; Philippine Islands; Poland; Portugal; 
Pretoria, British South Africa; Puerto Rico; Roumania; Sierra Leone, 
Africa; Southern Rhodesia, Africa; Spain; Sweden; Switzerland; Turkey; 
Uruguay; Virgin Islands and Yugoslavia. 











Since its inception in July, 1930, the compilation of 
national police statistics by the Federal Bureau of Investigation 
has shown continual growth. The system adopted in accordance with 
the plan devised by the International Association of Chiefs of Police 
encompasses each year a wider crime reporting area. For the calendar 
year 1934 these statistics covered 1,799 cities, with a population 
of 62,757,643. At the end of October, 1935, these statistics covered 
2,089 cities, with a population of 64,263,792. In addition to the 
presentation of crime data for the entire country, information is 
presented in detail for individual states and cities of more than 
100,000 inhabitants. The data included in reports received from 
police departments and the information compiled from fingerprint 
cards are published in summary form in the quarterly bulletin 
entitled "Uniform Crime Reports", which is distributed to law enforce- 
ment officials and others. 


During the period beginning with the Presidential approval 
of the Federal Kidnap Law on June 22, 1932, until the end of the 
fiscal year, June 30, 1935, the Federal Bureau of Investigation conducted 
investigations into 50 cases which resulted in the conviction of 126 
persons. Sentences imposed in these cases included 4 death sentences, 
24 life sentences, and an aggregate of sentences totaling 1,675 years, 
11 months and 2 days. Of the defendants in these cases, 2 were lynched, 
3 committed suicide, 3were murdered, and 4 were killed by officers. ` 
At the close of the fiscal year, 22 persons were in custody awaiting 
trial in these cases. 


As the result of investigations conducted by the Bureau 
there were secured during the past fiscal year 40 convictions of 
violators of the Federal Kidnap law. These convictions resulted in 
3 life sentences; 290 years, 6 months actual sentences; 27 years 
suspended sentences; and 12 years probationary sentences. Fines 
amounted to $1,000. Ransom moneys totaling $150,025 were recovered in 


kidnaping cases investigated by the Bureau during the fiscal year 1935. 


There were 3 death sentences imposed during the fiscal year 
1935, one under the Federal Kidnaping law, the first of its kind since 
the passage of the Act, and 2 under the Pennsylvania State Law. 


From July 1, 1935 through October 31, 1935 there were 
secured convictions against 5 individuals, resulting in sentences of 
82 years. 




















From the date of the approval of the Federal Extortion Act 
on July 8, 1932, until the end of the fiscal year, June 30, 1935, 
the Federal Bureau of Investigation investigated 699 extortion cases. 
Resulting from this investigative action, 155 persons have been 
convicted and 42 persons were in custody at the close of the fiscal 
year 1935. These convictions resulted in sentences totaling 1,002 
years, 11 months and 7 days being imposed. Four extortionists have 
been killed, 14 acquitted, 6 adjudged insane, and one committed suicide. 


A total of 93 convictions was obtained in the extortion cases 
investigated by the Bureau during the past fiscal year. Sentences 
imposed were: 326 years, 1 month and 5 days, in addition to 54 years, 
9 months and 5 days suspended sentences, and 106 years and 6 months 
probationary sentences. A total of $9,051 was imposed as fines. 


Since the beginning of the fiscal year 1936, through October 
31, 1935, 17 convictions have been secured in extortion cases, 
resulting in sentences of 64 years, 6 months and 1 day. 


The monthly bulletin, "Fugitives Wanted by Police" has, 
Since September, 1932, been circulated to law enforcement officials 
and agencies contributing fingerprint records: to the Bureau, in order 
that information relative to the fugitive status of criminals may be 
in the possession of the police agencies throughout the country upon 
the earliest practicable date. Information is cataloged in the bulletin 
concerning individuals sought for the offenses of murder, burglary, 
robbery, rape, kidnaping and escapes growing out of these offenses. 
Data dealing with those fugitives whose apprehension is desired by 
the Bureau are also incorporated in the bulletin. Physical descriptions 
and fingerprint classifications of the fugitives are listed in addition 
to the reproduction of a fingerprint pattern of one finger of each 
wanted fugitive. There are published in each issue of the bulletin 
articles of special interest to law enforcement officials, which 
would usually not otherwise be available to them. The articles deal 
with the science of fingerprint identification, the deciphering of 
charred paper, the handling of bombs and explosives, and information 
on police problems in criminology and the dissemination of practical 
and scientific knowledge intended to aid police officers in the detec~ 
tion and apprehension of criminals. 











The robbery or attempts to rob National banks and member 
banks of the Federal Reserve System were made Federal offenses by 
the passage of Congressional OS which on May 18, 1934 
received Presidential approval. 


Since the passage of the Federal Bank Robbery Act, to the 
end of the fiscal year 1935, a total of 126 cases had been reported 
to the Bureau. Investigations conducted by Special Agents of the 
Bureau led to 79 convictions of violators of the Act. Sentences 
imposed in these cases were 3 life sentences, 1,616 years, and 31 
days actual, suspended and probationary sentences. Fines totaled 
944,506. Jurisdiction over the Federal Bank Robbery Act not being 
limited exclusively to the Federal Court, 24 persons were prosecuted 
in State Courts as the result of investigations conducted by Special 
Agents of the Bureau. Sentences imposed in these instances totaled 
2 life sentences; 136 years and six months, actual, suspended and 
probationary sentences; 15 indeterminate sentences. Fines “totaled 
$1,500. There were at the end of the fiscal year 1935, 64 persons 
in custody in connection with these cases. 


Study has been made to determine effective methods for the 
detection and apprehension of bank robbers. An outgrowth of the 
study was the creation of a single fingerprint file of known bank 
robbers, and the assembly of a modus operandi file in the Identifica- 
tion Division. The files also include fingerprints and information 
of the methods of operation of robbers of State banks. The Identifica- 
tion Division is a national clearance point for information of this 
character and its facilities are of great value to the police agencies 
of the nation. 


In November 1934 the largest number of bank robberies was 
reported since the passage of the Act, a total of 16. A steady 
decline followed the concentrated investigations of bank robberies. 
During the month of June 1935, only one robbery was reported. 


Accruing during the fiscal year 1935 from the 79 convictions 
of violators of the bank robbery statute were two life sentences and a 
total of 1,430 years, 1 month and 1 day, in actual sentences, in addi- 
tion to 120 years suspended and 42 years probationary sentences. Fines 
imposed amounted to $44,506; recovery was made of $18,163 of stolen 
bank funds. 
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Since the beginning of the fiscal year 1936, through October, 
1935, a total of 8 convictions has been secured, resulting in total 
sentences of 1 life, and 63 years in actual sentences. ` Fines totaling 
$202.49 were imposed. 


Since September 1933 when the Federal Bureau of Investiga- 
tion assumed the investigation of litigated war risk insurance cases, 
to June 30, 1935, a total of 4,737 cases had been investigated. 


When the Bureau took over this work there were more than 
10,000 pending suits in the United States District Courts throughout 
the country, which had been filed against the United States. The 
Bureau was vested with the duty of thoroughly investigating these cases 
to determine the complete industrial, medical and social history of 
each of the individuals in whose behalf the suits had been brought. 


During the fiscal year ending June 30, 1935 a total of 3,078 
war risk insurance cases was disposed of. In 214 of these there was 
awarded to plaintiffs a total of $2,682,643.67. Over this period the 
total saving to the United States was $35,202,025.41. Of the 3,078 
cases investigated during the fiscal year 1935, dismissals were made in 
2,005 cases; verdicts for the Government were rendered in 539 suits; 
compromises advantageous to the Government were effected in 310 cases, 
and a verdict for the plaintiff was reached in 214 suits. In the 3,078 
war risk insurance cases disposed of during the fiscal year 1935, the 
Government was successful in 92.27 per cent of the suits brought. 


— — — — — 


A total of 3,717 convictions wae. secured during the fiscal 
year 1935 in all cases investigated by the Federal Bureau of Investiga- 
tion. Accruing from these convictions were 8 life sentences, 6,788 
years and 24 days; fines amounted to $333,974.68. There were imposed 
1,201 years, ll months and 1 day in suspended sentences; probationary 
Sentences totaling 2,767 years, 8 months and 9 days were meted out. 
Recoveries effected in cases investigated by the Bureau amounted to 
$2,209,278.55. In addition, there was saved the Government, in Court 
of Claims cases investigated by the Bureau, the sum of $400,270.85. 


Stolen motor vehicles numbering 2,922 were recovered during 
the past fiscal year incident to the investigation of National Motor’ 
Vehicle Theft Act cases. These vehicles were valued at $1,191,141.97. 
Since the enactment of the act in October, 1919, a total of 39,625 
stolen motor vehicles, valued at $25,018,309.72, has been recovered as 
the result of investigative activity performed by the Bureau. 








-9- 


The total savings and recoveries effected in cases investigated 
by the Bureau during the fiscal year ending June 30, 1935 amounted to 
$38,481,686.17, whereas the entire cost of operating the Bureau amounted 
to only $4,626,518.00. 


Convictions were attained in 94 per cent of the cases 
investigated by the Bureau during the fiscal year 1935 which were 
brought to trial. 





Special Agents of the Bureau in the field located 1,030 
Federal fugitives from justice during the year in addition to the 
4,403 fugitives located through the efforts of the Identification 
Division. 


Among the representative cases investigated by the Federal 
Bureau of Investigation during the past fiscal year may be mentioned 
the followings 


The robbery of the Peoples National Bank, Kingfisher, Oklahoma, 
involving James Clark, Frank Delmar, Aubrey Curtis Unsell and Ennis 
Smiddy, occurred on May 31, 1934. Clark and Delmar escaped from the 
Kansas State Penitentiary, Lansing, Kansas on January 19, 1934. Clark 
had previously escaped from this penitentiary on May 30, 1933 with 
Harvey Bailey, Bob Brady, Wilbur Underhill and other noted desperadoes. 
He had been later apprehended but escaped again, as previously indicated. 
He had been originally received at the penitentiary on July 8, 1932 to 
serve a life sentence as a bank robber and habitual criminal. Clark 
was taken into custody by Agents of the Federal Bureau of Investiga~ 
tion on July 1, 1934 at Tulsa, Oklahoma. Frank Delmar was taken into 
custody. near Claremore, Oklahoma on August 11, 1934. Unsell was taken 
into custody on September 10, 1934 by Special Agents of the Bureau, 
assisted by local officers, near Rush Springs, Oklahoma. On December 
25, 1934 Ennis Smiddy celebrated Christmas by surrendering to Agents 
of the Bureau. Clark, Delmar, Unsell and Smiddy were indicted, and 
on January 19, 1935 all four entered pleas of guilty. Clark and 
Delmar were sentenced to serve 20 years each on the first count and 
fined $5,000 each; on the second count they were sentenced to serve 99 
years each, both sentences to run concurrently and to be served in & 
Federal penitentiary. Unsell and Smiddy were sentenced to serve 20 
years each and fined $5,000 on the first count, and sentenced to 50 
years each on the second count, both sentences to run concurrently 
and be served in a Federal penitentiary. The total of the actual sentences 
imposed upon the robbers of this bank was 298 years. 


A 
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On September 9, 1934 Bruno Richard Hauptmann, convicted of 
the kidnaping and murder of Charles А. Lindbergh, Jr., was taken into 
.eustody in New York City after intensive investigative activity, cover— 

ing a period of approximately two years and six months. 

On January 17, 1935 Robert Howard Mais and Walter Legenza, 
who had escaped from the penitentiary at Richmond, Virginia while 
awaiting execution there were apprehended in New York City. These 
were the leaders of the notorious Tri-State Gang that had committed 
murders and robberies upon an extensive scale throughout Virginia, 
Maryland and Pennsylvania. Mais and Legenza have been electrocuted 
during the past year, as have been other members of this gang. 


The kidnaping of Edward G. Bremer, President of the Commercial 
State Bank, St. Paul, Minnesota, received special investigative atten- 
tion during the past year, and on January 8, 1935 Arthur R, Barker, 
alias "Doc" Barker, was apprehended by Special Agents of the Federal 
Bureau of Investigation in Chicago, Illinois. Coincident with the 
apprehension of Barker, Russell Gibson, a member of the Barker-Karpis 
gang, was located in another section of Chicago and killed by Special 
Agents of the Federal Bureau of Investigation while resisting arrest. 
On January 16, 1935 Fred Barker and his mother Kate Barker were located 
in a house on Lake Weir, Oklawaha, Florida and, after a gun battle with 
Special Agents of the Federal Bureau of Investigation lasting several 
hours, were killed while resisting arrest. On the same date the 
hide-out where Edward Bremer was held by his kidnapers was Located 
at Bensenville, Illinois, and Elmer Farmer and Harold Alderton were 
taken into custody on January 16 and 17, 1935. 


On January 22, 1935 the Federal Grand Jury at St. Paul, 
Minnesota returned indictments charging Arthur R, Barker, Alvin Karpis, 
Volney Davis, Harry Campbell, Elmer Farmer, Harold Alderton, William 
Weaver, Harry Sawyer, William J, Harrison, Byron Bolton, John Doe and 
Richard Roe with the kidnaping. A conspiracy indictment was also 
returned on the same date naming, in addition to those mentioned 
above, Joseph P. Moran, Oliver A. Berg, John J, McLaughlin, William E. 
Vidler, Philip J. Delaney, James J, Wilson, Jess Doyle, Edna Murray, 
Myrtle Eaton and one "Whitie". 


The trial commenced at St, Paul, Minnesota on April 13, 
1935. Byron Bolton entered a plea of guilty and sentence was deferred. 
On May 6, 1935 the charges against Jess Doyle and Edna Murray were 
dismissed. Bruno Austin was discharged from custody on the same date, 
May 6, 1935. Elmer Farmer, on May 13, 1935, during the course of the 


trial, entered a plea of guilty and was sentenced on June 7, 1935 to 
a term of 20 years. The trial was concluded on May 16, 1935 and 
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the following day, May 17, 1935, the jury returned a verdict of guilty 
as to Arthur R, Barker, Oliver A. Berg, James J, Wilson, John J. 
McLaughlin, Sr., and Harold Alderton. On May 17, 1935, Barker and 

Berg were sentenced to life imprisonment. On June 7, 1935 McLaughlin, Sr., 
was sentenced to a term of 5 years; Alderton on the same date was 
sentenced to a term of 20 years. Wilson on this date received a 

sentence of 5 years. 


On May 3, 1935, Harry Sawyer was taken into custody by 
Special Agents of the Federal Bureau of Investigation, with the 
cooperation of local officers, at Pass Christian, Mississippi, and was 
removed to St. Paul, Minnesota to be held in Ramsey County Jail await - 
ing trial. On June 1, 1935 Volney Davis was taken into custody by 
Special Agents of the Bureau at Chicago, Illinois and on the following 
day was removed to St. Paul to await his trial. 


Davis entered a plea of guilty on June 3, 1935 aná on June 7, 
1935 was sentenced to life imprisonment. 


— — — — — 


While returning to school on May 24, 1935 George Weyerhaeuser, 
8 year old son of J. B. Weyerhaeuser, Jr., prominent timber man of 
Tacoma, Washington, was abducted. On the morning of June 1, 1935, 
after having been held by his kidnapers for seven days, he was released, 
after the payment of $200,000 ransom. On June 8, 1935 Margaret Thulin 
Waley was taken into custody at Salt Lake City, Utah while attempting 
to negotiate bills constituting part of the ransom in this case. 
Subsequently her husband, Harmon Metz Waley, was taken into custody by 
Special Agents of the Federal Bureau of Investigation. Waley admitted 
to Special Agents that he and one William Dainard, alias Mahan, who 
had previously been positively identified as one of the kidnapers, 
were responsible for this crime. 


Bureau Agents recovered at Immigration Pass, near Salt Lake 
City, Utah, $90,790 of the ransom money, which had been buried there 
by Waley and his wife. In addition, Waley stated he burned $3,500 
shortly before being taken into custody, and spent about $300 of this 
money. On June 9, 1935 there was recovered by the police department 
at Butte, Montana, in an automobile which had been abandoned by 
William Dainard, $15,155 of the ransom money. 
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On June 19, 1935 a Federal Grand Jury at Tacoma, Washington 
returned an indictment in two counts, charging Dainard, Waley and Mrs. 
Waley with kidnaping and with conspiracy to kidnap. An indictment was 
also returned charging Dainard, Waley and Mrs. Waley with extortion. 
The Waleys stood trial and were found guilty. Harmon Waley was 
sentenced to serve 45 years! imprisonment, and Margaret Waley was 
sentenced to serve 20 years. 


— — — — — 


During the past year one of the most atrocious crimes in 
modern history, consisting of the murder of four peace officers and 
their prisoner at Kansas City, Missouri on the morning of June 17, 

1933, was recorded as investigated successfully in the files of the 
Federal Bureau of Investigation. The officers killed included Raymond J. 
Caffrey, a Special Agent of the Federal Bureau of Investigation. 

Frank Nash, a well known criminal, who was being conveyed to Leaven- 
worth Penitentiary after capture at Little Rock, Arkansas, was also 
killed, An intensive investigation was conducted by the Federal 

Bureau of Inyestigation in this case. 


It was determined that the perpetrators of these murders 
were Charles Arthur Floyd, alias "Pretty Boy" Floyd, Adam Richetti, 
and Verne Miller, who were assisted in various ways by other under- 
world characters. On Sunday, October 21, 1934, Floyd and Richetti 
were located near Wellsville, Ohio. After a gun battle Richetti was 
taken into custody by local officers, but Floyd escaped. On Monday, 
October 22, 1934, Floyd was located by Special Agents of the Federal 
Bureau of Investigation, accompanied by officers of the East Liverpool, 
Ohio police department, near Sprucevale, Ohio, and while resisting 
arrest was seriously wounded and died before he could be taken to the 
hospital. Verne Miller had previously been killed by members of the 
underworld and his body found near Detroit, Michigan, Richetti was 
tried for murder and sentenced to be hanged, and his case is now 
under appeal, 


In view of the fact that the Federal statute providing 
punishment for the killing or assaulting of Federal officers was 
not passed by Congress until May of 1934, it was not possible to 
prosecute the individuals who aided and assisted in the Kansas City 
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Massacre in Federal Court for this crime. They were prosecuted on a 
charge of obstructing justice and on January 4, 1935, having been 
found guilty, the following sentences were imposed: Richard Tallman 
Galatas, Herbert A. Farmer, Frank B, Mulloy, and Louis "Doc" Stacci 
received sentences of two years each and were each fined $10,000; 
Elizabeth Galatas, Esther Farmer and Vivian Mathis were each sentenced 
to one year and one day, but their sentences were suspended and they 
were placed on probation for three years and fined $500 each. 


— — — — — 


On November 27, 1934 Inspector Samuel P, Cowley and Special 
Agent Herman Edward Hollis, of the Federal Bureau of Investigation, 
were killed in a battle with Lester Joseph Gillis, alias "Baby Face" 
Nelson, and John Paul Chase. On December 27, 1934 Chase was taken 
into custody by local police officers at Mount Shasta, California. 
Gillis was mortally wounded in the affray in which Inspector Cowley 
and Agent Hollis were killed. On February 19, 1935 Chase was arraigned 
in Federal Court at Chicago, Illinois, pleaded not guilty to indictments 
outstanding against him, was tried on an indictment for the murder of 
Inspector Samuel P, Cowley, his trial commencing on March 18, 1935, 
and on March 25, 1935 the jury returned a verdict of guilty, with a 
recommendation for mercy. He was sentenced to serve the remainder of 
his natural life in Alcatraz Island Penitentiary. Chase was the first 
individual to be tried for a violation of the Act of Congress, approved 
May 18, 1934, making it & Federal crime to murder a Special Agent of 
the Federal Bureau of Investigation while engaged in the performance 
of his official duties or on account thereof, 


— — — — — 


On July 22, 1934 John Dillinger was killed by Special Agents 
of the Federal Bureau of Investigation while resisting arrest at 
Chicago, Illinois. Federal Grand Juries in those sections of the Middle- 
West where the Dillinger gang perpetrated their violations returned 85 
indictments against 46 persons, in connection with acts of robbery, 
murder, violations of the National Motor Vehicle Theft Act, and harboring 
or conspiracy to harbor Dillinger, Tommy Carroll, Lester Gillis or 
Homer Van Meter. Twenty-nine were men, 13 were women, three were 
doctors and one was a lawyer. Sentences imposed totaled 1 life 
sentence, 27 years, 2 months and 5 days, and the total fines were 
$45,500. 





0 E 


John Hamilton, alias John Campbell, was one of Dillinger's 
chief lieutenants, accompanying him upon the majority of his 
depredations. A country-wide search for this remaining member of the 
Dillinger gang was successfully concluded on August 28, 1935 when 
Special Agents of the Federal Bureau of Investigation found 
Hamilton's body in a shallow grave near Oswego, Illinois. Attempts 
made to destroy his features in order to avert the possibility of an 
attempt by law enforcement officers to identify him proved abortive. 


Among those whose careers were blighted by association 
and connection with John Dillinger was Lowis Phillip Piquett, a 
Chicago attorney, who for years had represented criminals of a 
particularly undesirable type. Piquett had unsuccessfully defended 
Evelyn Frechette, paramour of Dillinger, and Dr. Clayton E. May, a 
physician who attended Dillinger for wounds received by him in a 
gun battle. These people were tried at St. Paul, Minnesota on May 23, 
1935, at which time they were convicted on a charge of conspiracy to 
harbor Dillinger. Following the killing of Dillinger an intensive 
investigation was instituted to locate those individuals who assisted 
in attempts to alter the facial characteristics and fingerprints of 
Dillinger and Van Meter. Investigative inquiries resulted in the 
procurement of information implicating Piquett and a number of associates. 
He was charged with harboring both Dillinger and Van Meter and was 
indicted on September 6, 1934. He was first tried for conspiracy to 
harbor Dillinger and was acquitted by a jury in Chicago, Illinois on 
January l4, 1935. He was indicted in Chicago on March 20, 1935 ona 
charge of conspiracy to harbor Homer Van Meter and was convicted on 
this charge on June 24, 1935, being sentenced to serve a term of two 
years and to pay a fine of $10,000. He is now at liberty on bond 
pending appeal. 


In the latter part of 1935 further success was achieved in 
accounting for members of the Barker-Karpis gang, kidnapers of Edward 
Bremer of St. Paul, and the perpetrators of a number of other major 
crimes, when the identity of a body found in a large barn near 
Ontarioville, Illinois, destroyed by fire on January 5, 1935, was 
established as that of William J. Harrison, a member of the ganga 
Harrison was a native of St, Louis and had been successively a 
professional golfer, a bootlegger associated with the principal 
members of the Al Capone syndicate, and later being a member of the 
Barker-Karpis gang. 
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Also, September 1, 1935 withessed the final location and 
apprehension of Willian Weaver, one of the principal members of the 
Barker-Karpis gang, who had been actively engaged in the kidnaping of 
Edward George Bremer, Weaver had an extensive criminal record and 
was known as a particularly effective marksman. It was anticipated 
that trouble would arise in his apprehension. However, he was taken 
into custody without trouble by Special Agents of the Federal Bureau 
of Investigation, on a small chicken ranch purchased by him near 
Allandale, Florida. Myrtle Eaton, who had been living with him on 
this ranch and who had also been indicted for complicity in the Bremer 
kidnaping, was apprehended with him on September lst, and on September 
2, 1935, upon signing waivers, they were both removed to St. Paul, 
Minnesota, where Weaver is at present awaiting trial upon a charge of 
conspiring to kidnap Bremer. Myrtle Eaton will probably be tried in 
Florida on harboring charges. 
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' The year 1935 witnessed the solution of a case which was 
important inasmuch as it represented a particularly evil practice 
which had arisen in recent years in various sections of the country, 
whereby robberies of jewelry and other valuables have been settled by 
the return of the stolen property, the payment of rewards by insurance 
companies and other persons interested, and the practical immunity 
afforded the perpetrators of the original crimes. The case in question 
was that involving the theft of $185,000 in jewelry from Mrs. J. C. 
Bell at the Miami~Biltmore Hotel, Coral Gables, Florida, on January 
26, 1935. As a result of intensive investigative activity on the part 
of Special Agents of the Federal Bureau of Investigation, a Federal 
Grand Jury at New York City, on June 7, 1935, returned an indictment 
charging Noel C. Seaffa, the head of a private detective agency, who 
had specialized in operations of this kind, with perjury. Scaffa was 
brought to trial on July 22, 1935 and found guilty on three counts 
on July 26, 1935. He was sentenced on September 16, 1935 to serve 
six months' imprisonment on each of the three counts, the sentences 
to run concurrently... Seaffa and others are presently under indictment 
for violation of the National Stolen Property Act. The Bureau developed 
information that Seaffa had secured the stolen jewels from one Robert C, 
Nelson, reported to be a well known "fence" functioning in matters of 
this type. Nelson was arrested on August 31, 1935, charged with 
conspiracy to violate the National Stolen Property Act, and is at 
present confined in Federal Detention Headquarters at New York City, 
awaiting prosecutive action. 
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The last important member of the gang which kidnaped August 
Luer at Alton, Illinois on July 10, 1933 was taken into custody on 
May 27, 1935 by Special Agents of the Federal Bureau of Investigation 
when Walter O'Malley, alias "Irish" O'Malley, was captured in Kansas 
City, Missouri without a struggle. O'Malley was tried in a state 
court, and on June 27, 1935 was sentenced to life imprisonment for 
complicity in this kidnaping, joining former associates in this 
crime, three of whom are also serving life sentences. 
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MEMORANDUM FOR THE DIRECTOR 


With reference to the proposed revised edition 
of the booklet "The Federal Bureau of Iny vestigation, U.S. 
P TE De net of Justice," it is suggested that prior to 





pi e mailing list as reflected on page 4 of the 
сок; it be brought up to date. 





Kat т 


I am in agreement with Mr. 2. that the para- 
ut \ graph concerning training be revised as suggested. In 
Pa N the second paragraph I suggest that instead of the desig- 


nation "Army rifle" that the designation "30.06 Bolt action 
rifle" be used. 


ds 
N n I have no further suggestions to offer or 
oe criticisms to make regarding this booklet. 
М А 
P AM Respectfully, 
% A L 
^e" 
= 
ROC 
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with reference to the attached proposed bulletin entitled 
"The Federal Bureau of Investigation", the following suggestions are 
made: 


Revised page entitled "History". First sentence of paragraph 
3, Chenged to read "In 1924, while the Honorable Harlan F. Stone, 
presently & Justice of . . . . .". Paragraph 2, last sentence, to end 
as follows: ". . . ., bringing vithin the jurisdiction of the Bureau 
a large and constantly increasing class of interstate violations." 
Last paragraph of the subdivision "History", last sentence thereof be- 
ginning "with the passage of recent legislation .... .", the nature “| 
of the recent legislation might well be mentioned briefly. 


Last sentence of paragraph 2 under subheading "Organization", 
be revised to read as follows: "Copies of every field office reports z7 
zre submitted to Teshington where consolidation of the data is ef- * 
fected on each case, permitting the coordination of all investigative 
activity." Under "Personnel", fourth paragraph, it is suggested that 
the number of Agents holding university degrees be omitted, and that 
percentage be used inasmuch as on July 1, 1936, or shortly thereafter, 
the number of Special Agents will probably be considerably increased, 
whereas the percentage if quoted would not be materially affected. 
Information concerning the actual numerical number of Agents holding 
degrees and the total number in service can be released as "spot news" 
and also be used in speeches. Paragraph 2 under subheading "Training"; 
statement is made that the training school curriculum includes practice 
in the use of the "Army rifle.“ It is suggested that this term might not 
be technically correct. With reference to the third paragraph under 
the subheading "Training", I agree with Mr. Tamm in the objection set 
forth in his memorandum dated "ebruary 24, 1936 in that the last sen- 
tence of this paragraph should be eliminated. 
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Under the heading "Investigative Jurisdiction", I agree with 
Mr. Tamm!s objections relative to this section, and in addition suggest 
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Director. 2. 2/27/36. 


that the last sentence of the first paragraph be re-worded to read as и 
follows: "Among those matters under the primary jurisdiction of this 
Bureau are the followings". 


Under the heading "Identification Division", last paragraph, 
I believe a sentence should be added to this paragraph or another para- p 
graph prepared containing the statement clarifying the Bureau's position ж 
with regard to the searching of applicant fingerprints submitted by i 
other than law enforcement organizations and pointing out specifically 
that applicant prints other than as stated in the last paragraph of this 
section are not searched against the Bureau's criminal files. 


With reference to the statement under the heading "Accomplish- «хл {ә 
ments" that the cost of operating the Federal Bureau of Investigation Chas топ 
during the fiscal year 1935 was $4,626,518, this figure is questioned yh? Ҹ 
inasmuch as there was in addition to this a deficit of $31,372. It is M a 
suggested that the third paragraph in this section be changed to read et "ni A 
as follows: "Sentences imposed totaled over 10,757 years." In view + 
of the fact that this publication will be circulated mainly among the mus 
public other than law enforcement officials, it is believed that the La. 

: . 5 Jurmebed | 

sentences as revritten will carry more weight. M a 8-35 
t 
Respectfully, 








V — 





JON” 


29 
EDGAR HOOVER Ф e 


DIRECTOR 


EAT: TAM H. S. Department of Justice 
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Iederal Buren of Inbestigation 








Washington, 8. 0. 


February 24, 1936 ж 


MEMORANDUM FOR THE DIRECTOR 


j Rx. orwell. wc 
$ Mire Borbo rr 
j Mx. Joroph .....-- — | 


— 






Mra PAMM سنمي‎ || 
j o оен % 
Justice", I desire to make the following comments concerning % 
in its present condition: 


4 пн tanus nane | | 
Relative to the revised page entitled, "Training", prepared 

by lr. Clegg, I believe that the third paragraph should state that the 

“curriculum includes studies and pactical training in many subjects, which 

are organized under the following headings". 


If the sub-section entitled "Training" as appearing in the booklet 
is presently published, it is believed the last sentence in the first para- 
graph which states, "Veteran agents are recalled periodically, etc.", should 
be eliminated, in view of the fact that the following sub-heading is en- 
titled, "Retraining". 


Under the heading "Investigative Jurisdiction", there are out- 
lined the major violations within the Bureau's jurisdiction, and the para- 
graph following this list of cases refers to the Federal laws most 
frequently violated, after which there are enumerated various paragraphs 
pertaining to the essential elements of certain of the violations. 1 
believe that the paragraph immediately following the alphabetical list of 
cases within the Bureau's jurisdiction should be rewritten, since it is a 
duplication of the information contained in the paragraph preceding the 
alphabetical list. 


The paragraph dealing with Extortion cases should be rewritten 
and the Manual of Instructions followed in rewriting, since as the para- 
graph now stands, it enumerates violations which are not within the Bureau's 
jurisdiction. 


It is suggested that the paragraph dealing with the White Slave 
Traffic Act be rewritten to eliminate the use of the word "your". 


It is believed that some sub-heading should be placed over the 
paragraph pointing out that the prosecution of violations of Federal Laws 
is a function of the United States Attorneys and not of the Bureau. Under 
the present set-up, this paragraph appears under the sub-heading White 
Slave Traffic Act, without any other identifying..dat, 
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Memo Director -2- 2-24-36 


With reference to the section of the booklet dealing with the 
Identification Division, 1 believe a reference should be contained 
therein to the answering of identification data by air mail and telegraph 

w facilities under specified conditions. 


Under’ the sub-heading "Wanted Notices", it is suggested that 
„фын йе sentence reading, "Over 400 fugitives from justice are located monthly 


yy y through fingerprint comparison.", be rewritten to indicate that more than 
wi" A400 fugitives are located through the posting of wanted notices against 
(A . fingerprint records, each month. 
\ 


With reference to that section of the proposed release dealing 
the Technical Laboratory, I believe we should eliminate the reference to 
the Bureau's water mark file, since the widespread distribution of this 
pamphlet will undoubtedly result in extortionists taking steps to remove 
the water mark from paper before using it. 


With reference to the section dealing with the Technical Laboratory, 
I believe that this entire section could be considerably augmented and made 
a great deal more interesting by reference to the Spectrograph, the use of 
“ | ultra-violet ray lamps, Infra-red lamps and other scientific equipment, 
which could be described in an interesting manner, without disclosing any 
investigative technique. 


The section dealing with the F.B.I. Law Enforcement Bulletin 
. Should contain some reference to the fact that the listing of wanted persons 
Y” is restricted to specified classes of offenses. 


I believe that the paragraph dealing with the Police Training 

School could be considerably augmented, thereby giving the reader of this 

ff pamphlet a clear idea of the Police Training School, its functions, etc., 

and at the same time, avoid a considerable amount of correspondence which 
will result from the publishing of incomplete information about the school. 


Respectfully, 


ELA. Tamm 
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To: Director 
— ND. 4 Mr. Nathan £ 
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XxX Mr. Edward t „= 
Mr. Egar 
2 Mr. Quir : 
_X Mr. Glavirn 
_ Mr. Douglas 
_ Miss Gandy 
Mr. Tracy e 
a Mr. Renneberger 
Mr. Joseph 
Personnel Files Section 
Files Section 
Communications Section —_ 
Miss Sheaffer. 
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бее Ме Е For Appropriate Action 


Send File Note and Return 





Clyde Tolson 
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Gederal Buren of Inbestigution 
"LS Department of Justice 
Washington, A. C. 


February 12, 1936. 


JOHN EDGAR HOOVER | I 
°’ F DIRECTOR @ $ P^ | 
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MEMORANDUM FOR MR. TOLSON 


Pursuant to your recent request, the release "The Fede 
Bureau of Investigation, U. 5. Department of Justice," and the 1 
lease "The Work and Functions of the Federal Bureau of Investigs 
have been taken as a basis and made into a proposed new release 
attached hereto entitled "The Federal Bureau of Investigation, lL 
Department of Justice." 


The suggested changes in the present booklet, "The Federal 
Bureau of Investigation, U. S. Department of Justice," are in the 
main, as follows: 


The double space in the former booklet is being changed 
to single space type in the new booklet as it is believed to be more 
econonical as well as more appropriate. 


It is believed that an introduction signed by the Director 
should supplant the photograph of the Director as shown on the first 
page of the present release. — 


The previous occupations of the Agents are being deleted 
under the new release as they serve no real purpose. In addition 
to listing the more important violations over which the Bureau has 
jurisdiction, a short paragraph is devoted to the elements of the 
more outstanding violations as appears in the publication "The Tork 
and Functions of the Federal Bureau of Investigation." In addition 
to the foregoing, a separate paragraph has been inserted covering 
extortion which is not covered in "The Work and Functions of the 
Federal Bureau of Investigation." The amendment to the Kidnaping 
Statute and other outstanding statutes are incorporated herein. 


The photograph FBI 5-14 is being inserted in place of the 
present photograph FBI 5-46 in view of the fact that photograph 
FBI 5-14 is believed to be more appropriate. 


It is recommended that the Bureau's seal be placed on the 
back outside cover of the booklet instead of on the inside of the 


_ front cover as at present 
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Memorandum to Mr. Tolson. -2- February 12, 1936. 

In general, the best material from both of the releases 1 
heretofore mentioned is being incorporated herein, and it is be- 
lieved that this booklet will be an improvement over both of the | 


foregoing and will be suitable for distribution to not only law 


enforcement officials, but the general public. 


Authority is requested to have 15,000 copies of the 
attached booklet printed. 


Respectfully, 





Enclosures. 


























4 м. 


Training: 


The Bureau maintains adequate facilities and personnel to 
operate its training schools. Especially equipped rooms in the 
Department of Justice building have been set aside for training 
school purposes and the facilities of the Bureau's technical 
laboratory, fingerprint identification division, gymnasiums, 
and indoor and outdoor ranges are utilized during the course of 
training. 


A regular faculty of full-time instructors and more then 
thirty experts on various phases of crime detection and investigative 
technique comprise the Bureau's staff of lecturers. This staff is 
supplemented by a group of distinguished criminologists who are 
connected with colleges, universities, social and civic organizations, 
and law enforcement agencies throughout the United States. Training 
is afforded to all newly appointed Special Agents; to members of 
the Bureau's Police Training Schools, which train members of local 
and state law enforcement agencies; as well as the experienced 
Special Agents of the Bureau who from time to time are given re- 
training courses. 


The training school curriculum includes studies and 
practical training in many subjects which came organized under 
the following headings: «мд, 


Scientific and Technical 

Statistics, Records, and Report Writing 

Pirearms Training and First Aid 

Investigations, Enforcement and Regulatory Procedure 
Tests and Practical Experience 

Administration and Organization 


Training is, likewise, provided for the Bureau's executi ve 
staff and clerical and stenozraphic employees. 





























JOHN EDGAR HOOVER e @ ЄЛ, — 
DIRECTOR Bos | | 
С | Hederal Bureau of Ingeatigution 
HL. S. Bepartment of Justice n р 
NJLP: EAM Washington, B. C. March 13, 19360 


A | My 
و‎ MEMORANDUM FOR MR. TOLSON A Рр 


ce 
RE: ÓBooklet, The Federal Bureau dm E 


of Investizationsle. Se $ Bec am gis 


Department of Justices 


Attached hereto is the corrected copy 
of the new booklet entitled "The Federal Bureau 
of Investigation, Ue Se Department of Justice," 
which was prepared by this Unit. 





Suggestions included in the memoranda 
by Mr, Tracy, Мг. Tamm, Mre He He Clegg, and 
Mr. Glavin, have been incorporated in the new А 
draft of this release, as you requested. 













' Respectfully, 
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| Washington, 8. 0. 
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DIRECTOR 
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_ April 8, 1936. 





м MEMORANDUM FOR NR. POLSON 


In view of the fact that the revised issue of the Bureau~- 
publication entitled "The Wederal Bureau of Investigation, Us. 5. 
Department of Justice" comprises a merger of the old "The Federal 
Bureau of Investigation" and "тп {ог and Functions of The Federal 
Bureau of Investigation,” dated March 15, 1935, it is respectfully . 
suggested that "The Work and Functions" be discontinued as a separate 
release. 

Copies of all publications mentioned above are attached, 


— 
gU pas 
Aa „ж Respectfully, 


В. Е. Joseph. 
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ЗИ. S. Department of Justice wA 
REJ: RAL Washington, B. C. 
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June 3, 1936. 
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MEMORANDUM FOR MR. TOLSON 





— — — — 


I thought you would be interested in knowing that 
since the booklet "The Federal Bureau of Investigation" was 
first released on January 2, 1936, 12,0365 copies of this 
booklet have been distributed and there are in addition at 
this time unfilled requisitions which have been approved for 
mailing out to schools, etdy, 15,650. The demand for this 


booklet is far more than the supply. 


The new booklet "The Selection end Training of 
Personnel" was first released on May 2, 1936, Since that 
time 11,640 copies have actually been distributed and there 
are at the present time approved requisitions for 11,562 
more which have not been filled due to the lack of supply. 


Respectfully, 
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August р, 1936, 


DMD FOR ¡Eo *ꝰ 


MR, TRACY 


You argádvicod thet it will be satisfactory to revise the 
aesorendua "Mort of Pederel Bureau of Investigotion" once each month, 
"his revision should be made as soon as the monthly statistical agcom 

— plishments data aro available, К 


Very truly yours, 


John Edgar Rover, 
Director, 
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H. S. Beparhuent of Justice e 1. | 
Washingt B. б. „їл: | 
REJ : PM 8 
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July 22, 1936. ! 
= | 
г. с. | 
MEMORANDUM FOR MR. TOLSON Жы. c 571 
Re: Revision of booklet, entitled BATA ga о. 
"Thé Federal Bureau of Investigation" fe | 
AAA — е з - ат ш ж 
Pursuant to your memorandum for the Director dated 
July 14, 1936, with respect to the revision of the booklet ә 


entitled "The Federal Bureau of Investigation," the writer 
has reviewed this booklet and suggests the following changes 


- to bring the subject matter and figures up to date: ` 
Introduction: A 
Q 


Last paragraph of the "Introduction" should be 
changed to. read.as follows: 


"Tt is a pleasure to quote the following statement 
from an address by Honorable Homer S. Cummings, 

Attorney General of the United States, concerning 
the Department of Justice, of which—this—Burea 





rather than "J. E. Hoover" as presently u 
А} 08 ХОВ 27 1938 >м 
Page 2: AUG 2 Qi o 


Fourth paragraph, second sentence, Should be Mc a A S 
and the онин added in its 28345 О Eo: , 
ТИ «а» қР, 
Whi A "This law was followed shanty thereafter with the ж 
SUR C [^ so-called Federal Crime Bills sponsored by 
d * 


ы 
whys? 


Honorable Homer S. Cummings, Attorney General 
of the United States. These laws gave the 
4 * Bureau jurisdiction in the Federal Anti-Racketeering 
Statute, National Bank and Federal Reserve Act 
violations, extortion cases, robberies of 
National Banks and Member Banks of the Federal 
| Reserve System and Insured Banks of the Federal 
Po в Deposit Insurance Corporation, and materially 
zh increased the work of the Bureau." 








is an integral part: зен pacORDED | bs ‚+ 2 / PAP = q | 7 


The Director's name should be shown as "J. rag Hoover! ` ûj 


E 








. Memorandum for Mr. Tolson -2- July 22, 1936. 


Page 4: 


Page 


Page 


Page 


The latest office numbers and telephone numbers of 
the field offices, as set out on the most recent Bureau 
mailing list of July 16, 1936, should be used rather 
than the information now listed. 


5: 


Under the section entitled "Personnel," — in third 
paragraph, the sentence "More than $3 per cent of the 
Special Agents *** " should be changed to read "Approximately 
83 per cent of the Special Agents 99% ." 


In same section, four paragraph, the sentence "Univer- 
sity degrees are held by approximately 78 per cent 
should be changed to read "University degrees are held by 
approximately 75 per centiters, 1 


6: 


Photograph FBI 10-13 should be substituted for the 
photograph presently appearing on this page. 


73 


First sentence - should be changed to read "24 foreign 
languages" rather than "25 foreign languages." 


Under section entitled "Training," second paragraph, 
the first sentence - should be changed to read as follows: 


"A regular faculty of fuli-time instructors and more 
than fifty experts on various phases of crime 
detection and investigative technique comprise 
the Bureau's staff of lecturers." 


Same section, second paragraph, the third sentence 
should be changed to read as follows: 


"Training is afforded to all newly appointed Special 
Agents; to members of the FBI National Police Academy, 
which trains members x," 

















— e | 9 
Memorandum for Mr. Tolson -3- July 22, 1936. 


Page 16: 


Under section entitled "Identification Division," second 
paragraph should be changed to read as follows: 


"On July 1, 1936, there was a total of 6,094,916 finger- 
print records and 7,205,485 index cards in the Burean's 
archives. On July 1, 1936, more than 4,000 fingerprint 
records were being received in the Identification — 
Division daily from over 9,900 contributing law enforce- 
ment agencies throughout the world." 


Page 18: 


Under section entitled "Wanted Notices," last paragraph, 
last sentence should be changed to read as follows: 


"Approximately 500 fugitives from justice are located 
monthly through fingerprint comparison." 


Page 19: 


Under section entitled "International Exchange," second 
paragraph should be changed to read as follows: 


"The exchange of fingerprints is now carried on with 73 
foreign countries *#*," 


Page 22: 


Under section entitled "Crime Statistics," the paragraph 
now appearing should be deleted and the following substituted: 


"Approximately 2,200 police departments throughout 

the United States, representing a population area 

of over 64,000,000, make monthly and annual reports 

to the Bureau. In addition, reports are received 

from more than 900 sheriffs! offices, state police 
organizations and agencies in possessions of the 

United States. The total number of participating 

law enforcement agencies is 3,089, and they forward 
reports concerning offenses known and offenses cleared 
by arrest, and the number of persons held for prosecution. 
This information, together with data compiled from the 
fingerprint cards received in the Bureau, makes poss- 

ible the collection of comparable crime statistics on 

a nation-wide scale. These statistics are issued quarter— 
ly in a publication known as "Uniform Crime Reports" which 
is sent to law enforcement officials and other interested 
individuals and agencies." 








A 
e* 
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Memorandum for Mr. Tolson 4 July 22, 1936. 


Page 24: 





The section entitled "Police Training School" should be 
changed to read "FBI National Police Academy." 


Same section, first paragraph, first sentence should 
be changed to read as follows: 


"In July, 1935, the FBI National Police Academy was 
begun." 


The information presently contained in the section 
entitled "Accomplishments" should be deleted and the follow- 
ing substituted: 


"During the fiscal year of 1936, the cost of operating 
the Federal Bureau of Investigation was approximately 
$5 000,000.00 while the savings and recoveries effected 
in cases in which the Bureau performed investigation 
amounted to $34,708,815.39. Some of its other 
accomplishments during the same period were: 


"Over ninety-four per cent of the cases investigated, 
which were brought to trial, resulted in convictions. 


"Sentences imposed totaled over 11,067 years. 
"1,089 Federal fugitives from justice were located. 
"Through the Identification Division, various law 


enforcement officials were assisted in locating 5,731 
fugitives. " 


Authority is requested for the foregoing changes. 


Respectfully, 




















_ ВЕЈ:ИС August 7, 1936 
А MEMORANDUM FOR NR. TOLSON 


Supplementing wy memorandum to you of July 22, perteining to the 
revision of theObooklet entitled "The’ Federal Bureau of Investigation," 
i and in pursusnee of our recent conference, the following chenges are suggested 
> to bring the bookies: up to dates 


Front Outeide Cover 
"United States Department of Justice" should be printed in same type and size 
as “The Federal Bureau of Investigation" at top of cover. 


Flyleaf 
United States Department of Justico” should be разма ia sano type and sise 
. ав "Federal Bureau of Investigation.” 


Introduction 
-. Baragraph 1, sentence 2, should be changed to read "By this means it is hoped 


\ s 
M to acquaint pease officers and citisens with the types of services which are 
2 available and encourage a wider use of the Bureau's facilities." 
қ Last paragraph should be changed to resd as followa: 
> | 
%. | "It is a pleasure to quote tho following statement from an address 


by Attorney General Homer Cummings of the United Stetes concern- 
ing the Department of Justice, of which this Bureau is an integral 
part ten 


‘The Director's namo should be shown es "J. Edgar Hoover," and, inmediately below 
the name should appesr the title "Director," followed by a period. 


ZA T 


on 
U. S. Department of Justice” should be changed to "United Stetes Department of 
Justice,” which should be in sane type end size as “Federal Buresu of Investiga- 
tion." 
Рр А 
Y United States Department of Justice” should be in same type and else as "The 
| 8 та Bureau of Investigation." 
д^“ 


ps History" on the seme pago, paragreph 2, the first sentence should be 

changed to read "As Congress passed now Federal . laws extending. the ча 
wrs,” : 

ánvestigative jurisdiction hs ^ — — l- — a - 7. 7, /: 


ОНТ в 


y Page 2 
n E fhe 4th paragraph, atarting "With the passage of the Federal Kidnaping Statute 
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Meno for Mr, Tolson -2- Augast 9, 1936 


#48" should be entirely deleted and the following substitated: 


"Recent legislation, sponsored and urged by Attorney General Cum 

mings, extended the authority of the Eureau to new fields. With 
the passage of these ects, the Bureau entered upon a phage of 
its history which hes ceused citisens generally to become more 
familiar with its ectivities. Amongst these enactments аге the 
following: Federal Anti-Recketeering Statute; The Federal Reward 
B111; To Provide Punishment for Killing or Assaulting Federal 
Officers; Extortion by Meens of Telephone, Telegraph, Radio, 
Orel Message, or Otherwise; Providing Yenue for Prosecution in 
Extortion Cases; Pleeing from One State to Another to Avoid 
Prosecution or Giving Testimony in Certein Cases; Tho National 
Stolen Property Act; Robbery of Benxs Orgeniízgod or Operating 
Under Lawe of the United States or of Any Member of the Federal 
Reserve System, and Amended to Include A11 Banks Holding Insurance 
Xegued by the Federal Deposit Insurance Corporations Extending 
Section 5209 of Revised Statutes (United Stetes Code, Title 12, 
Section 592) Relating to the Misepplicetion, Abstraction, | 
Enbesslement, Et Cetera, on the Part. of Bank Employees to Include 

. All Insured Banks of the Federal Deposit Insurance Corporation; 

Crimes in Connection with Federal Penel and Correctional Institu- 
tions; Prohibiting the Interst«te Trensportation of Prison-Made 
Products in Certein Cases; To Provide for Prosecution of Federal 
Prisoners Who Escape While Aweiting Trials Power of Arrest for 
Special Agents of the Bureeu, and the Right to Carry Firesrna; 

 &nd The National Firearms Act; including, in 1934, an important 
ce to the Federal Kidnaping Stetute, originally passed in 
932.” | 


Page 2 

Under "Organisation," first peragreph, "The Director of the Federal Bureau 

: of Investigation hes under his jurisdiction "we" should be changed to rend 
"The Director of the Federal Bureeu of Investigation has under his direction 
Ht." Same paregraph, line 4, "eppeer" should be chenged to "eppeers." 


Page 4 

The latest office numbers and telephone numbers of tha field offices, as 
eet out in the most recent Bureau mailing list, ahould be usod rather than 
the information now listed. 


Pare 5 | 

Under section entitled "Personnel," third parsgreph thereof, the sentence 
"More then 83 per cent of the Special Agents of the Federel Buresu of Investi- 
gation ###" should be changed to resd "Approximetely 83 рег cent of the Special 
Agents of the Federal Bureeu of Investigation Re," 

















Memo for itr. Tolson “o 3 - Е August 7, 1936 . 


In the game section, paragraph 4, the sentence "University degrees аге. 
_ held by approximately 78 per cent ###" should be chenged to read "Univer- 
sity йен. ere held by epproximately 75 per cette, f 


Раде 6 
Photograph FBI 10-13 e should be substituted for the гонар prenentiy 
appesring on this pago. 


Pago 7 
First sentence should be changed to read "24 foreígn languages" rather 
then "25 foreign langueges.* 


Under section entitled "Treíining" the first sentence of paragraph 2 should 
be chenged to read as follows: 


BA regular faculty of full-time instructora and moro then 
fifty experts on verious phases of erime detection end 
investigative technique comprise the Bureau's staff of 
lecturers." 


Same section, the third sentence of paragraph 2 should be — to read 
as folloras 


"Training te afforded to all newly appointed Speeiel Agents; 
to members of the FBI National Police Academy, which trains 
members Of ‘lécel end stete law enforcement agencies; and to 
the experienced Special Agents of tha Bureau, who, from time 
to time, are given ла courses.” 


Page 16 
Under section entitled "Identification Division," paragreph 2 should be 
changed to read as follows: 


"On August 1, 1936, there wss e totel of 6,193,290 fingerprint 
records end 7,293,345 index cerds in the Bureents. archives. 
Qn August 1, 1936, more then 4,000 fingerprint records were 
being received in the Identification Division daily from 9,964 
contributing lew enforcement egencies throughout the world." 


Under section entitled "fanted Notices," the last sentence should be changed 
to read "Approximately 500 fugitives fron justice are located monthly through 
fingerprint copparison." 


Under section entitled "Internstiíonr1 Exchenge,* the S8eond paragreph should 





toad for te, tao | К ЕГЕ l dut 7, 1906 


be. — to read "The — of fingerprints is now — or with : 
74 foreign countries ee, n | 





Page 22 
Under section entitled "Orina Statistics," the paragraph now appearing. 
should be deleted and the following substituted: ' 


"Approximately 2,200 police departments throughout the United 
States, representing a population ares of over 64,000,000, 
meke monthly end sensual reports to the Bureau. In addition, a 2 
reporte ere received frons nora then 300 sherlffs! offices, . | | 
atate police organizetions, and agencies in possessions of the | 
United States. The total number of participating law enforce- 
sent egencies ia 3,089, and they forwerd reports concerning a 
offenses known and offenses cleared by arrest, and the number 
of persons held for prosecution. This information, together ^. 
with date compiled from the fingerprint cards received in the . 
Bureau, makes possible the collection of compereble crime 
statistics on a nation-wide scale., These statistics ere issued 

quarterly in a publication known ag "Uniform Crime Reporta,"  - 
which is sent to low enforconent officiele end other — 
individuels end agencies," 





Pa cele. ^. Н 
i The ааа entitled "Police Training School" should be changed to m 
"FBI National Police оа. " | 





Sano — peregraph 1, ‘the first sentence should be. changed to raed 
es followas 


“In July, 1935, the Fat National Police Academy wes — 

The section entitled PAccouplishments" ahould be chesged to reed as ; followsi 
"Daring the fiscel year 1936, the cost of opereting the Federal о 
Bureau of Investigetion was $5,097,057, while the savings, — 
and recoveries effected in ceses in which the Puresu performed -` 
investigetion emounted to £35,148,287.83. Bore of the Bureau's — 
ather eccomplishments during the seme period weret 


Gonvictions in 94% of the coses inves tigeted which + were 
brought to trial. 


Inposition of sentences toteling over m years. 
Locetion of 1,089 Federe. fugitives fron justices | 
ine assistance, through the Identification Division, of various 


orcenent officials in locoting 5,721 fugitivos." 
Page 25- let ev ore Department of Justice Ease 5» ZA "United States. Department 


J . 
poe and 21 - Same’ as Page 95, Respssttulis, 


B. E. Joseph. 
A a ce a дег 








RET: PM 


July 22, 2976. 


ОБАМ FOr Whe ЗОБ 


Ret Revision of booklet entttled 


y sd Burecu of Invest igotion® _ 


Pursuant to your semorsnidwa for ‘he Direet-r dated 
July 14, 1936, with reszect to the revision of the booxlet - 
entit.ed "The Feder.l Buresu of Investi;stion," the wr ter 
Баа reviewed this booxlet nå susgests the followin; changes 
to bring the subject matter and figures up to datet 


Introductions 


„за paragraph of the “IntrsJuction"® should be 
changed to read ag follows: 


"It is - pleasure to uote the follor!ny st tenent 
fron an address b. Honorable Homer 5. Gumsinga, 
Attorney Sener-1 of the United Ctrtea, concerning, 
the Department of Justice, 2 this Bure.u . . . 


і d муч 
fa en integr: 3 -2/4742- Z4 


The Director's name should be — . "jJ. Pdgsr llover? | 
rether then "J. X. Hoover" ay “regently мек г 1 


Page 2: pana FF Ye: ; | 
Fourth »aregreph, second sentendé, аһо1% Бе Чїй] 
and the following aided in its stesdi e m FILE | 


o Р — TN 


> somealled Fedar:l Crime Billa sponsored by 
Honorable Homer S. Cumaings, Attorney General 

4 of the United Stators. These laws gave the ; 

Е ow! Buresu juris:ietion in th: Federal anti-Rscreteertng T 

Statute, Nationel B.nk uni Federoi Reserve ct 1 tan 
Violations, «extortion cases, robber.es of . GaaS ж, 
National Banks ani Member Dan:s of the Ёейдег — — kr 542 
Reserve oystem and Insured Bance af the Feder: i hoc 
Deposit Ynaurance Corporation, anc watertolly | 
ínorexsed the worx of the Bure.u." : 


| / | "This law nos followed shortly y thé eafter with tts 
E 











| | 
e A t 


JOHN EDGAR HOOVER 


DIRECTOR K 
1 


Federal Pureau of Intestigation 
W. S. Bepariment of Justice 
CT:ec Washington, A. @. July l4, 1936 


E 


With respect to the booklet "The Federal Bureau of 
Investigation," it is recommended that the last paragraph of 
the introduction be changed to read as follows: "It is a 
pleasure to quote the following statement from an address by 
Honorable Homer S. Cummings, Attorney General of the United 
States, concerning the Department of Justice, of which this 


M. 


Bureau is an integral part; ** * " 


MEMORANDUM FOR THE DIRECTOR 





On Page 2, 4th paragraph, it is recommended that the 
second sentence be changed to read as follows: "This law was 
followed shortly thereafter with the so-called Federal Crime 
Bills sponsored by Honorable Homer S. Cummings, Attorney General 
of the United States. These laws gave the Bureau jurisdiction 
in the Federal Anti-Racketeering Statute, National Bank and 
Federal Reserve Act violations, extortion cases, robberies of 
National Banks and Member Banks of the Federal Reserve System 
and Insured Banks of the Federal Deposit Insurance Corporation, 
and materially increased the work of the Bureau." 


It is further recommended in the revision of the 
booklet that all statistical information pertaining to the 
Identification Division, to Crime Statistics and to the Accom- 
plishments of the Bureau be brought up to date. 


Respectfully, 


A x 
Clyde Tolson, AV. 
A 
— 
Y 6 a> 2440-774 
_ бё 2 
P ЕЛЕ ВЕР OF T, Мали. 
4 AUG 1310289... ^ L.. 
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FEDERAL BUREAU OF INVESTIGATION 
КОРА. 


DELETED PAGE INFORMATION SHEET 


Woe Duphcaton Fees are charged for Deleted Page Infermation Sheets}. 


Total Deleted Page{s) ~ 36 

Page 42 — Duplicate Serial 589 
Page 43 ~ Duplicate Seral 589 
Fage 44 — Duplicate 
Page 45 ~ Duplicate 
Fage 46 ~ Duplicate 
Page 47 ~ Duplicate 


Page 
Page 
Page 
Page 
Page 
Page 
Page 
Fage 
Fage 
Fage 
Fage 
Page 
Page 
Page 
Page 
Page 
Page 
Page 
Page 
Pags 
Page 
Page 
Page 
Page 
Page 
Page 
Page 
Page 
Page 
Page 


54 ~ Duplicate 
56 -- Duplicate 
57 — Duplicate 
58 — Duplicate 
59 — Duplicate 
Gi ~ Duphcate 
62 ~ Duphkcate 
64 — Duplicate 
83 — Duphcate 
34 — Duupkcate 
85 — Duplicate 
86 — Duphcate 
89 ~ Duphcate 
90 -- Dupkcate 


Serial 589 
Serial 539 


Senal 589 
Serial 589 
Serial 589 
Senal 539 


Serial 539 
Serial 539 
Senal 589 
Serial 534 
Serial 539 
Senal 589 


Serial 539 
Serial 539 
Serial 583 
Sertal 589 
Serial 539 
Senal 589 


128 ~ Dupkcate 
139 ~ Dupkcate 
145 — Dupkcate 
146 ~ Duphkcate 
152 — Dinpkcate 
153 ~ Dupkcate 
157 — Duphcate 
158 — Duplicate 
163 ~ Duplicate 
170 — Dupkcate 
255 — D^uphcate 
259 — Duplicate 
264 ~ Dupkcate 
373 ~ Dupkcate 
374 ~ Duplicate 
375 ~ Duphcate 


Serial 695 
Serial 685 
Senal 685 
Serial 685 
Serial 685 
Senal 685 
Serial 785 
Serial 705 
Senal 705 


Serial 655 
Serial 726 
Senal 726 
Serial 726 
Serial 796 
Senal 796 
Serial 796 


FBI File No. 62-HQ-21440 
Informational Brochure Concerning 
The Federal Bureau of Investigation 


Section 3 
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Federal Burean of Investigation 
United States Department of Justice 
Washington, 2.4. 

Мау 11, 1937. 


REJ:1CB 


MEMORANDUM FOR MR. TOLSON 


۵ 0 
The writer has reviewed the booklet entitled "The Federal 
Bureau of Investigation" with a view to bringing it up to date 
and recommends the following changes: 


[: - Page 2 ~ Under division "Organization," subdivision should 
Ро be "Field Division Offices" instead of "Field Offices." "37" 

should be changed to "47" and "field offices should be changed to 
m "field division offices." 


Page 3 – Мет map showing 47 field divisions should be 
substituted for the present one. 





Page 4 ~ List of 47 field divisions should be substituted 
for the 37 enumerated on this page. 


Page 5: 2nd line - "the field offices" should be changed 
to read "these offices." Tine 5 -— "field offices" should be changed 
to read "field division offices." Line 7 - "field office" should be 
changed to "field division office." Line 8 - "field! should be 
changed to read "such." Line 15 — "field office" should be changed 
to read "field division office." Line 19 - "field offices" should 
be changed to read "field division offices." Sentence beginning on 
Line 28 should be deleted. 


attacked phobograph) FBI Q-13\shokld Re 
swxbituidd qs hotoghaph preNentiy Whoun. 


Page 7: 2nd line — "83 per cent!" should be changed to "84 
percent." Line 5 - "75 percent" should be changed to read "76 percent." 
Line 7 - "24 foreign languages" should be changed to read "21 foreign 
languages." Line 8 ~ "nearly" should be changed to read "approximtely." 


Page 11 - Under division "Crimes on Government Reservations" 
last line in paragraph, "field office" should be АВЕС to read "field 
division office." 62 


жо” RECORDinw * ae / y Vt 0 — $ 0% 


+ mee > 
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Memorendum for Ur. Tolson -2- Hay 11, 1937. 


Page 12: Line 12 - "field office" should be changed to 
read "field division office." 


Page 13 ~ Under paragraph entitled "Kidnaping" next to 
last sentence "field office" should be changed to read "field 
division office. 


Page 14: 4th Line — "field office" should be changed to 
read "field division office." 


Page 16: Line 5 - "field office" should be changed to 
read "field division office." ‘Under "Identification Division" 
second paragraph, the sentence beginning "On August 1, 1936," 
srould be changed to read "Оп May 1, 1937, there was a total of 
7,126,644 fingerprint records and 8,297,419 index cards in the 
Bureau's archives." The following sentence should be changed to 
read "On hay 1, 1937, more than 6400 fingerprint records were being 
received in the Identification Division daily from 10,416 contri- 
buting law enforcement agencies throughout the world." 





Page 18: Under paragraph entitled "Wanted Notices," next 
to the last line in paragraph "approximately 500 fugitives" should 
be changed to read "Over 500 fugitives." 


Page 19 - Line 6: "74 foreign countries" should be changed 
to read "81 foreign countries. 


Page 21 - The attached photograph, FBI 5-15, should be 
substituted for the present photograoh on this page. 


Page 22 ~ Last sentence, 3rd paragraph, & comma should be 
inserted after the word "examined." Under the paragraph entitled 
"The FBI Law Enforcement Bulletin" second line, delete the vord 
"called" and substitute the word "entitled." Under paragraph entitled 
"Crime Statistics" the first, second, and third sentences should be 
deleted and the following substituted: "More than 2,300 police depart- 
ments throughout the United States, representing a population area of 
over 65,000,000, make monthly and annual reports to the Bureau. In 
addition, reports are received from more than 1,100 sheriffs! offices, 
state police organizations, and agencies in possessions of the United 
States. The total number of participating law enforcement agencies 
is 2,421, and they forward reports concerning offenses known and 
offenses cleared by arrest, and the number of persons held for 
prosecution." 














Memorandum for Mr. Tolson -3- May 11, 1937. 


Page 23 — Chart 37-45 should be substituted for the 
chart presently shown. 


Page 24 — Under section entitled "FBI National Police 
Academy" third line, insert after words "available to" the words 
"local, municipal, county and state." Second paragraph under 
this section, last sentence, insert after the words "selected 
representatives” the words "under forty-six years of age." Under 
section entitled "Accomplishments" delete the printed material 
and substitute therefor "During the first three quarters of the 
fiscal year 1927, the savings, fines, and recoveries effected in 
cases in which Special Agents of the Federal Bureau of Investigation 
performed investigative activities amounted to ‘32,568,125.74, as 
compared to a net appropriation of 35,925,000 for the entire fiscal 
year. Some of the Fureau's other accomplishments during the same 
nine months! period were: 


"Convictions in 95.5% of the cases investigated which were 
brought to trial. 


"Imposition of sentences totaling over 9,315 years, in 
addition to 12 life sentences. 


"Location of 968 Federal fugitives from justice. 


"The assistance, through the Identification Division, to 
various law enforcement officials in locating 4,657 fugitives." 


Page 25 — Delete the plaque set forth on this page and 
substitute the attached revised plaque, FBI 20-1. 


It is recommended that the foregoing changes be approved 
and authority granted to have 10,000 copies of this booklet prepared 
at this time by fir. Renneberser's section. 

Respectfully, 
o) 
PW L 


R./Ej Joseph. 


Enclosure 
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Room 5642 


To: Director 


— Mr. athan 
. Tolson 
Mr. Clegg 


Mr. Tamm 

Miss Gandy 

Mr. Renneberger 
Mr. Coffey 

Mr. Schilder 
Chief Clerk 
Personnel Files 
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Mr. Crowl 

Mr. Patterson 
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Files 
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Section 
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Send File 
Note & return 
Record & Route 
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2 Federal Bureaun uf investigativa 
Wutted States Repartiment of Justice 





Washington, 28. C. i 
REJ:FML July 9, 1937. ; 
1 
OM | 
t t 
\ MEMORANDUM FOR MR. TOLSON 
i 
Re: Revision of booklet "The — 
Û Federal Bureau o isation" | 



















The following suggestions are made in order that the 
booklet "The Federal Bureau of Investigation" may be brought up- 
L to-date atthis time: 


"July 10, 1927." 


place of that presently shown on this page. 


print records and $,581,013 index cards in the Bureau's archives. 
On July 1, 1937, approximately 5,000 fingerprint records were 
being received in the Identification Division daily from 10,465 
contributing law enforcement agencies throughout the world." 


word "countries" place a comma and add the word "colonies,". 


Page 24. Under section, Accomplishments, delete entire 
section and substitute therefor: 


"During the past fiscal year ending June 30, 1937, the 
savings, fines, and recoveries effected in cases in which Special 





twe months! period were: 


ught to trial. 
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Page 16. Under section, Identification Division, delete 
entire second paragraph and substitute therefor: a 


"On July 1, 1937, there was a total of 7,360,458 finger- 


Agents of the Federal Bureau of Investigation performed investigative 
activities amounted Бо %%--------, as compared to 3$-—————— which it 
cost the Gdvernment to operate the entire Bureau for the same period 
of time?” Some of the Bureau's other accomplishments during the same 


. AN 


Page 19. First paragraph, second line therein, after re 
BM * 





ж 
Fly-leaf. Delete "May 29, 1937" and substitute therefor ví 
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Memo for Mr. Tolson -2- July 9, 1937. 





Imposition of sentences totaling over * years, in 


addition to #--~ life sentences. 
Location of *--— Federal fugitives from justice. 


The assistance, through the Identification Division, 
to various law enforcement officials in locating 6,223 fugitives." 


Gymese figures, while not available at the time this 
memorandum. is being prepared, have been promised by the Chief 
Clerk's office within the next few days and will be substituted at 
that time. In the meantime, it is recommended that the other pages 
of the booklet be printed. 


Page 25. Delete photograph of plaque appearing thereon 
and substitute the photograph of the plaque including the name of 
Agent Truett E. Rowe. 


Authority is requested to have Mr. Renneberger's section 
print 20,000 of this booklet at the present time, 


Respectfully, 






R./E. Joseph. 
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601 Richmond Trust Building, 
Richmond, Virginia. 





August 5, 1937 


MEMORANDUM FOR SPECIAL AGENTS AND CLERICAL EMPLOYEES: « 


There is being furnished you herewith a copy of 
the Bulletin, "Federal Bureau of Investigation." You should 
acquaint yourself fully with this Bulletin and in the event 
you have any friends or acquaintances or individuals with 
whom you come in contact, it is suggested that you submit 
these hames to the office and that you furnish a Bulletin 
to them. For your information, there is a sufficient supply 
on hand at the office, and in the event you desire any of 
them, please so advise me and a sufficient quantity will be 
furnished you. 





А. С. BERENS, 
Special Agent in Charge. 
AGB:VG 
вс: Buremà * s 
Maro 5 д, — 
е, é П & N —, ғ 
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JOHN EPGARHOOVER 
DIRECTOR 
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Federal Bureau of Investigation [n Cesta sess f 
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United States Department of Justice Mx. Crow! ........ su: | 

E Boe E ; 

3 i К о ` 
Washington, A. €. AS. - 
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ПЕС: МТО March 21, 1938. i Ц БА 
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MEMORANDUM FOR MR. TOLSON Loue c] 

/ | Me. Melatire...,. Lu Ё 

A ERU, Рр Мә, E 

ір Ме, Nichola wee... 

Me Репа өй, | 

— я я 
P N 
Mr.Wuever of thefAnti-Trust Division telephonic Nie олду eoste see - | 
ally communicated wikh the Director's Office and desired e | 






Secure à copy of the Federal Bureau of Investigation booklet. Bee 
dated July 10, 1937, containing a reference to anti— rust 
laws. 


I called Mr. Lever and advised him that I had been 
unable to locate this booklet; however, the search would be 
continued and if the booklet was found he would be advised. 
In discussing this matter with him, I ascertained that the 
eau had forwarded to the Anti-Trust Division under date of 
arch 3, 1938, a communication received from one Charles J. 


Upham, o£ Idaho me asa in which Mr. Upham ‘complains of 









to this Bureau's publication under date of July 10, 1937. In 
view of this fact, and with the approval of the Director, a 
copy of the booklet was furnished him. 


Respectfully, 
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UNITED STATES DEPARTMENT OF JUSTICE | tar. Cottey 
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Anti-Trust Division | ШЕ Mr. Pennington | 
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Referred to tx 2 Mr. Schlider , 
i | 5 P Mr. Tamm Qv. 
Details: E | i EN Mr. Tracy реа 
Mise Gandy is d 
: І i 


Advised that he has called this.Buresu 
on two or three occasions requesting to, be furnished 
with copies of a Bureau Publication of July 10th, qu 
and that he has not yet received these publications. : 
and is very anxious to 6-so. Mr.-Lever would like E 
be called on Exten$io (вз) nd advised concerning Hing 
Secr-nim 42, 


request. The writer-a84 gourd 
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be checked on. 
— entitled Federal 
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UNITED STATES DEPARTMENT OF JUSTICE hr. Coffey 
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Record of Telephone Call or Visitor. Mr. Foxworth 
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FEDERAL BUREAU OF INVESTIGATION 


UNITED STATES DEPARTMENT OF JUSTICE 


JULY 10, 1937. 











Introduction 


This publication is issued for the purpose of acquainting the 
public and law enforcement agencies with the work and facilities of the 
Federal Bureau of Investigation, United States Department of Justice. 
By this means it is hoped to acquaint peace officers and citizens with 
the types of services which are available and encourage a wider use of 
the Bureau’s facilities. There is presented herein an outline of the in- 
vestigative, identification, technical laboratory, and crime statistics 
functions of the Bureau and it is suggested that this publication be re- 
tained for your future reference and guidance whenever an opportunity 
arises for you to acquaint yourself in greater detail with these func- 
tions. 


The administration of the Federal Bureau of Investigation is 
based upon the rule and policy, fundamental in the work of every Special 
Agent in the field, of working in the closest cooperation with police 
officials in their respective jurisdictions. In investigative and iden- 
tification matters, the Bureau extends to law enforcement officers an 
invitation to work together in the interest of effective law enforce- 
ment, 


lt isa pleasure to quote the following statement from an 
address by Attorney General Homer Cummings of the United States con- 
cerning the Department of Justice, of which this Bureau is an integral 
part: 


"In brief, I aim at a sane, wholesome adminis- 
tration. The Department of Justice belongs 
to the people of America. It is their servant 
ministering to their needs and I bespeak for 
it the support and the good opinion of all 
law-abiding citizens." 


Director. 











Federal Gurean of Investigation 






United States Department of Justice 


Ish Bigar Yosser, Director 





Principal Officers of the 
He partment of Justice 


+  @reareo BY CONGRESS, ON JUNE 22, 1870, 
TRE DEPARTMENT ОҒ JUSTICE BECAME IM REALITY aN 
EXECUTIVE BRANCH OF THE GOVERNMENT. (Фусуклау 
THIS BRANCH HAD LED A SOMEWHAT NOMADIC EXIS- 
FENCE, BEING QUARTERED FROM TIME TO TME iN 
VARIOUS PARTS OF OTHER FEDERAL GUILONGS. 


On teri, A TEN YEAR LEASE WAS TAKEN ON 
THREE FLOORS OF THE OLD FREEDMENS BANK BULO- 
MO, LOCATED AT YHE INTERSECTION OF PENNSYLVANIA 
AVENUE АМО FIFTEENTH STREET, (НЕ RIGGS BANK 
BUILDING PRESENTLY OCCUPIES TBS SITE. Щн 382, 
CONGRESS AUTHORIZED THE PURCHASE OF THE FREED- 
MEN'S BANK GULONG; GIVING TO THE DEPARTMENT 
OF JUSTICE MS FIRST REAL HOME. (ИНЕҢ, IN 1839, 
CONGRESS APPROPRIATED $1,000,000 FOR THE EREC- 
TION OF A DEPARTMENT OF JUSTICE BULONG, THE 
BANK BUILDING WAS VACATEO. [THIS FUND MAS 
RESCINDED WHEN NO SUITASLE SITE FOR THE NEW 
BUILDING Сохо BE SOUGHT, 





1899 TO 1917 





























E nou 1899 UNTR 1917 THE ATTORNEY GEN 
ЕВА. 4ND HIS STAFF OCCUPIEO THE SUILDING LOCATED 
ON K STREET BETWEEN VERMONT AVENUE AND FIF 
TEENTH STREET. (CONE OTHER UNITS OF THE DE- 
PARTMENT WERE DISTRIBUTEO IN VARIOUS PARTS OF 
THE CUY. Do REWEVE THIS INTOLERABLE SITUA- 
ТЮН LEASE WAS TAKEN TO THE BULDING AT THE 
NORTHEAST CORNER OF VERMONT AVENUE AND К 
STREET. БІНЕ DEPARTMENT WAS DESTINED TO OUT- 
GROW THIS BUILDING. 


Dn ocroeer 25, 1934, THE PRESENT MAGHI- 
FKENT DEPARTMENT OF JUSTICE BUILDING WAS OED- 
CATED, [JT WAS BUILT IN THE SPIRIT OF THOSE 
LOFTY IDEALISTS WHO FOUNDEO THE TWELFTH CEN- 
TURY Law SCHOOL AT BOLOGNA, WHO VISUAUZED JUS- 
ТЮЕ 45, "CLOTHED WITH DIGNITY, INEFFABLY SHINING 
WITH REASON ANO EQUITY, AMD SUPPORTED BY -RELi- 
GION, LOYALTY, CHARITY, RETRIBUTION, REVERENCE AND 





1917 TO 1934 
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THE FEDERAL BUREAU OF INVESTIGATION 


UNITED STATES DEPARTMENT OF JUSTICE 


History 


The Federal Bureau of Investigation was founded in 1908, to 
provide the United States Department of Justice with a permanent inves- 
tigative force under its immediate control. It was first known as the 
Bureau of Investigation, and later as the Division of Investigation. Its 
present name, the Federal Bureau of Investigation, was finally adopted 
as more nearly descriptive of its status as the general investigative 
agency for the Federal Government. 


As Congress passed new Federal laws extending the Bureau’s 
investigative jurisdiction, its size and importance increased. Notable 
advances in the earlier years of its growth were the passage of the White 
Slave Traffic Act in 1910, materially increasing the work of the Bureau, 
and the passage in 1919 of the National Motor Vehicle Theft Act, bring- 
ing within the jurisdiction of the Bureau a large and constantly increas- 
ing class of interstate violations. 


In 1924, while the Honorable Harlan F. Stone, presently 
a Justice of the United States Supreme Court, was Attorney General of 
the United States, the Bureau was reorganized and working policies which 
are followed today were established. One of the cardinal rules enunciat- 
ed at this time was that the Federal Bureau of Investigation should be 
completely divorced from the vagaries of political influence. . Another 
principle established was that promction in the Bureau was to be based 
solely upon proven ability and efficiency. 


Two other events of far-reaching importance to the Bureau 
took place in 1924. The first was the adoption of the practice of giving 
preference to qualified attorneys and expert accountants in the appoint- 
ment of Special Agents. The second was the consolidation of criminal 
identification data maintained at Leavenworth Penitentiary with records 
of the International Association of Chiefs of Police to form a national 
clearing house of criminal information under the Bureau’s jurisdiction. 











® en 


This consolidation brought to Washington, as a nucleus for the Bureau's 
Identification Division, 810,188 fingerprint records. 


During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were put -into 
general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded at 
Washington. 


Meanwhile, the Bureau was developing various services de- 
signed to promote cooperation between it and other law enforcement 
agencies, local, state and international, 


Recent legislation, sponsored and urged by Attorney General 
Cummings, extended the authority of the Bureau to new fields. With the 
passage of these acts, the Bureau entered upon a phase of its history 
which has caused citizens generally to become more familiar with its 
activities. Amongst these enactments are the following: Federal Anti- 
Racketeering Statute; the Federal Reward Bill; To Provide Punishment 
for Killing or Assaulting Federal Officers; Extortion by Means of Tele- 
phone, Telegraph, Radio, Oral Message, or Otherwise; Providing Venue 
for Prosecution in Extortion Cases; Fleeing from One State to Another 
to Avoid Prosecution or Giving Testimony in Certain Cases; The Nation- 
al Stolen Property Act; Robbery of Banks Organized or Operating Under 
Laws of the United States or of Any Member of the Federal Reserve Sys- 
tem, and Amended to Include All Banks Holding Insurance Issued by the 
Federal Deposit Insurance Corporation; Extending Section 5209 of Re- 
vised Statutes (United States Code, Title 12, Section 592) Relating to 
the Misapplication, Abstraction, Embezzlement, Et Cetera, on the Part 
of Bank Employees to Include All Insured Banks of the Federal Deposit 
Insurance Corporation; Crimes in Connection with Federal Penal and 
Correctional Institutions; Prohibiting the Interstate Transportation of 
Prison-Made Products in Certain Cases; To Provide for Prosecution of 
Federal Prisoners Who Escape While Awaiting Trial; Power of Arrest 
for Special Agents of the Bureau, and the Right to Carry Firearms; and 
The National Firearms Act; including, in 1934, an important Amendment 
to the Federal Kidnaping Statute, originally passed in 1932. 


ORGANIZATION 
Field Divisions 


The Director of the Federal Bureau of Investigation has under 
his direction forty-seven field divisions strategically located in forty- 
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1 Aberdeen, S. D. 

2 Alaska, Juneau 

3 Atlanta, Ga. 

4 Birmingham, Ala. 
5 Boston, Mass.” 

6 Buffalo, N. Y. 

7 Butte, Montana 

8 Charlotte, N. C. 
9 Chicago, Illinois 
10 Cincinnati, Ohio 
1i Cleveland, Ohio 
12 Dallas, Texas 

13 Denver, Colorado 
14 Des Moines, Iowa 
15 Detroit, Mich. 

16 El Paso, Texas 
17 Hartford, Conn. 
18 Hawaii, Honolulu 
19 Huntington, W. Va. 
20 Indianapolis, Ind. 
21 Kansas City, Mo. 
22 Knoxville, Tenn. 
23 Little Rock, Ark. 
24 Los Angeles, Calif. 
25 Louisville, Ky. 
26 Memphis, Tenn. 
27 Miami, Florida 
28 Milwaukee, Wis. 
29 Newark, N. J. 
30 New-Orieans, La. 
81 New York, N. Y. 


82 Oklahoma City, Okla. 


83 Omaha, Nebr. 
84 Peoria, Ill. 


35 Philadelphia, Pa. 
86 Phoenix, Arizona. 
87 Pittsburgh, Pa. 
88 Portland, Ore. 


89 Puerto Rico, San Juan 


40 Richmond, Virginia 


41 Salt Lake City, Utah 


42 San Antonio, Texas 


43 San Francisco, Calif. 


44 Seattle, Washington 
45 St. Louis, Mo. 

46 St. Paul, Minn. 

47 Washington, D. C. 


610 Alonzo Ward Hotel 
507 Federal 
501 Healey 
320 Federal 


10 Post Office Square, Room 950 


400 U. S. Court House 
302 Federal 

914 Johnston 

1900 Bankers’ 

1130 Enquirer 

1448 Standard 

1206 Tower Petroleum 
722 Midland Savings 
739 Insurance Exchange 
911 Federal 

202 U. S. Court House 
907 American Industrial 


700 West Virginia 

506 Fletcher Trust 

1616 Federal Reserve Bank 

407 Hamilton National Bank 

500 Rector 

903 Pacific Commerce 

775 Starks 

2401 Sterick 

1300 Biscayne 

1021 Bankers’ 

935 Raymond-Commerce 

1308 Masonic Temple 

607 U. S. Court House, 
Foley Square 

224 Federal 

629 First National Bank 

300 Commercial Merchants 
Nat'1 Bank & Trust Co. 

1300 Liberty Trust 


- 816 Security 


620 New Federal 

411 U. S. Court House 
204 Federal 

601 Richmond Trust 

801 Continental Bank 
1216 Smith-Young Tower 
1105 Mills Tower 

800 Joseph Vance 


423 U.S. Court House & Custom House 


404 New York 


4652 


75 

Walnut 3698 
7-1755 
Liberty 3470 
Cleveland 2030 
2-4734 

3-4127 
Randolph 6226 
Cherry 7127 
Prospect 2456 
2-9086 

Main 6241 
3-8998 
Cadillac 2835 
Main 501 
7-9222 


8928 

Riley 5416 
Victor 8113 
3-7928 

6734 

Mutual 2201 
Jackson 5139 
8-1850 
3-5558 

Daly 3431 
Market 2-5511 
Raymond 1965 


Rector 2-3520 
2-8186 
Atlantic 8644 


4-5800 
Locust 0880 
3-4870 

Grant 0800 
Atwater 6171 
1311 

2-6464 
Wasatch 1797 
Fannin 3052 
Exbrook 2679 
Main 0460 
Garfield 0360 (2120)* 
Garfield 7509 


2266 United States Department of Justice National 5303 


*Telephone number to be used for calls after 5 P.M., on Saturday Afternoons and Holidays. 
The telephone number for the Bureau at Washington, D. C. is NATIONAL 5303. 
The teletypewriter number for each Field Office including the Bureau at Washington 15 0711 


except the New York City Office which is 1-0711. 


Puerto Rico do not possess teletypewriter equipment. 


The Offices in Alaska, Hawaii, and 
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seven key cities throughout the United States and its possessions. A 
list.of the cities, together with the addresses and telephone numbers of 
the field offices, appears herein. 


In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Special Agent in Charge, who in turn is responsible to the Washington 
headquarters of the Bureau. Each field division covers a specified 
territory but the work of all offices is coordinated. Thus, if one 
field office obtains information requiring action in another section of 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington headquarters of the Bureau. 
Copies of every field division report are submitted to Washington where 
consolidation of the data is effected in each case permitting the co- 

- ordination of all investigative activity. 

+. 70% The number of members on the staff of each field office 
“fluctuates according to the volume of the work to be performed, and 
: Special Agents are transferred from one office to another as the exi- 
. gencies of the service require, 


E “ Bureau Headquarters 


So Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifica- 
tion Division and Technical Laboratory and the collection of crime sta- 
tistics. It also conducts training schools for Special Agents and police 
officers. 


5 Personnel . 


Applicants for the position of Special Agent must be between 

s the ages of twenty-five and thirty-five, and are chosen from three classes 

| of persons: attorneys, expert accountants, or persons with extensive law 
enforcement experience. 


These applicants are thoroughly investigated, and appoint- 
ment is conditioned upon the .possession of personal integrity of high 
order, academic training, personality, character, and experience as well 
as other basic factors necessary for the development of new agents as 
.successful investigators, 
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SPECIAL AGENTS RECEIVING TRAINING AT THE FEDERAL BUREAU OF INVESTIGATION 
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Approximately 84 per cent of the Special Agents of the Fed- 
eral Bureau of Investigation have had legal training or were expert 
accountants before entering the Bureau. 


University degrees are held by approximately 76 per cent of 
the Bureau’s Special Agents. A number of Special Agents speak fluently 
at least one of 21 foreign languages, and prior to appointment were en- 
-gaged in approximately 100 vocations in the fields of Science; Education, 
industry and Business. 


Training 


The Bureau maintains adequate facilities and personnel to 
‘operate its training schools. Especially equipped rooms in the Depart- 
ment of Justice Building have been set aside for training school pur- 
poses and the facilities of the Bureau’s Technical Laboratory, finger- 
‘print Identification Division, gymnasiums, and indoor and outdoor ranges 
are utilized during the course of training. 

A regular faculty of full-time instructors and more than fif- 
ty experts on various phases of crime detection and investigative tech- 
nique comprise the Bureau's stafí of lecturers. This staff is supple- 
'mented by a group of distinguished criminologists who are connected 
with colleges, universities, social and civic organizations, and law 
enforcement agencies throughout the United States. Training is afforded 
to all newly appointed Special Agents; to members of the FBI National 
“Police Academy, which trains members of local and state law enforcement 
“agencies; and to the experienced Special Agents of the Bureau, who, 
from time to time, are given retraining courses. 


The training school curriculum includes studies and prac- 
‘iat training in many subjects which are organized under the following 
headings: 


Scientific and Technical 

Statistics, Records, and Report Writing 

Firearms Training and First Aid 

Investigations, Enforcement and Regulatory 
Procedure 

Tests and Practical Experience 

Administration and Organization 
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SPECIAL AGENTS OF THE FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT 
OF JUSTICE, PRACTICING WITH THE AUTOMATIC RIFLE, 




















Training is, likewise, provided for the Bureau’s executive 
staff and clerical and stenographic employees. 


Retraining 


Experienced Agents are returned to Washington for retraining 
purposes approximately every 18 months, so that they may be constantly 
informed in the latest methods of scientific crime detection and crimi- 
nal apprehension. 


INVESTIGATIVE JURISDICTION 


The Federal Bureau of Investigation has investigative ju- 
risdiction over all violations of Federal laws and matters in which 
the United States is or may be a party in interest, except those mat- 
ters specifically assigned by Congressional enactment or otherwise to 
other Federal agencies, and performing other duties imposed upon it by 
law. It does not have investigative jurisdiction over violations of the 
Counterfeiting, Narcotic, Customs and Smuggling, Postal or Immigration 
Laws. Among those matters under the primary jurisdiction of this Bu- 
reau are the following: 


Administrative Investigations 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Crimes in Connection with Federal Penal and 
Correctional Institutions 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Destruction of Government Property 


Among the laws most frequently violated which are under the 
investigative jurisdiction of the Federal Bureau of Investigation are 
the following: 





Espionage 

Extortion Cases 

Federal Anti-Racketeering Statute 

Federal Kidnaping Act 

Federal Reserve Bank Act 

Frauds Against the Government 

Harboring of Federal Fugitives 

Illegal Wearing of Service Uniforms 

Impersonation of Federal Officials 

Interstate Transportation of Explosives 

Interstate Flight to Avoid Prosecution or t 
Testifying in Certain Cases 

Intimidation of Witnesses 

International Claims 

Killing or Assaulting Federal Officer 

Larceny from Interstate Shipments 

Location of Escaped Federal Prisoners 

Migratory Bird Act ; 

National Bank Act 

National Motor Vehicle Theft Act 

National Stolen Property Act 

Neutrality Violations 

Obstruction of Justice | + 

Peonage Statutes 

Passports and Visas 

Patent Violations r 

Parole and Probation Violations, Federal 

Perjury 

Personnel Investigations 

Red Cross Violations 

Robbery of National Banks, Member Banks of 
Federal Reserve System, and Insured Banks 5 
of the Federal Deposit Insurance Corporation 

Theft or Embezzlement of Government Property 

Treason т 

Veterans Administration Violations 

White Slave Traffic Act 


quee 
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Antitrust Laws 


Violations of these statutes are usually reported by business 
concerns which have suffered injury by reason of a combination or con- 
spiracy operating in restraint of trade between the States. Any infor- 
mation regarding contracts, combinations or conspiracies in restraint of 
interstate trade, or tending toward a monopoly, and any acts of inter- 
ference with interstate trade or commerce should be reported to the 
Federal Bureau of Investigation. 


Bankruptcy Violations 


Violations of this Act are usually reported by referees in 
bankruptcy, trustees, credit associations, or creditors. However, the 
receipt of information will be appreciated which you may obtain rela- 
tive to violations of this Act, such as concealing money, merchandise, 
or property either before or after the filing of the bankruptcy petition; 
concealing, destroying, mutilating, or falsifying books and records be- 
fore or after the bankruptcy petition was filed; receiving concealed 
property; or perjury or false claims. 


Information that shipments were made from the bankrupt store 
late at night or in a covert manner; that vans or trucks were loaded at 
the bankrupt’s premises; that the bankrupt hastily liquidated his affairs 
immediately prior to closing by sacrifice or below-cost sales, all are 
significant of irregularities and are a material aid to the progress of 
the investigation. Attempts on the part of the bankrupt to collect old 
accounts after proceedings have been instituted also indicate possible 
violations. 


Crimes on Government Reservations 


The investigation of all types of crimes committed on Gov- 
ernment reservations, including Indian reservations, or in any Govern- 
ment building, or on other Government property, is under the jurisdic- 
tion of the Federal Bureau of Investigation, and any information con- 
cerning such crimes should be forwarded to the nearest field office. 


Escaped Federal Prisoners and Fugitives 


The Federal Bureau of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who are 
fugitives from justice by reason of violations of the Federal laws over 
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which the Bureau has jurisdiction, of escaped Federal prisoners, and 
parole and probation violators. When the arrest of a Federal fugitive 
from justice is not brought about within a reasonable time, an Identi- 
fication Order is distributed to peace officers in all parts of the 
country, containing the name, photograph, fingerprints and description of 
the fugitive together with all available information which might prove 
helpful in bringing about his arrest. When the fugitive is apprehended, 
an Apprehension Order is issued so that all efforts to locate the indi- 
vidual may be discontinued. 


It is highly important in investigations relating to fugitives 
from justice that any information secured be forwarded to the nearest 
field office without delay. 


Extortion 


Whoever with intent to extort from any person, money or other 
things of value, mails or causes to be mailed any communication con- 
taining any threat (1) to injure the person or property of any person, 
or (2) to kidnap any person, ог (8) any demand or request for ransom or 
reward for the release of a kidnaped person, is chargeable with a Fed- 
eral violation. If the message is transmitted interstate by means of 
telephone, telegraph, radio, or oral message, there is likewise a viola- 
tion of the Extortion Statute. 


Federal Fugitive Act 


An Act approved on May 18, 1934, makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce with 
intent to avoid prosecution for murder, kidnaping, burglary, robbery, 
mayhem, rape, assault with a dangerous weapon or extortion, accompanied 
by threats of violence or for an attempt to commit any of the foregoing 
offenses. This Act also makes it a Federal offense for any person to 
travel in interstate or foreign commerce to avoid giving testimony in 
any criminal proceedings in such place in which the commission of a 
felony is charged. 


Federal Anti-Racketeering Statute 
An Act approved on June 18, 1984, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by ob- 


taining or attempting to obtain by threat, force, violence or coercion, 
the payment of money or other valuable considerations for the purchase 
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or rental of property or protective services. This Statute further makes 
it a Federal offense for any person to obtain the property of another 
with his consent through the wrongful use of force or fear or under the 
color of official right when interstate commerce or trade is affected. 
This Act further penalizes the commission or threats to commit any acts 
of physical violence or physical injury toa person or property in further- 
ance ofa plan or purpose to interfere with interstate trade or commerce. 


Impersonation 


Whenever information is received by a peace officer or law en- 
forcement official which indicates that an individual has falsely claim- 
ed to be an officer or employee of the United States and that such in- 
dividual fraudulently acted as if he were a Federal officer, or that he 
obtained or demanded anything of value, such as loans, credits, money, 
documents, or the cashing of checks, such information should be trans- 
mitted to the Federal Bureau of Investigation, which will begin an im- 
mediate inquiry to determine whether a Federal law has been violated. 


Kidnaping 


Under the provisions of an Act of Congress approved by the 
President on May 18, 1934, whoever transports or aids in transporting in 
interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried away 
by any means whatsoever and held for ransom or reward or otherwise is 
guilty of violating a Federal Law. Also, if two or more persons enter 
into an agreement, confederation, or conspiracy to violate the provisions 
of this Act and do any overt act toward carrying out such unlawful 
agreement, confederation, or conspiracy, such person or persons are 
guilty of violating the Federal kidnaping law. Further, on January 24, 
1936, the President approved an act making it a violation to receive, 
possess or dispose of any money knowing the same to have been delivered 
as ransom or reward. Cases of this nature are investigated by the- 
Federal Bureau of Investigation. Any information regarding cases of 
this nature in the possession of law enforcement officials or citizens 
indicating a violation of this law should be promptly transmitted to 
the nearest field office, or the Bureau may be called direct by calling 
collect National 7117, Washington, D. C. 


Larceny From Interstate Shipments 


Any facts which indicate that any person or persons have stolen 
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anything being shipped from one state to another state, from any freight 
or express shipment or passenger car, or that any person has received 
anything which was stolen from such shipments should be reported to the 
proper field office. 


National Bank and Federal Reserve Acts 


These statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of the 
above Acts, such as embezzlement, abstraction, or misapplication of 
funds, and the making of false entries in the books of a National Bank 
or a Member Bank of the Federal Reserve System, or in reports to the 
Comptroller of the Currency. An Act was approved August 23, 1935, ex- 
tending the penal provisions of the above acts to Insured Banks of the 
Federal Deposit Insurance Corporation. 


National Motor Vehicle Theft Act 





Persons who transport a stolen motor vehicle from one state 
to another state, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle, Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile and 
there is reason to believe that his possession of the motor vehicle is not 
lawful and that it has been stolen and transported in interstate or for- 
eign commerce, if the facts are called to the attention of the Federal Bu- 
reau of Investigation, an investigation will be made to determine wheth- 
er there has been a violation of the National Motor Vehicle Theft Act. 


National Stolen Property Act 


This Act, approved on May 22, 1934, makes it a Federal of- 
fense to transport or cause to be transported in interstate or foreign 
° commerce any goods, wares or merchandise, securities or money of the 
value of $5,000 or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purloin knowing the same to have been so sto- 
len or taken. This Act also penalizes the receiving, concealing, stor- 
ing, bartering, selling or disposing of goods, wares or merchandise, se- 
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curities or money of the value of $5,000 or more by a person knowing 
the goods to be stolen. This Statute also makes it a Federal offense 
for any person to pledge or accept as security for a loan any goods, 
wares or merchandise, or securities of the value of $500 or more, which 
have been stolen or feloniously taken by fraud from an interstate or 
foreign shipment, 


Robbery of National Banks, Member Banks of the Federal 
Reserve System, and Insured Banks of the Federal Deposit 
Insurance Corporation 


On May 18, 1934, there was approved by the President a Stat- 
ute which makes it a Federal offense to rob any National Bank or Mem- 
ber Bank of the Federal Reserve System. This Act covers the taking by 
force and violence, or by putting in fear, of any property in the care, 
custody, control, management or possession of any Federal Reserve Mem- 
ber Bank or National Bank. This Statute also penalizes the assault of 
any person or the placing in jeopardy of the life of any person by the 
perpetrators of the robbery of a National Bank or Member Federal Re- 
serve Bank. The Statute also expressly covers the killing or kidnaping 
of any person in connection with the robbery of a Federal Reserve Mem- 
ber Bank or a National Bank. An Act of Congress, approved August 23, 
1935, extended the provisions of the Federal Bank Robbery Act to In- 
sured Banks of the Federal Deposit Insurance Corporation. 


Theft, Embezzlement, or Illegal Possession of Government Property 


It is a violation of a Federal law to embezzle, purloin, or 
steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Bureau has investigative 
jurisdiction over offenses of this nature. 


White Slave Traffic Act 


The White Slave Traffic Act is frequently referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans- 
port or cause to be transported, or aid or assist in obtaining transpor- 
tation for, or in transporting, in interstate or foreign commerce, any 
woman or girl for the purpose of prostitution or debauchery, or to en- 
gage in other immoral practices, shall be deemed guilty of a felony. The 
Federal Bureau of Investigation is desirous of receiving any information 
which indicatés a violation of this Act. Law enforcement agencies, 
officers, and citizens are invited to advise the Federal Bureau of In- 
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vestigation of any information in their possession indicating a violation 
of any of the foregoing Federal laws. 


In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of your nearest field 
office. 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States. Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
‘investigative offices, maintains an Identification Division at Washing- 
-ton, D. C., which serves as a central clearing house of records per- 
‘taining to criminals. The information contained in the Bureau’s iden- 
tification files is based primarily upon fingerprints, which constitute 
the largest and most complete collection of current value in existence. 


On July 1, 1937 there was a total of 7,360,458 fingerprint 
records and 8,581,013 index cards in the Bureau's archives. On July l, 
1937, approximately 5,000 fingerprint records were being received in 
the Identification División daily from 10,465 contributing law enforce- 
ment agencies throughout the world. 


All peace officers are invited to avail themselves of the 


data on file in the Identification Division of the Federal .Bureau of. 


Investigation. The service is given without cost to all regularly con- 
stituted law enforcement officers and agencies desiring it. Fingerprint 
cards, franked envelopes, and disposition sheets for the purpose of re- 
porting action taken subsequent to arrest, are supplied without charge 
on request from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 


enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
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CLASSIFYING AND COMPARING THE FINGER IMPRESSIONS OF CRIMINALS IN A PORTION OF THE 
FINGERPRINT FILES SECTION OF THE IDENTIFICATION DIVISION, FEDERAL BUREAU OF INVESTIGATION 
UNITED STATES DEPARTMENT OF JUSTICE. 











tor. An additional copy of the letter citing a prior record is trans- 
mitted in arrest cases for the benefit of the prosecutor as an aid in 
prosecuting the individual who has a previous record of arrest. This 
record is also of value to the Judge before whom a case is tried as it 
is'oftentimes studied before determining the length and character of 
sentence which the court imposes on a convicted person. 

In conducting its identification work the Federal Bureau of 
Investigation is essentially a cooperative organization and can furnish 
to contributing law enforcement agencies only that information which it 
receives from them. The assistance of the police, sheriffs, wardens, 
state identification bureaus, and similar agencies has been very grat- 
ifying, but despite the splendid results which have been accomplished, 
ite -iş felt that this Bureau can render even more effective service when 
t receives all of the fingerprint records which law enforcement offi- 
Ciüls are in a position to furnish. It is obvious that even better service 
сай be given by the Bureau as its records become more complete. АП 
peace officers are therefore invited to make the fullest possible use of 
this ‘cooperative project. 


е 


%. Fingerprint records prove of value in determining if appli- 
Gants for positions under the Civil Service of the Federal, State, county 
or” municipal governments have a previous record on file which might 
show. the applicant is not of a proper character to receive the appoint- 
ment. Applicant fingerprints, however, are only searched through the 
Bureau’ s criminal files when submitted by law COE agencies. 


Wanted Notices 


Law enforcement officials, seeking the apprehension of fugi- 
tives, follow the practice of notifying the Bureau to this effect, where- 
upon "wanted" notices are posted on the fingerprint records in the Identi- 
fication Division. If the individuals involved should subsequently be 
arrested elsewhere on other charges and their fingerprints taken and 
forwarded to the Bureau, the officials who placed the "wanted" notices 
are immediately apprised. of the fact, either by air mail, special deliv- 
ery or telegraph. Over 500 fugitives from justice are located monthly 
through fingerprint comparison. 


International Exchange 
In March, 1932, the international exchange of fingerprint rec- 


ords was begun. This service not only provides a means for furnishing 
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a subject’s complete criminal history for assistance of prosecuting at- 
torneys, judges and parole officials in their respective. activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may be 
identified as fugitives. 


The exchange of fingerprints is now carried on with 81 for- 
eign countries, colonies, and territorial possessions of the United 
States and the fingerprints of persons arrested will be sent upon re- 
quest of the contributing law enforcement agencies. 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious. 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of iden- 
tifying latent fingerprints left at the scenes of crimes by kidnapers, 
bank robbers and extortionists. Unless latent fingerprints of such of- 
‘fenders are those of the individuals whose separate impressions are filed 
in the single-print collection, it is difficult for the Bureau to identify 
the latent prints. However, if the names or aliases of any suspects are 
furnished the Bureau, together with descriptive information, then the 
actual prints may be compared with the latent impressions and thus it 
may be possible to establish an identification. 


Civil Identification 


The latest feature of the Identification Division is its 
Civil Identification Section in which are filed the fingerprints of 
law-abiding citizens. The fingerprints of many distinguished people 
are included in this collection. 


By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, earth- 
quakes or other disasters may also be identified through fingerprints, 
when their identity is otherwise unascertainable. In cases of kidnaping, 
it is of assistance to the investigating officials to have available the 
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fingerprints of the victim. These are but a few of the purposes which 
may be served by having one’s fingerprints on file in the Bureau’s Civ- 
il Identification Section. All citizens are invited to place their prints 
on record in the civil identification files which are kept entirely sepa- 
rate from those in the criminal file. 


TECHNICAL LABORATORY 


In the latter part of the year 1932 the Federal Bureau of In- 
vestigation, United States Department of Justice, established a Techni- 
cal Laboratory to perform work of a scientific character, which might 
prove of assistance in its investigative cases. Previously, it had been 
customary in instances considered desirable for the Bureau to have tech- 
nical experts outside its organization make scientific analyses. The 
importance and growth of this phase of the Bureau’s investigative ac- 
tivity and the desirability of having the work under its close supervi- 
sion led to the conclusion that the establishment of a Technical Lab- 
oratory was essential. The development of this laboratory has been 
carefully planned by the Bureau with the assistance and advice of known 
and recognized authorities in the field of scientific endeavor. 


At the present, examinations are made in the laboratory of 
documents or letters to determine the idéntity of the handwriting ap- 
pearing thereon, as well as any other information which may prove help- 
ful in the investigation of the case, facilitated by the use of preci- 
sion rulers, a synchrisiscope, binocular magnifiers, micrometer calipers, 
color charts, and special apparatus for ultra-violet light and infra-red 
sources. 


In addition, comparison microscopes, a helixometer and spe- 
cial photographic equipment are used in the important phase of the 
scientific work relating to the examination of bullets and exploded 
shells. 


Reproducing by moulage or other methods is another feature 
which the laboratory is equipped to undertake. This consists of the 
making of casts of objects of evidence or of parts of the human body 
for record purposes. Microanalyses of hair and textile fibres are like- 
wise considered an essential and important part of the technical duties, 
and chemical analyses of stains including blood tests are performed from 
time to time. Spectrographic and spectrometer apparatus is available 
and X-ray equipment is in use. 
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A LABORATORY TECHNICIAN USING THE PETROGRAPHIC MICROSCOPE FOR 
SOIL AND DIRT EXAMINATION, TECHNICAL LABORATORY, FEDERAL BUREAU 
OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE. 


21 











e | Фр 


Also among the equipment of the laboratory are reference 
collections of automobile tire tread designs, various types and sizes 
of bullets and cartridge cases of both American and foreign manufac- 
ture, a fibre file of animal and vegetable fibres, a collection of hand- 
writing specimens of many criminals, etc. 


Besides conducting technical investigations in current 
cases, the technicians at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements. 


The facilities of the Technical Laboratory are available 
to all law enforcement agencies without charge. In transmitting evi- 
dence to the laboratory for the purpose of having it examined, it should 
be labeled “evidence for the laboratory." 


The FBI Law Enforcement Bulletin 


Each month the Federal Bureau of Investigation issues а 
publication entitled "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its. Iden- 
tification Division. This publication lists the names, aliases, descrip» 
tions, fingerprint classifications and a reproduction ‘of one finger im- 
pression of wanted fugitives in aggravated state crimes, together with 
the names and addresses of law enforcement agencies to be notified in 
the event the fugitives are located. The bulletin is also used as a 
medium for the dissemination of scientific information of interest to 
peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 


CRIME STATISTICS 


More than 2,300 police departments throughout the United 
States, representing a population area of over 65,000,000, make monthly 
and annual reports to the Bureau. In addition, reports are received 
from more than 1,100 sheriff’s offices, state police organizations, and 
agencies in possessions of the United States. The total number of par- 
ticipating law enforcement agencies is 3,431, and they forward reports 
concerning offenses known and offenses cleared by arrest, and the number 
of persons held for prosecution. This information, together with data 
compiled from the fingerprint cards received in the Bureau, makes possi- 
ble the collection of comparable crime statistics on a nation-wide scale. 
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NUMBER OF PERSONS ARRESTED-AGES 16 TO 24> 


DATA COMPILED FROM FINGERPRINT CARDS: JANUARY 1, DECEMBER 51, 1956 


8,120 
ACE ІТ ИН 12,259 
18,144 
19,250 
7,03 
20,395 
20,519 
19,245 
18,235 











Uniform Grime Reports 
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These statistics are issued quarterly in a publication known as "Uniform 
Crime Reports," which is sent to law enforcement officials and other 
interested individuals and agencies. 


FBI National Police Academy 


In July, 1935, the FBI National Police Academy was be- 
gun. Thus, for the first time, the type of instruction and training 
offered to Special Agents was made available to local, municipal, county 
and state law enforcement officers. i 


The course pursued by these officers is of three months' du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in the 
performance of enforcement duties. The course is free, the only cost 
to those attending being transportation and living expenses while in 
Washington. Those officers attending are selected representatives under 
forty-six years of age from their respective local, municipal, county and 
state law enforcement agencies, based upon applications which have been 
filed with the Federal Bureau of Investigation. 


ACCOMPLISHMENTS 


During the past fiscal year ending June 80, 1937, the sav- 
ings, fines, and recoveries effected in cases in which Special Agents of 
the Federal Bureau of Investigation performed investigative activities 
amounted to $41,488,370.22, as compared to an appropriation to operate 
the FBI during the same period of $5,925,000. Some of the Bureau’s 
other accomplishments during the same twelve months’ period were: 


‘Convictions in 94.67% of the cases investigated which were 
brought to trial. i 


Imposition of sentences totaling over 13,322 years, in ad- 
dition to 2 death sentences and 13 life sentences. 


Location of 1,303 Federal fugitives from justice. 


The assistance, through the Identification Division, to 
various law enforcement officials in locating 6,223 fugitives. 
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BRONZE PLAQUE COMMEMORATING THE MEMORY OF SPECIAL AGENTS OF THE FEDERAL 
BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE WHOSE LIVES 
Y WERE SACRIFICED IN LINE OF DUTY. 


25 








4-528 


La- ABU Oo- Toa 


CHANGED TO 


Su-3-l-24xYX 











к 





Мг. Тојвод .... 1... 
Mr. Nethan ...... .... 


. E, A, Tamm, 
Mx, Clegg 


e Crowl. | aoas 


. Dawsey 
. Egan... 
. Foxworth . 


“ Чая .......... 


Mr. Morbo 


. Lester... 


« Mclutire........ 


ГУМе. Nichols 


EMx Quinn Tamm... 
Mr, TREY /............. 
Miss Gandy... ... 





Dotober 22, 1935 


Tr. € de ie Vincent 

m vederal Iuronu of investicuation 
9, 5. Department of Justice 
503. iesley Building 

Atlanta, Conr, cia 


Dear "r. Vincente 

The Tureau is in receint of your letter dated 
Getoter Gy 193€, settin; forth the surrestion of £pecial 
— Prank d, Uchrdle to the effect that esples of the 
booklet "The Federal Furzau ol investigation" be transmitted 
to newly elected and appointed law esforcement officers in 
tue Stato ol Comvita 


Tue Pureau belleves that this is a rood suwesbion 
and approves your directin- a letter to tas newly elected 
and avpointed officials bransaittin; a copy of the booklet. 
in compllence with your request there are bein: forwarded 
to you under separate cover six hundred comics of this 
publication. Ib is suceested that in your letber you 
furnish the telephone munker of the Atlanta Field Division 
and invite the officials to visit the office in tho ovont 
they arc in the city, In addition it is currested that ag 
rcpidly as possiblo tho L-zenbs assi ned to hae Division 
call upon the new lew enforcement officers in your State 
in order to nake a personal contact, 


Cincoro ly yours, 


1 бола SU an oover 
{ virector 


O ыг 
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Federal Burean of Investigation 
United States Bepartment of Justice 


Atlanta, Georgia 
October 6, 1938 





80-1 
JWV :hm 
A e] 
A AM 6... 
Director Í Tie. Niel НА 
| Federal Bureau of Investigation 1212. ша Ташаа... 
Washington, D. C.. | Mr. "Tracy eee E 
| Mies Gaady.........- 
| 
| Dear Sir: 
Şi $ Special Agent FRANK J — has made — stion 


which I desire to have the Bureau pass upon and advise (ge. Не” 
| has proposed that copies of the booklet entitled, “rhe Federal 
| Bureau_of Investigation, United States Department of Justice" 
3 dated April I, 1938 be transmiisted to all Taw ‘enforcement offi-~ 
Y cials within the State of Georgia. His suggestion is based upon 
| the idea that there are sone recently elected and appointed law 
enforcement officials throughout this State who are not entirely 
familiar with the investigative jurisdiction of this Bureau and 
if they have this pamphlet which they might use as a reference, it 
is lively that cases within this Bureau's jurisdiction which have 
not heretofore been considered such by these officers, will now be 
referred to this office. I believe this is a good suggestion and 
if the Bureau concurs it is requested that tis office be furnished 
with 600 copies of this booklet, to be furnished each Sheriff and 
each O:ief of Police within the State of Georgia, 


ІР this suggestion is approved Bureau authority is reo- 
guested for me to direct to them a letter as follows: 


There is being enclosed herewith a pamphlet entitled 
NE FEDERAL BUREAU OF INVESTIGATION, UNITE) STATS 
X ЭПРАВТ КТ ОР JUSTICE. Among other things contained 
. . in this booklet there is a list of the violations of 
Federal law which are within the investigative juris- 
diction of the RBI. I thought it might be helpful to 
you on occasions in determining the investigative 
jurisdiction of certain types of violations which 
you happen to encounter to have this bo 


reference. ORDED at NDEXED 
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“SOHN ғ EDGAR HOOVER 
$e "DIRECTOR e 
e EON e 
Federal Burean of Investigation | пон 
Мт. Серу... — 
United States Department of Justice ш ee 
Mr, Crowd 0000. 
Washington, M. €. E om = 
Mr. Ew 5 
т. Esan.. М 


August 24, 1938 
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| | 
Supplementing my memorandum of August 12, 1938, the followiúg™ m | 

additionaN chan nges are suggested in the pamphlet “Federal Bureau of Ue 

Investigation." — — — „В 


The title page shoula be changed to inuicate Sentenber 1, 
1938 as the date of the publication of tnis pamphlet. 





The Director's introduction, line six, should read as 
follows: "There is presented herein au outline of the investigative 
jurisdiction, Identification Division, Technical Laboratory and 
uniform crime reporting project of the Bureau and it is suggested 
that this publication be retained for future reference and guidance 
whenever an opportunity arises for you to acquaint yourself in greater 


detail with these functions." 


Paragraph two, line two should read, "-~-~~ based upon the 


fundamental rule and policy in the work of every Special Agent 


"S 


The last reproduction of the builaings on the nage back of 
the Director's introduction should include the new photograph of the 
Department of Justice Building which is attached. - 


Page one, paragraph three, line three should read: "————1Пе 


Bureéu wes reorganized and the working policies--~—." 





Line five, "this" should be changed to "that." 


| Page two, paragraph three, line nineteen. "Prohibiting the 
Interstate Transportation of Prison Made Products in Certain Cases," 
2 м. be deleted. 
A e 
| Mine twenty-three should read, "The National Firearms Act, 


2 , phe те al Kidnaping Statute and the Federal Extortion Act." \ 
i 1 
n————end 


AN ` $$. Page five, paragraph four, line two, should read, 
> t 4 v 
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Memorandum for Mr. Tolson -2- August 24, 1938 


Page seven, paragraph one. "Approximately 83 per cent! should 
read "Approximately 85 per cent." 


Paragraph two, line one. "anproximately 78 per cent" should 
read "approximately 80 per cent." - 


Line three. "one of 18" should read "one of 20.15 


Paragraph three, line one should read: "The Bureau maintains 
especially equipped rooms in the Department of Justice Building set aside 
for training school purposes. The facilities of the Bureau's Technical 
Laboratory, Identification Division, gymnasiums, and indoor and outdoor 
ranges are utilized during the training course." 


Page nine, line two. Delete "and" between staff and clerical. 


Page sixteen, paragraph four. September 1, 1938 figures will 
be used. 


Page eighteen. Delete lines one to three beginning, "An 
additional—---," and.ending "----record of arrest." 


Line four should read: "This record is of value to the Prosecutor 
and the Judge-——-— UÜ 


Paragraph one, line seven. "this Bureau" shoula be changed to 
"the FBI." 


Page nineteen, paragraph three, line one. "feature" should 
be changed to "service." 


Page twenty-two, paragraph three, line one should read: "The 
facilities of the Technical Laboratory are made available wherever possible 
to all law enforcement agencies without charge." 


Paragraph five, line six. "3,917" should be changed to 
"aporoximately 4,000." 


Page twenty-four, line four of paragraph four should read: 
!..--ав сошрагей to the cost of maintaining the FBI during the same 
period which amounted to 6,222,976." 
Respectfully, 
vt 
» 
EN 


L. B. Nichols. 
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August 13, 1938 
Ý ans Harbo anena Parl 
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TT ORATDUM FOR MR. TOLSON 





The pamphlet "The Federal Bureau of Investigation" has 
been reviewed and it is sugrestsà that the following changes be made: 


The title pare should include the date, Auvust 15, 1938. 


Раде 2, last linc. Forty-five should be chanced to forty- 
two field divisions. 





Page 3. A new chart of the field division districts should 
be included showing the location of the present forty-two field 
division offices. 





Pase 4. A new mailine list snowing the Bureau field offices 
and addresses should be incluued. 


Page 5, line l. Change 5 to 2 and delete nirase "And its 
possessions." 


Yase 7, paracraph 1, line 1. Eishty-th ree should be changed 
to 85 per cent. Parapraph 2, line 1. Sevenuy-eisht shoulo be changed 
to f per cent of the Bureau's ее Agents havin univers ity degrees. 
Line 3. "өше М-ы s . Line 4. 


One hundred ana ten shoula be chansed to 112 неа 





Расе 10 з parapraph 4, line 1. "arch 1 should be chan ed to 
Auzust 1, 193%; 8 3,274,017 should be changed to 9,099, 564 finrer: wint 
recoros. Line 2. 9,556,975 should be changed to 10 429,186 index 
cards, and March 1 should be changed to August 1. Line 4. 10 ‚640 
contributors should be changed to 10,656 contributors. 


Pase 17 . Itis suggested that the attached new photorra on 
replace the old one of the Identification Division. 


Pars 19, para-raph 1, line l. Wiphty-three should be changed 


to 84 forei-n countriss.. um т 6 2 2 pu { Lo %0 2 
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during the same twelve months! period were: 





Memorandum for Mr. Tolson -2- August 13, 1938 


Page 22, paragraph 5, line 1. ‘Twenty-three hundred should be 
changed to 2,500 police departments. Line 2. 65,722,000 should be changed 
to 66,000,000. Line 4. 1,278 should be changed to 1,300 sheriff's offices. 
Line 6. 3,723 should be chan:ed to 3,917. 


Page 24. The accomolishments of the Bureau should be changed 
to read: 


"During the past fiscal year ending June 30, 1938, the savings, 
fines, and recoveries effected in cases in which Special Agents of the 
Federal Bureau of Investigation performed investigative activities amounted 
to $47,568,419.53 as compared to an appropriation to operate the FBI during 
the same period of 6,222,976. Some of the Bureau's other accomplishments 





"Convictions in 95.93% of the cases investigated which were 
brought to trial. ` 


"Imposition of sentences totaling over 15,876 years, in 
aadition to 3 death sentences and 13 life sentences. 


"location of 1,923 Federal fugitives from justice. 


"The assistance, through the Identification Division, to 
various law enforcement officials in locating 7,003 fugitives." 


Page 25. A now service martyrs plaque showing the name of 
William R. Ramsey should replace the present one in the pamphlet. 


It is believed that the attached chart showing some of the 
kidnaping cases which have been investigated by the Bureau if included 
in this pamphlet in the section describing the Bureau!s jurisdiction in 
kidnaping cases would add color and interest to the pamphlet. 


If these changes are satisfactory it is requested that ten 
thousand copies be prepared by the Mechanical Section. 


Respectfully, 


/ 3 L. B. 22 














JOHN EDGAR HOOVER @ $ 


DIRECTOR 


Hederal Burean of Investigation 9 
United States Pepartment of Sustire a 
Washington, B.C. 25-6 
AEL: TIM December 28, 1938 


ж 
MEMORANDUM FOR MR. TOLSON 


: Ea 
n | — 
DO 

This is in reference to the pamphlet entitled "The Federal 
Bureau of Investigation.* The following figures are being submitted in 
order that more up to date data may be ineluded in the section of the 
above pemphlet entitled "Crime Statistics" when this publication is 
revised. 


Contributors as of November 30, 1938 
Number Population 


2,660 cities 67,504,084, 
1,591 sheriffs and 
state police 
10 possessions 
4,261 TOTAL 


Population figures set out above are based on estimates by 
the Bureau of the Census as of July 1, 1933, for 411 cities over 10,000 
and the decennial census. for all other cities was used. 
l Respectfully, 


RT Pale 


R. T. Harbo 
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MEMORANDUM FOR MR. TOLSON 


a suggestions for the revision of the penphlét 
entitled "The" Federal Bureeu of Investigation, United States Department 
of Justice" are being made and if approved will be made immediately. Б 
This revision will be as of January 1, 1939, and 15,000 copies of the 
booklet will be prepared. 


The introduction signed by the Director will be changed to 
read as follows: 


"This booklet is issued for the purpose of acquainting 
law enforcement officers and interested citizens with the 
jurisdiction and numerous functions of the Federal Bureau of 

- Investigation. The development of the FBI has been along 
cooperative lines and at all times its facilities are available 
to local, county and state law enforcement agencies in all 
problems of mutual interest. 


"The outline of the investigative jurisdiction, Identi- 
fication Division, Technical Laboratory, uniform crime reporting 
project and the training facilities of the Federal Bureau of 
Investigation set forth herein, it is hoped will be retained 
for future reference and guidance. 






| "Law enforcement officers should feel free to contact the 
nearest Field Division of the FBI, or the headquarters іп 
Washington, D. &., for assistance whenever necessary. In cases 
£_smergency, a telegram or long distance telephone call might 
у > be necessary and the addresses and telephone numbers of the A 


д “various Field Divisions are set forth on Page li. | 
| | 
| Director. '" | 
; дм $ к. 
Di a Paragraph 2, page 1, will read as follows: — \ 
A. $ "As Congress passed new Federal laws extending the Bureau's 
vn. <Q investigative jurisdiction, its size and importance increased. 
Б Notable development in the earlier years of its growth followed 
$”. the passage of the White Slave Traffic Act in 1910, end the passage 
S of the National Motor Vehicle Theft Act in 1919, bringing тыа the 
ү jurisdiction of the Bureau a large and consianjibiye-imereas 


class of interstate violations." 14 
вмсовон | 6 
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Memorandum for Mr. Tolson -2- January 5, 1929 


Paragraph l, continued from page l to page 2, will read as follows: 


"Two other events of far-reaching importance to the Bureau 
took place in 192). The first was the adoption of the present 
standards of qualifications for appointment as a Special Agent. 
To be eligible for appointment, applicants had to be graduates 
of recognized law schools or expert accountants. The second 
was the creation of the FBI Identification Division with the 
consolidation of criminal identification data maintained at 
Leavenworth Penitentiary with records of the International 
Association of Chiefs of Police, to form a national clearing house 
of criminal information in Washington, D. C. The Identification 
Division of the FBI started with 810,188 fingerprint records as 
a nucleus." 


The first sontence in paragraph three on page 2 will read as 
follows: 


"Recent legislation extended the authority of the Bureau 
to new fields. With the passage of these acts, the Bureau 
entered upon a phase of its history which has caused citizens 
generally to become more familiar with its activities." 


Page is being revised to reflect that the building address 
of the Aberdeen, South Dekota, Field Division is 310 Federal Building 
in lieu of 31), Federal Building and the office telephone of the 
Birmingham Field Division as lj-1877 instead of 7-1755. 


The photograph on page 8 is now obsolete in view of the fact 
that Colt Monitors are no longer issued to the Field Offices. 1% 15 
suggested that the official photograph number 48-29 be substituted as 
page 8. 


The second paragraph under "Identification Division" on page 
16 should be revised to read as follows: 


"On January 1, 1939, there was a total of 9,783,887 finger- 
print records and 11,134,113 index cards in the Bureau's archives. 
Approximately 5,000 fingerprint records are being received in 
the Identification Division daily from 10,684 contributing law 
enforcement agencies throughout the world."* 

Under the section entitled "Wanted Notices" on page 18, an 

amendment should be made as follows: ` 


* The figures for this paragraph will be inserted when this booklet 
goes to press. 














y 
Memorandum for Mr. Tolson -5- January 2, 1939 


"Law enforcement officials, seeking the apprehension 
of fugitives, follow the practice of notifying the Bureau 
to this effect, whereupon ‘wanted! notices are posted on 
the fingerprint records in the Identification Division. If 
the individuals involved should subsequently be arrested 
elsewhere on other charges and their fingerprints taken and 
forwarded to the Bureau, the officiels who placed the ‘wanted! 
notices are immediately apprised of the fact either by air 
mail, special delivery or telegraph. Approximately 600 fugitives 
from justice are located monthly through fingerprint comparison." 


The last paragraph in the section entitled "International 
Exchange," on page 19, will read: 


"The exchange of fingerprints is now carried on with 88 
foreign countries, colonies, end territorial possessions of 
the United States and the fingerprints of persons arrested 
will be sent upon request of the contributing law enforce- 
ment agencies.” | 


On page 22 the division entitled "Crime Statistics" will be 
revised to read as follows: 


"More than 2,600 police departments throughout the United 
States, representing a population area of over 67,500,000, make 
monthly and annual reports to the Bureaus In addition, reports 
are received from more than 1,600 sheriff's offices, state 
police organizations, and agencies in possessions of the United 
States. The total number of participating law enforcement 
agencies is approximately 4,200, and they forward reports 
concerning offenses known and offenses cleared by arrest, and 
the number of persons held for prosecutione This infomation, 
together with data compiled from the fingerprint cards received 
in the Bureau, makes possible the collection of comparable 
crime statistics on a nation-wide scale. These statistics are 
issued quarterly in a publication known as 'Uniform Crime 
Reports,’ which is sent to law enforcement officials and other 4}: 
interested individuals and agencies." 


The chart on page 24 is now out of date and it is suggested 
that the chart entitled "FBI Accomplishments" number 38-1]; be sub- 
stituted for the one now on this page. 


4 Respectfully, 
Ж L. B. Nichols 
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JOHN EDGAR HOOVER m E 
DIRECTOR Р 


Federal Bureau of Investigation 
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United States Department of Justice 
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' MEMORANDUM FOR MR. NICHOLS | 1. Непдов сене 


А Mr. Nichele 
| Mi, Posh aus р 
$ Pie. Sears. Luo р 


тте, Силов Тел... f 


Attached is the booklet "Phe Gederal Bureau of 
Investigation" revised as of June 30, 1939. 


d VOS AO recae 


YB La coa 





On pages 3 and 4 anoear the map showing the — 

locations of the Field Division Districts and the list 

of the Bureau Offices respectively. This will have to 

be reprinted to include Alaska, Hawaii and Puerto Rico, 

but inasmuch as the names of the buildings and the 

office phone numbers for these three last mentioned 

offices will not be available until the Special Agents 

in Charge thereof arrive in their Divisions, it will 

probably be several weeks before these corrections can 

be made. 
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FEDERAL BUREAU OF INVESTIGATION 
UNITED STATES DEPARTMENT OF JUSTICE 
WASHINGTON, D. C. 


SJIT:DLS ^, "October 14, 1939 


‘MEMORANDUM FOR THE DIRECTOR 





S RE: BUREAU PUBLICATIONS 
5% | : 


The Director's approval is requested to give to any 
person making a-roquest for publications of the Bureau, He өг 


all of the following publications: 4 ы 
The Identification Facilities of Р M 
the FBI, dated October 1, 1939 | 

i 

Training in the FBI, dated September теу 

30, 1939 ; 

O | | v 

` The Federal — of —— м 

dated Augus { Tee ы | | É i 


Training Schools, Selection of 
Personnel, dated April 1, 1939 


I 


i 
FILED ЇЙ буу. 


і 
з 
1 


“Respectfully; 002 er e cis 
/s/ . 8. 7. Traey 


8. J. Traey 
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^ DIRECTOR 
2e y~ 
2” Йрһрка! Әлгеап пі Trruesttaattun 
> United States Department af Justice 
Washington, B.C. l 
AEL:ps December 6, 1959 

ү 
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. М. 

+ MEMORANDUM FOR MR. TOLSON NA 
$ а 
<“ 
N 

There is transmitted herewith a revised state- 25. 

ment concerning uniform crime reporting to be included in % 
б 1 

the publication "The Federal Bureau of Investigation." ГА 








ne ad 


The principal change from the former statement appearing 


2 





on page 22 of this publication as of April 15, 1939 is ЕЗ 
ai 

in the title. This was previously "Crime Statistics" al 
без] 

and it is suggested that it be changed to "Uniform Crime pel 
< 

Reporting." Certain changes in the figures are also indi- g 
Я. 

о 

o 

fd 


cated. 
Respectfully, JX e 
AT Madr 





R. T. Harbo 
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December 6, 1939 


UNIFORM CRIME REPORTING 


More than 2,600 police departments throughout the United 
States, representing a population area of over 67,700,000, make 
monthly and annual reports to the Bureau concerning offenses known 
and offenses cleared by arrest, and the number of persons held for 
prosecution. In addition, reports are received from more than 1,600 
sheriffs?! offices, State police organizations, and agencies in ter- 
ritories and possessions of the United States. The total number of 
participating law enforcement agencies is approximately 4,300, and 
the information forwarded together with the data compiled from the 
fingerprint cards received in the Bureau makes possible the collec- 
tion of comparable crime statistics on a nation-wide scale. These 
statistics are issued quarterly in a bulletin known as "Uniform 
Crime Reports" which is sent to law enforcement officials and other 


interested individuals and agencies. 
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me 


(o United States Arpartment ol Justice 


os i к 
, JOHN EDGAR HOOVER 


DIRECTOR 


-— ME 


Several Bureau of Investigation 


Washington, A. E. 
April 22, 190 


| и“ и. 


\ 
MEMORANDUM FOR MR. TOLSON и 


1% із suggested that several changes be made in "The 

Сават Bureau of Investigation," and that 10,000 copies of the 
booklet, as changed, be printed. A copy of the booklet dated | 
December 1, 1939, is attached, and new pictures end charts which , 


are suggested have been inserted in their proper places. The | 
suggested chenges are as follows: а 


It is suggested that the date on the inside title page 
be changed from December 1, 1939, to May 1, 1910, 


It is suggested that the new official photograph of the 
Director (F.B.I.-11-2) be placed on the inside of the title page 
to replace the one appearing thereon. 


Page 2, under the paragraph entitled “Organization”, it 
is suggested thet the word "fifty" be substituted for the work 
"fifty-two" in two places in line two. 


Page 3. The new edition of the chart entitled "Field 
by Division Districts" (40-5) should be substituted for the chart 


| р ay appearing thereon. 
ч ‘it % 
ي‎ | Page . Up-to-date list of the field offices with 
q (Y addresses and telephone numbers should be placed on this page. The 





к 


3 2! list is inserted in the attached copy of the pamphlet e 


; } Page 5, last paragraph. It is suggested that this para- 
N y gr aph be deleted from the revised edition of the publication, in 

Yew of, the fact that it causes confusion. From the two preceding 

Éberegrephs'one gets the impression that all Special Agents have had 


5 legal c or E — RECORDER | 4 E 3 / 2/4. 40- 1€ | D- 1078 





е сы t 

em ~.n. Pige A paragraph 1. It is suggested that: “the f firgt-Li 

£^ of ini ¿parperaph be deleted and that the second line read as 
follows. "Á/nümber of Special Agents speak — at leastsone о of {баг 


< is "Treason Theft or Embezzlement of Government Property", and it is 
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E 20 foreign languages; end prior to appointment they" i "eto. 
G u, K, ВЕРА POE NI OF Susie 
ES Pago 10. It is suggested that “Sabetage" ibe устаса ане f 
* list of Federal law violations investigated by the FBI, and that this -%- ee 
SS be inserted immediately below “Robbery of National Denies Member Benkê Zs Î 
{ of Federal Reserve System, and Insured Benks of the Federal Deposit 
с т -Insurance Corporation." It is noted that the next entry in this list 








| — í 9 6 
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Memo for Mr. Tolson - 2. April 22, 19ho 


thought that this should be revised as follows: | 
"Theft or Embezzlement of Government Property" 
"Treason" 


Page 16, paragraph h. It is suggested that the first 
sentence of this paragraph be revised to read as follows: "On May 1, 
190, there was a total of over 12,600,000 fingerprint records and 
over }4,700,000 index cards in the Bureau's archives." . 


yr 
Page 19, paragraph l. It is suggested that the figure zs 





"87" be substituted for "89" inasmuch as the Recording Section report 
that 87 is the correct figure at the present time. 


— 
Page 22, last paragraph. It is suggested that the figure A 
67,900,000 be inserted for the figure 67,700,000 as appears in the % 
second line of this paragraphe : p 
. d 
4 


A requisition for 10,000 copies of the revised booklet 
is attached hereto. 


Respectfully, 


Re ÛC. Hendon e 





JOHN EDGAR HOOVER ] а. 
DIRECTOR ` e | : 















Sederal Bureau of Investigation 
United States Arpariment of Justice 
ROH: JCD Washington, A. E, 


October 31, 1940 


Miss NEAN | 
EXLORANDUNL YOR ER, TOLSON ж A 


There is transmitted аза EES aE copy of the booklet entitled 
"The Uf'ederal Bureau of Investigation" for approval. This booklet has 
been brousht up to date and is now being revised due to the fact that 
there are only 200 copies available for distribution, If approved, 
15,000 copies of this publication will be printed. The following are 
the suggested revisions: 


On fly leaf ~ Change date to November 1, 1940 


Introduction - Add the following to the last paragraph: 
"Any information relating to espionage, counterespionage, 
sabotage, subversive activities and violations of the 
Neutrality Laws should be immediately reported to the 
nearest FBI office." 


Page 2, paragraph 3, line 3 - Delete the word has 


Page 2, paragraph 3 - After this paragraph add the following 
paragraph: "The National emergency has brought about another 
transition in the FBI. The duty of investigatins espionage, 
sabotage, violations of the Neutrality Laws and other matters 

pertaining to the National Defense has been delegated to this 
Bureau. А program of surveying the protective facilities of 
manufacturing establishments having contracts to provide the 
Government with defense materials was inaugurated. The 
coordination of all law enforcement activity regarding matters 
of National Defense has also been the responsibility of the 
FBI," 


Pas - Insert new field office chart showing location of all 
کي‎ ureau field offices. 
dz "Page 4 - Insert new field office list о 
СЕ telephone numbers of all Bureau field — Bf, 2) М; 8 
CODD & HED 
Page 5 - paragraph 4, line 3 - Insert come ie donum: 
delete the statement "who have been —— "S the HEU 19: 
had at least two years of legal or business jexperi мё 
Page 5 - paragraph 5, line 2 - After possession Mf gersonal 
integrity of high order, insert "loyalty to country." 
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Memorandum for Mr. Tolson - 


to 
і 


Page 7 - paragraph 2, line 2 - insert the following paragraph after 
"set aside for training academy purposes.": "A training center 
designed to be used in connection with firearms instruction and 
the FBI National Police Academy was also inaugurated on the 
Cuantico, Virginia, Marine Corps Reservation with the opening of 
| a Barracks Building in the late Spring of 1940. In view of the 
emergency the center is being used as training quarters for new 
Special Agents." 





Page 12 - after paragraph 2 insert the following under the heading of 
Espionage, Counter~espionage, Sabotage, Neutrality Violations and 
National Defense Matters: "During the Summer of 1939 the Chief 
Executive of the United States coordinated under the Federal Bureau 
of Investigation all investigative activity relating to espionage, 
counterespionage, sabotage, neutrality violations and related 
matters. On September 6, 1939, the President issued the following 
directive calling upon all law enforcement agencies to cooperate 
with the FBI: 


'The Attorney General has been recuested by me 

to instruct the Federal Bureau of Investigation 

of the Department of Justice to take charge of 
investigative work in matters relating to espionage, 
sabotage, and violations of the neutrality regulations. 





This task must be conducted in a comprehensive 
and effective manner on a national basis, and 
all information must be carefully sifted out and 
correlated in order to avoid confusion and ir- 
responsibility. 


To this end I request all police officers, sheriffs, 
and all other law enforcement officers in the 
United States promptly to turn over to the nearest 
representative of the Federal Bureau of Investi- 
gation any information obtained by them relating 

to espionage, counterespionage, sabotage, sub- 
versive activities and violations of the neutrality 
laws. ? 


"By executive order of March 22, 1940, the President, 
in accordance with an Act passed January 12, 1938, defined numerous 
vital military and naval installations or equipment which require 
protection against the general dissemination of information 
related thereto. The 1938 Act penalizes taking photographs or 
making representations of any of the installations or equipment 
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Memorandum for Hr. Tolson -3- 


later to be defined without proper authority. — 


"The Federal Espionage Laws make unlawful the 
obtaining or permitting to be obtained information affecting 
the national defense, either in peace time or war, with the 
intent to use such information to the detriment of the United 
States or in the benefit of some foreign power. Going woon 
a military reservation or like prohibited place; copying 
or assisting others to copy maps and similar documents; 
receiving, obtaining, or attempting to obtain such information; 
and having unlawful possession of military writings and similar 
materials with such intent and purpose are prohibited. Likewise 
there is a penalty if one having lawful possession of confidential 
data loses the same or allows it to reach improper hands through 
gross negligence. The Espionage Laws further make it a Federal 
offense to disclose information affecting the national defense 
with intent or reason to believe it will be used to the detriment 
of the United States or to the benefit of some foreign power. 
This is applicable during peace times, as well as during war, but 
the war time penalties are more stringent. There is algo a 
federal statute pertaining to seditious or disloyal-acts or words 
in time of war, and a conspiracy to violate this or another 
espionage law is an offense likewise. 


"In connection with sabotage during peace times 
it is a Federal offense to wilfully injure or commit depredation 
against United States property, property belonging to a corporation 
in which the United States is a stockholder, or any property 
being manufactured under contract for the war and Navy Departments. 
Another Federal Statute penalizes the damage to vessels engaged 
in foreign commerce and the cargoes of such vessels and the penalty 
is also applicable to foreign ships if the overt act ultimately 
causing the injury occurs while the vessel is within the admiralty 
and maritime jurisdiction of the United States, There is also 
a penalty provided if, with intent to prevent the exportation 
of articles in foreign commerce, one damages the articles or the 
places they may be while in such commerce. Qther statutes prohibit 
damage to fortifications or harbor defenses, the unlawful entry 
upon military reservations, and the wrecking or attempting to 
wreck a train engaged in interstate commerce. 


"Sabotage statutes effective only in time of war penalize 
injury to or destruction of war material, premises, or utilities 
with intent to injure or obstruct the United States or any 
associate nation in preparing for or carrying-on а. маг. Likewise 
making or causing war material to be made in a defective manner 
or making defective repairs is punishable." 


з ИИ 














Memorandum for Mr. Tolson = 4 + 
\ 


Page 16 - paragraph 4, line 4 ~ insert a comma after the word stolen 
and add the word "embezzled." 


Page 18 - paragraph 4 - change this paragraph to read as follows: 


"On October 1, 1940, there was & total of over 14,000,000 finger- 
print records and 14,938,000 index cards in the Bureau's archives. 
More than 11,500 fingerprint records are being received in the Iden- 
tification Division daily from over 11,000 contributing law enforce- 
ment agencies throughout the world." 


Page 2l- after the last paragraph add the following two paragraphs 
under the head of Other Services: "In its Identification Division 
the FBI also maintains the Government file which, in addition to 
Civil Service cards, includes fingerprint records submitted by the 
U. S. Army, Navy, Coast Guard, Marine Corps and other Government 
Services." 


"The fingerprint cards taken in connection with the registration of 
aliens are also filed with the FBI." 


Басе 25 — change the paragraphs under ACCORPLISHEENTS bo read as follows: 





"For the past year a total of $7,300,000.00 was appropriated for 

the regular operation of the FBI, while savings, fines and recoveries 
resulting from the investigative activities of the FBI totaled 
$58,390,180.64. This does not include the value of the many 
cooperative facilities to American law enforcement agencies which 
are rendered free of charge. Some of the Bureau's accomplishments 
during the fiscal year which ended June 30, 1940, were: 


Convictions in 96.46% of the cases investigated which were 
brought to trial 


Imposition of sentences totaling over 17,833 years, in addition 
to 10 life sentences, 


Location of 2,393 Federal fugitives from justice. 


The assistance through the Identification Division, to various 
law enforcement officials in locating 7,809 fugitives." 
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DIRECTOR 
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Mr. clegg 


Federal Bureau of Inuestigation 


Mr. Foxworth 
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Pnited States Department of Justice ме, 
Washington, D. C. m 


а Rosen 


September 5, 1941 eed rrr d 


Mr. Drayton 





far, Quinn Tam 
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Mr. Hondon 
MEMORANDUM FOR ME - У. Т CH OLS fir. Coffey 


gr. Harbo 


и Teje. Room 


— 
И A a * Tour Room 


Mr, Neaso 
t Mr. Tracy 


Miss Beahm 


Transmitted herewith ts a copy of the ] 
publication entitled "TheArederal Bureau of Investiga- Mis GE ш 
tion, " which has been revised and brought up to date 


in this Section. 


If approved 15,000 copies of this 
publication will be printed. 


Respectfully, 


? Re C. Hendon e 
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4 DIRECTOR 
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Federal Burean of Investination a 
United States Department ni Justice ме, Nick 
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Me. Carson 
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MEMORANDUM FOR THE DIRECTOR 


Tete, Reom 


The Executive Conference consisting of Hessrse  — —— 
Tolson, Ladd, Kramer, Glavin, Clegg, Hendon, Carson, Rosen, "Nese, 
Tracy, and Nichols considered the matter of Bureau booklets "tss Besim nw. 
which have been prepared for law enforcement officers and Miss Gandy mane 
agencies to guide them in their cooperation with the Bureau. 1 
X. 
E 


It was pointed out by Mr. Nichols that the Bureau has 
several booklets which have been prepared in previous years.  Hov- - 
ever, the Conference was of the opinion that with reference to the ° 


booklets which have previously been prepared, and of which we have T 
a supply at the present time, that they should not be reprepared. f 
Hr. Clegg made the observation that booklets such as "Manual of No 
Police Records" and "4 Guide for Preparing Annual Police Reports" SS 


were of great importance to local law enforcement officers and 
agencies and thought that this booklet should be available. It 
was the belief of the Conference that we have an adequate supply 
to last for sometime inasmuch as the Bureau is following a very 
discriminate policy of distributing booklets of this type. 


It was the recommendation of Messrs. Tracy and Glavin 
that no new booklets be prepared or none of 218989 on hand be re- 
vised. 


x Messrs. Tolson, Rosen, Hendon, Clegg, Carson, Kramer, 
ГА Ladd and Nichols recommended that the white booklet qe 
J | Bureau of Investigation." which was formerly known as "The Vork 

У ата Functions of the Federal Bureau of Investigation", and Dhich 

fj, *$ now out of stock, should be revised to fit present day situations 

| and should be prepared with the view of describing the Bureau's 
work so that law enforcement agencies will know what facilities are 
available and how to use them. This will be the only booklet in the 
future that we will use and such matters as the accomplishments, etc. 
{will be deleted from the booklet. If the majority opinion of the 
Conference is approved, a draft of this booklet pil be submitted 
for approval. ML. —— й О — H 58 


д 


UNRMCORDED COPY PILED IN 





For the Director's дана ааа, there ts attached hereto a | a 
list of Bureau publications presently oo a ER 0 КҮК with 
the date they were printed and the supply in s Ву. 


Respectfully, 
Por the Срплетепов, 


и. (Be -Clavin,Wsecretary Clyde Tolson, Chairman 
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, Federal Burean of Investigation — 
El United States Department of Justice — 
Mr. Rosen 
е JJS 2 JH : АЕ: Washington, A. C. Mr. Tracy, — 
August 28, 1942 2 ше, 300 
Я Mer. Coffey - 
Mr. Hendon 
Н Mr, Holloi 
: ' MEMORANDUM FOR Ma. NICHOLS Mr. seguir 
qe tär. Harbo 
Mr. Quinn Tamm 
Reference is made to Executive Conference — 


Memo dated ¡April 28, 1942, regarding the reprint of 
the Bureau's general publications. Be Section has 
prepared a new booklet entitled "TheWederal Bureau 
of Investigation”. combining the four pamphlets Te. 


|| 


Mr, Nease, 


Miss Beahm 


| 


Miss Gandy 


| 











„A tenti UCA TON Facilities of the FBI," "Тре rechnical = TA 
Laboratory, 4 ersonnel Selection. -and Training in the” 
› ол, "he Federal Bur eau of Investigation. Е, X 
4 — ed “ 


The booklet has been approved by Fr. C1ég0, 
Mr. Tracy, Ur. Glavin, Мг. Ladd, Mr. Rosen and you. 
Ilr. osen made several suggestions which are contained 
in the attached blue memorandum which have been incor- 
porated in the booklet. 


RECOMMENDATIONS : 


l. It is recommended that 25,000 — be 
printed immediately for future use. 


2. That the cover of the booklet be made up 
in white and that the photograph of the building, FBI-S-8, 
be utilized. In the printing of the photograph the old 
automobiles shown in the picture should be masked out. 


3. That the booklet be photographed down and 
printed on paper approximately EN z 9" to save paper. 


4. That each Field Office be furnighed one i 
hundred copies. Au ens 
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JOHN EDGAR HOOVER ® x Mr, E. A. Tamm 
DIRECTOR ۴ р Tem 
q Р Mr, с... 
Federal Bureau nf Investigation m 
United States Department af Jnatite : ER 
Washington, B. C. | B s 
June i 6, 1942 dir. ears. 
Mr, Cotfoy . 
м . ^ 2 Mr, Hondon 
/ бф — 7 5 mt єт І ә” Мг. Holloman 
ił- MEMORANDUM FOR MR. NICHOLS о 
ж» Mr, Harbo 
+ ` Mr. Quinn Tamm 
. Reference ts made to Executive Conference Memo — 
dated 2 April 28, 1942, regarding the reprinting of the Шарды 


Bureau's general publications. There has been prepared 
in this.Section a new booklet entitled "Thé-Federal Bu- 
reau of Investigation" which is a combination of the four 
general pamphlets, "The? denti fication Facilities of the 
FBI," "ThexTechnical Labora Or ys Personnel Selection and " 
TT TININ ng in JAHe EBI," ana "the Federal Bureau of Investigation. с 
Very few photographs have been used in this booklet in ordef to + 
Save space and those which have been used in most instances are 
being given only Qa portion of a page rather than a full page. 


Miss Geahm 


Miss Gandy 





RECOMMENDATIONS: 


1. If the booklet is approved it is recommended that 
25,000 copies be printed for future use. 


2. That the cover of the booklet be made up in white 
' utilizing the same style as used in the old booklet entitled "The 
Federal Bureau of Investigation” except with the change of the . 
photograph on the front cover. 


3. That the booklet be reduced in size by photographic 
process and printed on paper approximately 6" x 9" in the interest 
of saving paper. 


4, That each Field Office be furnished 100 copies 
immediately after printing. 


5. The review of this booklet should receive expedite 
attention in all Divisions in view of the fact that the supply 
of the booklet, "Personnel Selection and Training in the FBI," is 
entirely depleted and this will be extremely 986752 in connection 
with applicants. 
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March 15, 1945 — ^ s {] Д aie 
= . Carson 
E Mr. Egan 
— Mr. Hendon 
Mr, Pennington 
MEMORANDUM FOR MR. NICK 7 Mr. Quinn Tamm - 
Mr. Nease 


Miss Gandy 


Attached пепео ts a copy of the white 
booklet entitled "The *Wederal Durga o Enare adc addon.” 
which has been тереё” а few changes made to 
bring it up to date. Since we are practically out 

of this booklet at the present time and since quite 

a number of copies will be needed for the applicant 
program, it is suggested that 10,000 copies be printed 
immediately. It is understood that a new picture 

of the Director wil be substituted on the back of 

the introduction page. 
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ADDENDUM: The booklet has been reviewed by Mr. Carlson 
\ of the Training Diviston and several suggested changes 


are incorporated. > 
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THIS MEMORANDUM IS FOR ADMINISTRATIVE PURPOSES 
А ТО ВЕ DESTROYED AFTER ACTION IS TAKEN AND NOT SENT TO FILES 
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CC- 241 Мг. Tolson 
Mr. E. A. Tamm_ 
g Mr Clegg 
: 4 Mr, Coffey 
Mr. Glavin 
y) Mr, Ladd an 
Mr, Nie quu 
Mr. | 
Mr, Tracy 
Mr. Carson 


e Mr. Egan 
April 18, 1945 Mr. Hendon 
Mr. Pennington 





MEMORANDUM FOR HR, rar ку Mr. Quinn Tamm | 
ADT Mr. Nease 





Attached hereto is a copy of the 
recently revised white booklet entitled 
"Thd /Feder vestigation." You 
will recall that 10,000 copies are being 
prepared at the present time. I'r. Tolson's 
office ts being furnished about 600 copies 
and it is suggested that 50 copies be sent 
to each of the small field offices and 100 
to each of the larger offices. This will 
dispose of approximately 5,000 of the 10,000 


copies. 
Respectfully, ; 
s m 4< a 
ы fT MT ға | 
jf. Á. Jones 
ғ е 
Attachnent (qv gm 
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TO BE: DESTROYED AFTER ACTION IS TAKEN AND NOT SENT TO FILES 
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СҮТ SELES GOV Ale 


NR. HIG DIS Mir dudy 27; 195 
г. Le jor a 


JULUAN T LICA ONS 


The most favorable reception receivad by the Burcau 
publical on entitled "The Story of tha Federal Lureau of In- 
vestiration! sa-rests that thoucivt ba piven at this time to 
appropriate rovision of several othor rubbications which are 
now badly oub of date. "The Story of tha Federal Bureau of 
Investiration! was written in popular style ani a number of 
anecdotes wera included. ‘he miterial is intensely intoresting 
and Рог this reason it is really goin” ovor in a Біл жау. 
Палогосв favorable letlers have been resoived already and they 
ars corbímuin: to gone in, 4tliched hereto ars ticklor copies 
of a number of the tavorable Lotiars. Some typical coments ares 


1. "If evervone wrote ax the "Story! imolies that 
Host of your mon write thio world would ba a 
michiy fing place in Чей to live, Шу hearty 
concratulations te you upon the way you have 
portrayed your work." --Gloyd li, ~arvin 

Prasidant 
Сзогге haonia Фоп University 

2. "You wore very kind to send me "the Story of 
the Federal Bureau of Investigation, ! which 
I found of troasndous interest.... this story 
shoul? bo widely disseminated » and when I say 
widely l can 1% ourat to be sent to millions 
of people in the United States, vho ought $o 
know more of what tho FOI have bean doin." 

== illian 9. Joyce 
Insurance Broker 


Uow. fort: Oiby c AER — 
=, Ж os 
ree’ fee - 


O es 
1 ...% те 
3. "Thank you for sending me The, Sory Othe eae nee me naama 














Federal Lureau of Invastication.! I ЗА ЕН аси 
it is excellently доле," VO aoe 
~-Leslic б, Stratton ' 5 "e 
Nu tional Di. echor pl: nape tee | 
Fablie sslations A 2 
оу Ssouta of Amorion | 
A O A tt ernie мше - a 


he "Tails is to thank you for the copy oL tiña 
story ov the vedsval Dursau of Invosbtiration,! 
that every Line or it is intorecting voss 


without saying." Mov rori асар Gohuiodolep | 
de 9% Мітзезор оу Vasdly Life caros 


5 rabional Catholic Jetrara Coni'ovonaa 


“ 
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Yonorandun to Ly. Li. hols July 27, 19h5 


in view of the favorable racuption of “The ологу оГ 
the Podor1l Lureau of Investication -/.ish is weitten in 
Popular style T mald suggest that 11 other “urean putlica- 
tions be completely rewritten in correction with their revision 
and an atiempt cade to аке then juró as intecostinc au is 
possible in view of tho particulary subjest matter involvad. 
The formar publications aro quito pood but I do fesl that thay 
can ba difinitoly iuppoved so tha: they will do a roal saloa 
job for {ho IBI. іп their agvertioine, ble busincos firms 
uss intecasting material wuich ta apnonlinz to bho aya, In =. 
So far 1s we сап do so algo, withva4 rannin: tino prohibitive 
cost, I think wa should follow the cane lino by dreacin’ our 
booklets up with anpropriate phitogruphs ond by including 
anacdoial soterial prasented in as interostin: 2 stylo as 
possible. 


I realize thah rerhaos it will not bo possible to 
reprint other Burazu public: bions imediatoly but F want to 
sugrast thot this section ba arthorized Lo begin revisinz 
thom as time permits so that wen the time comes to repridk 
the. we will have àa dumy cony ready and sporovod ond will 
not have to bry to sot sorstida: raady sluoss ovorn: ont. 


fhe following succoe.ted action is rucemndads 
1, ТЫП ТІЛІШІБІб Tis EILIT D Os TUS soir 


Tho latest revision of this cublication is dated 
September 15, 191, and no vopies are oresontly oa hand, 
It is felt that we should continuo to hava a naneral 
publication confined to identifica tion walters suitable 
for distribution vo tha “enerol public, моу 809055 and 
others who have a non-teelnieal interes: in Pinvor~ 
printin~. It is feb tas a wealth or intensely inbteroghinc 
matorial can be prasented on igenbifie tion :: thers. 


2. THE ОСИ TIAMAT kA ОР ВЕ: BEL 


The latest ravigion of this rablication is dated 
Januury 2, 1542, and vo have only a very limited supply 
on hand eb the present time. «hilo the current booklot 
is quite geod it is folt that it can be dressed up quita 
a bit with late nhotopra hs, human interest illustcations, 
etc, 1% 13 balieved that the пот booklet should be 
sufficiently technical so that it will be valuable to a 
law enforcement officer bat ab the saze tins it should 
not be too technical for ths averarea layman, 


-2- 


























ке 
> й 
es 


tenorzsaüdun io lr. опоо July 27, 1945 


о 
3. TH PELA BUEZAL OF INVESTIGATION: 


Several montas ago we reprinted tuis publication. 
It will Le ricallod th:t when the war started personnel 
material and material on the Laboratory and Identification 
Division were consolid iod in$o tuis ong boo:los. I feel 
that as soon as the war ends we should make this booklat 
175 iù Pormorly was—-that is, it chould be a general 
public:ubion on the services of the Fel, setiine forth our 
jurisdiotioñ, gbo., It is not folt that ма should combine 
laboratory, personnel and idoniii2io iion cat^ors. Va now 
hava a mber or scorieg of the bookies on hand and the 
gSuz-ested nev booklet, of course, would nol need to be 
ргілгфей ior sevoral aonths,. 15 will ¿icolude primarily 
the Zureau!s invectipalive jurisdistlon. 


hl. SELNOTION AND TAT Of PL SYPEL? 


It will bs recalled that prior to the wor we ha. a 
separats booxlet on re -sonnel natlers, which detailed our 
methods of selection, our roquirauenis, our traininz, aic, 
1% is felt that we should arain have a separate bookies on 
personnel natiers wiieh in addition to tha raqvuirouents 
аса detsils of training could also include some anecdotal 
material of an interesting nuture. 


+; ыы A x 
ООН» 


It is recommended that the Crime hecords Section be 
authorized a‘. this time to г1асо in an active status the 
appropriate rewr'tinre of the asove- mentioned four pyblications 
with the thourht in mind of retting the material ready so that 
it will ve available vien 1% banomas ~ossible to reprint tlese 
booklets. 














62. 2/444- I6] 


CHANGED TO 
o mal 


Ё FEB 141956 


— 
Е 


سسس ) 














~ STANDARD FORM NO» 64 


























"Ора Мейл ' ДИР + UNITED SI... GOVERNMENT. 
LAT sd - 
TO : Hr. = DATE: April 19, 1946 
FROM 3 4. ses LAY w^ и: Eo ke Ti / | 
2 My, Coffey. 
SUBJECT: Spa anish translation ST 
FRI Laboratory booklet ls Ros 
е M" ex Mr. Cen oF 
ro d ah о 
Xu eA Ley zu bs tl he E nes s 3 | 
e > > a + Teles ROO 
In accordance with your request the following Wr. ipao z7 
background ts set forth concerning translating inte DERE 
Spanish the booklet entitled "Technical Laboratory of the , { 2 
FBI": - 75 ы 43 & ^T 


78 


MAY 27 194, аа 


By letter of April 23, 1945, Robert L. Brown, tne — 

Legal Attache in Caracas, Venezuela, Sent to the Bureau x 
copies of a Spanish translation of this booklet which was 

published in South America in January, 1942. It was indi 

cated that the translation was prepared by Special agent EM v 
Richard E. «right, the Police Liaison representative in 4 
Caracas, during o series of classes in Spanish translation n 
with Dr. Antonio Fernandez Martinez. Те latter formerly 
held a high position in the Bureau of Prisons of the Spanish 
nzepublic ang corrected the translation originally prepared 
bu Special agent right. Legal attache Brown expressed the 
belief that in view of Dr. Fernandez* background the irons- 
lation should be found to be correct. It was suggested by 
Legal Attacke Brown that the Bureau consider publishing this 
pamphlet in Spanish in order to afford publicity to the 
Bureau's activities in South America. 






52 


By memorandun of Шау 8, 1945, Lr. Carson suggested 

to ir. Ladd that tie Spanish translation submitted be sent 
ee the Mechanical Section for printing in Spanish іп а book 

imilar to the one in English. The matter was considered by 
222 ісесифідез! Соп/егепсе апа the Conference menorandum of 
luy 24, 1945, reflects that all members present approved the 
publication of ihe pamphlet for use tn South America but 
recommended that tt first be brought up-to-date and that the 
revised, up-to-date pamphiet be translated into Spanish for i 
this purpose. Мт. Clegg opposed this recommendation but ihe, 
Director aqreed with the majority of the Conference. 


a 


The Laboratory was thereupon requested to bring 
the pamphlet up-to-date with as little. radical revision as 
possible. This was done in the Laboratory and it was routed 
to the Crime Records Section where we made the list of pub- 
dications in the appendiz current. The vanphlet was then 


sent to the Translation Section where the changes m ge Dy PIN 
the Laboratory were incorporated inito the Spanish etan 


K£ECORDED 


юк il в E vn), 


























lemorandum to Nr. Nichols April 19, 1946 


thereafter the entire material was referred to ihe Carto- 
graphic Section where a dummy copy in Spanish was set, up. 


The Cartographic Section referred this dummy copy 
to the Crime Records Section and in view of the Director's 
instructions that some expert in the appropriate foreign 
language review each publication before it is issued, a 
letter was sent to the Xew York office on February 26, 1946, 
asking that Special Agent Charles Ross #onticone of that 
office review ihe spanish translation and submit to the 
Bureau any suggestions which he might have. The New York 
office replied on March 27, 1946, and forwarded to the 
Bureau a number of suggestions made by Special Agent Nonticone 
after he had reviewed the pamphlet. This was then referred 
to the Translation Section and as the matter now stands, 
we have the dummy copy tn Spanish prepared bu the Cartographic 
Section together with a list of suggested changes furnished 
by Agent Monticone together with a few from the Translation 
Section. 


In view of tLe action of the Eczecutives! Conference 
on March 22, 1946, with which ihgbirector agreed, that there 
be no further consideration of a Spanish edition of the Lav 
Enforcement Bulletin or similar publications, the question 
arises whether further work should be done on the Spanish 
tronslation of the Laboratory booklet. 

4 . 
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| March 27, 19 
à . ii 
FROM Î : SAC, New York | 


Director, FBI | DATE: 


suBJECT: ~ Spanish Translation of "FBI Laboratory" Booklet 
А Үз me i $ z 


` Reference is made to Bureau letter dated February 26, 
1946, to this office, 


b. 


^ 


There is being sent to the Bureau, enclosed herewith, the ` 
— and three copies of suggestions made by Special Agent CHARTES.. XN Cu 
R, MONTICONE of this office, in connection with this traiwsation, after UU 

he had reviewed it. There is also being returned to the Bureau as ah 
enclosure, one copy of the FBI Laboratory booklet and. one copy of the 


translated version of this booklet, which were previously furnished to 
this office. 


ee 
encls.6 с: 
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FOLLOWING SERIALS REMOVED FROM FILE AND 
DESTROYED IN ACCORDANCE WITH AUTHORITY 
CONTAINED IN 66-3286-698,^ w 9 
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A зрео e шыш. 
ў tr, Di. OA. Tomma... 
federal Rureau of Investigation 
United States Department af Justice 
Washington; A. C. ` 
J Bil sU December 6, 1939 


MuMORANLUM FOR NR. TOLSON 








р Pir. Tracy .. -— 


The following suggestions are being made for өле бетіні Әб». cem { 
the pamphlet entitled түне Federal Bureau of investigation" and if ------. 
approveá will be effectea immediately. This revision will be as of. ^ r7 
December 1, 1939, and 10,000 copies of the booklet will be prepared. 





Title Page: Revise to show the date of the publication as 
December 1, 1939. 


Page 2, paragraph 4: Revise to read: "The Director of the 
Federal Bureau of Investigation has under his direction 
52 field divisions strategically located in 52 key cities 
throughout the United States and its possessions. A list 
of the cities, together with the addresses and telephone 
numbers of the field offices, appears herein." 


Page 3: The chart showing the location of the field division 
distribution will be revised to include the six newly 
approved field divisions, namely: 
Albany - Suite 710, National Savings Bank Building, 
90 State Street, albany, New York. 
Grand Rapids - Suite 715, Grana Rapids National Bank 
Building, 148 Monroe Avenue, N. W., Grand 
Rapids, Michigan. 6-5337. 
Savannah - Realty Building, 20 Drayton Street, 
Savannah, Georgia. 
Phoenix ~ Suite 307, W. 0. Ellis Building, 137 North 
Secona Avenue, Phoenix, Arizona. 4-5766. 
San Diego — San Diego Trust and Savings Bank Building, 
530 Broadway, San Diego, California. Maine 3044. 
Baltimore - Suite 800, Court Square Building, 200 East 
Lexington Street, Baltimore, liaryland. 
This chart is at the present time in the che process ol of prepara. —_—+ 
tion, ESCORDED 
п р 2J440- [of 1 2 
Page 4: On this page will appeaTNeHexlist | lof offices and their “J 4 
locations as revised and will include .thé-six newly approved 
offices as mentioned above. DEG Yi 





| 














Mr. Tolson -2- . December 6, 1939 


Page 16, paragraph 4: This paragraph will be changed to read: 
"On December 1, 1939, there was & total of over 11,700,000 
fingerprint records and 12,800,000 index cards in the Bureau!s 
archives. Approximately 9,600 fingerprint records are being 
received in the Identification Division daily from nearly 11,000 
contributing law enforcement agencies throughout the world." 


Page 22, paragraph 4: The heading of this paragraph will be changed 
to "Uniform Crime Reporting." This paragraph as revised will 
read: ‘tore than 2,600 police departments throughout the 
United States, representing a population urea of over 67,700,000, 
make monthly and annual reports to the Bureau concerning offenses 
known and offenses cleared by arrest, and the number of persons 
held for prosecution. In adaition, reports are received from 
more than 1,600 sheriffs! oftices, State police organizations, 
and agencies in territories and possessions of the United States. 
The total number of participating law enforcement agencies is 
approximately 4,300, and the information forwarded together with 
the data compiled from the fingerprint cards received in the 
Bureau makes possible the collection of comparable crime statis- 
tics on a nation-wide scale. These statistics are issued 
quarterly in a bulletin known as "Uniform Crime Reports" which 
is sent to law enforcement officials and other interested 
individuals and agencies." 

The telephone numbers of the Albany, Baltimore and Savannah 
ala offices are not available at this time and since it is not known when 
` 4 this information wiil be received at the Seat of Government, it is sug- 
1 (ее gested that the publication be printed without that information. 


үт Respectfully, 


б 4 Ж . Éendon 











э илы Dr A IO КЕ 


== 


DEPARTMENT OF JUSTICE | 


Z 
© 
үч 
Е 
> 
c 
Е 
92 
6 
> 
= 
Fx 
© 
> 
= 
= 
pa 
= 
8 
el 
z 
pa 
Е 
A 
= 
2 
е 
ие 
E 


UNITED STATES 








FEDERAL BUREAU OF INVESTIGATION 





„ж 


UNITED STATES DEPARTMENT OF JUSTICH 


= 


AUGUST 1, 1939 











— * 


JOHN EDGAR HOOVER, THE DIRECTOR OF THE FEDERAL BUREAU OF INVESTIGATION, 
UNITED STATES DEPARTMENT OF JUSTICE. 
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Introduction 


This booklet is issued for the purpose of acquainting 

“ law enforcement officers and interested citizens with the juris- 
diction and numerous functions of the Federal Bureau of Investi- 

gation. The development of the FBI has been along cooperative 

lines and at all times its facilities are available to local, coun- 

ty and state law enforcement agencies in all problems of mutual 


interest. 
} The outline of the investigative jurisdiction, Iden- 
tification Division, Technical Laboratory, uniform crime reporting 
= project and the training facilities of the Federal Bureau of In- 


vestigation set forth herein, it is hoped will be retained for 
future reference and guidance. 


Law enforcement officers should feel free to con- 
tact the nearest Field Division of the FBI, or the headquarters 
in Washington, D. C., for assistance whenever necessary. In 
cases of emergency, a telegram or lorig distance telephone call 
might be necessary and the addresses and telephone numbers of 
the various Field Divisions are set forth on page 4. 


Director 
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Heberal Burean of Investigation 
Writer States Bepartucent ol Justice 


Зот 3 





бдаг x Hooves, Director 


Principal Officers of Ще 


De por lent of Justice 
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ng W reareo - “BY CONGRESS, ON JUNE 22, 1870. 
+ JHE DEPARTMENT OF JUSTICE BECAME IN REALITY ANC 
.XECUIIVE BRANCH OF THE GOVERNMENT. [PREVIOUSLY 
“THIS BRANCH. MAD LED A SOMEWHAT NOMADIC EXIS- 
TENCE, “BEING” QUARTERED FROM "TIME TO TME ІН 
VARIOUS PARTS OF OTHER FEDERAL- BYILONGS 
Dn wer, A TEN YEAR LEASE WAS TAKEN ot 
% IN, LOCATED ,AT THE INTERSECTION OF PENNSYLVANIA - 
AVENUE AND FIFTEENTH STREET. [DHE RIGGS BANK 
BUILOING PRESENTLY OCCUPIES THS SITE. [IN dez, 
CONGRESS AUTHORIZED THE PURCHASE OF THE FREED- 
MEN'S BANK BULONG, GIVING TO THE DEPARTMENT 
OF JUSTICE ITS FIRST REAL HOWE, інен, IN 699, 
CONGRESS APPROPRIATED €1,000,000 FOR THE » EREC- 
TION’ OF A DEPARTMENT OF JUSTICE BUILDING, THE 
BANK’ BUILDING’ “WAS VACATED 
RESCINDED WHEN NO SUITABLE SITE FOR THE NEW 
+ ¡SUÍLDIRGCÓUÓ BE BOUGHT. 


1917 


1899 TO 





| THREE FLOORS „ОҒ THE OLD * FREEDMEN'S BANK OULD, 


(Dus FUND was . ~ 


+ 





























EL 1899 UNTIL 1917 THE ATTORNEY GEN 
ERAL AND HIS STAFF OfCUPIED THE BUILDING LOCATED 
ON K STREET GETWEEN VERMONT AVENUE AND FiF- 
TEENTH STREET. [JHE OTHER UNITS OF THE 0€- 
“PARTMENT WERE DISTRIBUTED IN -VARIOUS PARTS ОҒ 
THE cy MO RELIEVE TH' INTOLERABLE SITUA- 
TION LEASE WAS TAKEN TO THE GULOING АТ, THE 
NORTHEAST CORNER OF VERMONT AVENUE "AND  K 
STREET . D'HE DEPARTMENT WAS DESTINED ТО ОЛ- 
iGROW THIS. BUILDING, » зз, 

Фи OCTOBER 25, 1934, THE PRESENT $ MAGNI= 
ЕКЕНТ DEPARTMENT OF JUSTICE. “SUILOING "WAÀ DEDI- 
CATED. Шт WAS BUILT IN THE SPIRIT OF THOSE 
LOFTY 1DEALISTS WHO FOUNDED THE TWELFTH CEN- 
TURY LAW SCHOOL AT BOLOGNA, WHO VISUALIZED JUS- 
TKE АС, "CLOTHED WITH DIGNITY, INEFFABLY SHINING 
"МҮН REASON ANO EQUITY, AND SUPPORTED OY Rtti- 
GION, LOYALTY, CHARITY, RETRIBUTION, REVERENCE AND 
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1917 TO 1934 


NEW DEPARTMENT OF JUSTICE BUILDING 
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THE FEDERAL BUREAU OF INVESTIGATION. 
UNITED STATES DEPARTMENT OF JUSTICE 


History 


The Federal Bureau of Investigation was founded in 1908, to 
provide the United States Department of Justice with a permanent inves- 
tigative force under its immediate control. It was first known as the 
Bureau of Investigation, and later as the Division of Investigation. Its 
present name, the Federal Bureau of Investigation, was finally adopted 
as more nearly descriptive of its status as the general investigative 
agency for the Federal Government. 


A As Congress passed new Federal laws extending the Bureau's 
investigative jurisdiction, its size and importance increased. Notable 
development in the earlier years of its growth followed the passage of 
the White Slave Traffic Act in 1910, and the passage of the National 
Motor Vehicle Theft Act in 1919, bringing within the jurisdiction of the 
Bureau a large and constantly increasing class of interstate violations. 


In 1924, while the Honorable Harlan F. Stone, presently 
a Justice of the United States Supreme Court, was Attorney General of 
the United States, the Bureau was reorganized and the working policies 
which are followed today -were established. One of the cardinal rules 
enunciated at that time was that the Federal Bureau of Investigation 
should be completely divorced from the vagaries of political influence. 
Another principle established was that promotion in the Bureau was.to 
be based solely upon proven ability and efficiency. 


Two other events of far-reaching importance to the Bureau 
took place in 1924. The first was the adoption of the present standards 
of qualifications for appointment as a Special Agent. To be eligible. 
for appointment, applicants had to be graduates of recognized law schools 
or expert accountants. The second was the creation of the FBI Identi- 
fication Division with the consolidation of criminal identification data 
maintained at Leavenworth Penitentiary with records of the. Internation- 
al Association of Chiefs of Police to form a national clearing house 
of criminal information in Washington, D. C. The Identification Divi- 
sion of the FBI started with 810,188 fingerprint records as a nucleus. 
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During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were put into 
general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded 
at Washington. 


Meanwhile, the Bureau was developing various services de- 


signed to promote cooperation between it and other law enforcement 


agencies-local, state and international. 


Recent legislation extended the authority of the Bureau to 
new fields. With the passage of these acts, the Bureau entered upon a 
phase of its history which has caused citizens generally to become more 
familiar with its activities. Amongst these enactments are the follow- 
ing: Federal Anti-Racketeering Statute; the Federal Reward Bill; To 
Provide Punishment for Killing or Assaulting Federal Officers; Extor- 
tion by Means of Telephone, Telegraph, Radio, Oral Message, or Other- 
wise; Providing Venue for Prosecution in Extortion Cases; Fleeing from 
One State to Another to Avoid Prosecution or Giving Testimony in Cer- 
tain Cases; The National Stolen Property Act; Robbery of Banks Organ- 
ized or Operating Under Laws of the United States or of Any Member of 
the Federal Reserve System, and Amended to Include All Banks Holding 
Insurance Issued by the Federal Deposit Insurance Corporation; Extend- 
ing Section 5209 of Revised Statutes (United States Code, Title 12, 
Section 592) Relating to the Misapplication, Abstraction, Embezzlement, 
Et Cetera, on the Part of Bank Employees to Include All Insured Banks 
of the Federal Deposit Insurance Corporation; Crimes in Connection 
with Federal Penal and Correctional Institutions; To Provide for Pros- 
ecution of Federal Prisoners Who Escape While Awaiting Trial; Power 
of Arrest for Special Agents of the Bureau, and the Right to Carry 
Firearms; The National Firearms Act; The Federal Kidnaping Statute; 
and the Federal Extortion Act. 


ORGANIZATION 


Field Divisions 


The Director of the Federal Bureau of Investigation has under 
his direction forty-five field divisions strategically located in forty- 
five key cities throughout the United States and its possessions. A 
list of the cities, together with the addresses and telephone numbers 
of the field offices; appears herein. 
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OFFICE 


1 Aberdeen, S. D. 
2 Atlanta, Ga. 

3 Birmingham, Ala. 
4 Boston, Mass. 

5 Buffalo, N. Y. 

6 Butte, Montana 

7 Charlotte, N. C. 
8 Chicago, Illinois 
9 Cincinnati, Ohio 
10 Cleveland, Ohio 
11 Dallas, Texas 

12 Denver, Colorado 
13 Des Moines, Iowa 
14 Detroit, Mich. 

15 El Paso, Texas 
16 Honolulu, Hawaii 
17 Huntington, W. Va. 
18 Indianapolis, Ind. 
19 Juneau, Alaska 
20 Kansas City, Mo. 
21 Knoxville, Tenn. 
22 Little Rock, Ark. 
23 Los Angeles, Calif. 
24 Louisville, Ky. 
25 Memphis, Tenn. 
26 Miami, Florida 
27 Milwaukee, Wis. 
28 Newark, N. J. 

29 New Orleans, La. 
30 New York, N. Y. 


31 Oklahoma City, Okla. 


32 Omaha, Nebr. 

33 Philadelphia, Pa. 
34 Pittsburgh, Pa. 

35 Portland, Ore. 

36 Richmond, Virginia 


37 Salt Lake City, Utab 


38 San António, Texas 


39 San Francisco, Calif. 
40 San Juan, Puerto Rico 


41 Seattle, Washington 


42 Springfield, Illinois 


43 St. Louis, Mo. 
44. St. Paul, Minn. 
45 Washington, D. C. 


BUILDING 


310 Federal 
501 Healey 
$20 Federal 


10 Post Office Square, Room 1016 


400 U. S. Court House 

302 Federal 

914 Johnston 

1900 Bankers' 

1130 Enquirer 

1448 Standard 

1206 Tower Petroleum 

518 Railway Exchange 

189 Insurance Exchange 

911 Federal 

202 U. S. Court House 

313 Federal 

700 West Virginia 

323 Federal 

515 Federal and Territorial 

1612 Federal Reserve Bank 

407 Hamilton National Bank 

500 Rector 

810 South Spring, Room 603 

633 Federal 

2401 Sterick 

1300 Biscayne 

1021 Bankers’ 

936 Raymond-Commerce 

1308 Masonic Temple 

607 U. S. Court House, 
Foley Square 

940 First National 

629 First National Bank 

1300 Liberty Trust 

620 New Federal 

411 U. S. Court House 

601 Richmond Trust 

301 Continental Bank 

478 Federal 


One Eleven Sutter, Room 1729 


800. Joseph Vance 
1107 Illinois 


423 U.S. Court House € Custom House 


404 New York 


2266 United States Department of Justice 


OFFICE PHONE 


4652 

Walnut 3698 
4-1877 
Liberty 8470 
Cleveland 2030 
2-4734 

3-4127 
Randolph 6226 
Cherry 7127 
Prospect 2456 
2-9086 

Main 6241 
3-8998 
Cadillac 2835 
Main 1711 
4621 

8928 

Riley 5416 
618 

Victor 3113 
3-7928 

6734 

Mutual 3277 
Jackson 5139 
8-4236 

8-5558 

Daly 3431 
Market 2-5511 
Raymond 9354 


Rector 2-3520 
2-8186 
Atlantic 8644 
Locust 0880 
Grant 0800 
Atwater 6171 
3-0169 
Wasatch 1797 
Fannin 8052 
Exbrook 2679 


Main 0460 

7923 

Garfield 0360 (2120)* 
Garfield 7509 
National 5303 


*Telephone number to be used for calls after 5 P.M., on Saturday Afternoons and Holidays. 

The telephone number for the Bureau at Washington, D. C. is NATIONAL 5303. 

The teletypewriter number for each Field Office including the Bureau at Washington is 0711 
except the New York City Office which is 1-0711. 
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In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Special Agent in Charge, who in turn is responsible to the Washington 
headquarters of the Bureau. Each field division covers a specified 
territory but the work of all offices is coordinated. Thus, if one 
field office obtains information requiring action in another section of 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington headquarters of the Bureau. 
Copies of every field division report are submitted to Washington where 
consolidation of the data is effected in each case permitting the co- 
ordination of all investigative activity. 


The number of members on the staff of each field office 
fluctuates according to the volume of the work to be performed, and 
Special Agents are transferred from one office to another as the exi- 
gencies of the service require. 


Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifica- 
tion Division and Technical Laboratory and the collection of crime sta- 
tistics. It also conducts training academies for Special Agents and 
police officers. 


Personnel 


Applicants for the position of Special Agent must be between 
the ages of twenty-three and thirty-five, and must be graduates of rec- 
ognized law schools who have been admitted to the bar and had at least 
two years of legal or business experience, or graduates of recognized 
accounting schools who have had at least three years of practical com- 
mercial accounting or auditing experience. 


These applicants are thoroughly investigated, and appoint- 
ment is conditioned upon the possession of personal integrity of high 
order, academic training, personality, character, and experience as well 
as other basic factors necessary for the development of new agents as 
successful investigators. 


Approximately 85 per cent of the Special Agents of the Fed- 
eral Bureau of Investigation have had legal training or were expert 
accountants before entering the Bureau. 
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University degrees are held by approximately 80 pe. cent of 
the Bureau’s Special Agents. A number of Special Agents speak fluently 
at least one of 20 foreign languages, and prior to appointment were en- 
gaged in approximately 112 vocations in the fields of Science, Educa- 
tion, Industry and Business. 


Training 


The Bureau maintains especially equipped rooms in. the De- 
partment of Justice Building set aside for training academy purposes. 
The facilities of the Bureau's Technical Laboratory, Identification Di- 
vision, gymnasiums, and indoor and outdoor ranges are utilized during 
the training course. 


A regular faculty of full-fime instructors and more than fif- 
ty experts on various phases of crime detection and investigative tech- 
nique comprise the Bureau's staff of lecturers. This staff is supple- 
mented by a group of distinguished criminologists who are connected 
with colleges, universities, social and civic organizations, an” law 
enforcement agencies throughout the United States. Training is afforded 
to all newly appointed Special Agents; to. members of the FBI National 
Police Academy, which trains members of local and state law enforce- 
ment agencies; and to the experienced Special Agents of the Bureau, 
who, from time to time, are given retraining courses. 


The training academy curriculum includes studies and prac- 
tical training in many subjects which are. organized under the following 
headings: 


Scientific and Technical 

Statistics, Records, and Report 
Writing 

Firearms Training: and First Aid 

Investigations, Enforcement and 
Regulatory Procedure 

Tests and Practical Experience 

Administration. and Organization 


Training is, likewise, provided for the Bureau’s executive 
staff and clerical and stenographic employees. 
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CRIMINAL. IDENTIFICATION BY FINGERPRINTS BENG DEMONSTRATED BEFORE CLASS OF ‘SPECIAL AGENTS, 
TRAINING SCHOOL, FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE. 
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Retraining 


Experienced Agents are returned to Washington for inservice 
training purposes approximately every 18 months, so that they may be 
constantly informed in the latest methods of scientific crime detection 
and criminal apprehension, 


INVESTIGATIVE JURISDICTION 


The Federal Bureau of Investigation has investigative ju- 
risdiction over all violations of Federal laws and matters in which 
the United States is or may be a party in interest, except those mat- 
ters specifically assigned hy Congressional enactment or otherwise to 
other Federal agencies, and performing other duties imposed upon it by 
law. It does not have investigative jurisdiction over violations of the 


‘Counterfeiting, Narcotic, Customs and Smuggling, Postal or Immigration 


Laws. Among those matters under the primary jurisdiction of this Bu- 
reau are the following: 


Administrative Investigations 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations - 

Crimes on the High Seas 

Crimes in Alaska 

Crimes in Connection with Federal Penal and 
Correctional Institutions 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Destruction of Government Property 

Espionage 

Extortion Cases | 

Federal Anti-Racketeering Statute 
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Federal Kidnaping Act 

Federal Reserve Bank Act 

Frauds Against the Government 

Harboring of Federal Fugitives 

Illegal Wearing of Service Uniforms 

Impersonation of Federal ‘Officials 

Interstate Transportation of Explosives 

Interstate Flight to Avoid Prosecution or 
Testifying in Certain Cases 

Intimidation of Witnesses " 

International Claims 

Killing or Assaulting Federal Officer 

Larceny from Interstate Shipments + 

Location of Escaped Federal Prisoners 

Migratory Bird Act 

National Bank Act 

National Motor Vehicle Theft Act 

National Stolen Property Act 

Neutrality Violations 

Obstruction of Justice. 

Peonage Statutes 

Passports and Visas 

Patent Violations 

Parole and Probation Violations, Federal 

Perjury 

Pérsonnel Investigations 

Red Cross Violations 

Robbery of National Banks, Member Banks of 
Federal Reserve System, and Insured Banks 
of the Federal Deposit Insurance Corporation 

Theft or Embezzlement of Government Property 

Treason 

Veterans Administration Violations 

White Slave Traffic Act 


«А 


Among the laws most frequently violated which are under the 
investigative’. jurisdiction of the Federal Bureau of Investigation are 
the following: 

Antitrust Laws. 

Violations of these statutes are usually reported by business 

concerns which have suffered injury by reason of a combinátion or con- 
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spiracy operating in restraint of trade between the States. Any infor- 
mation regarding contracts, combinations or conspiracies in restraint of 
interstate trade, or tending toward a monopoly, and any acts of inter- 
ference with interstate tradé or commerce should be reported to the 
Federal Bureau of Investigation. . 


Bankruptcy Violations 


Violations of this Act are usually reported by referees in 
bankruptcy, trustees, credit associations, or creditors. However, the 
receipt of information will be appreciated which may be obtained rela- 
tive to violations of this Act, such as concealirig money, merchandise, 
or property either beforé or after the filing of the bankruptcy petition;: 
concealing, destroying, mutilating, or falsifying boohs and records be- 
fore or after the bankruptcy’ ‘petition was filed; -receiving concealed 
property; or perjury or fals е: саш ; 


radeon tied: that shipments were ‘unde from the bankrupt store 
late at night or in a covert manner; that vans or trucks were loaded at 
the bankrupt’s premises; that the bankrupt hastily liquidated his affairs 
immediately prior to closing by sacrifice or below-cost sales, all are 
significant of irregularities and are a material aid to the. progress of 
the investigation. Attempts on the part of the bankrupt to collect old 
accounts after proceedings have been instituted also indicate possible 
violations. 


бї on Government Reservations 


The investigation of all types of crimes committed on Gov- 
erniment reservations, including Indian reservations, or in any Govern- 
ment building, or on other Govérnment property, is under the- jurisdic- 
tion of the Federal Bureau of Investigation, and any information con- 
cerning such crimes should be forwarded to the nearest field office. 


Escaped Federal Prisoners and Fugitives : 


The Federal: Bivens of Investigation conducts investigations 
for the purpose of locáting and causing the arrest of. persons who are 
fugitives from justice by reason of violations of the Federal laws over 
which the Bureau has jurisdiction, of escaped Federal prisoners, and 
parole and probation violators. When the arrest of a Federal fugitive 
from justice is not brought about within a reasonable time, an Identi- 
fication Order is distributed to peace officers in all parts of the 
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country; containing the name, photograph, fingerprints and description of 
the fugitive together with all available information which might prove 
helpful in bringing about his arrest. When thé fugitive is apprehended, 
an Apprehension Order is issued so that all efforts to locate the indi- 
vidual may be discontinued. 


It is highly important in investigations relating to fugitives 
from justice that ary information secured be forwarded to the nearest 
field office without delay. 


Extortion 


Whoever with intent to extort from any person, money or other 
things of value, mails or causes to be mailed any communication con- 
taining any threat (1) to injure the person or property of any person, 
or (2) to kidnap any person, or (3) containing any demand or request for 
ransom or reward for the release of a kidnaped person, is chargeable 
with a Federal violation. If the message is transmitted interstate by 
means of telephone, telegraph, radio, or orally, there is likewise a vi- 
“olation of the Extortion Statute. 


Federal Fugitive Act 


An Act approved on May 18, 1934, makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce with 
intent to avoid prosecution for murder, kidnáping, burglary, robbery, 
mayhem, rape, assault with a dangerous weapon or extortion, accompanied 
by threats of violence or for an attempt to commit any of the foregoing 
offenses. This Act also makes it a Federal offense for any person to 
travel in interstate or foreign commerce to avoid giving testimony in 
any criminal proceedings in such place in which the commission of a 
felony is charged. 


Federal Anti-Racketeering Statute 


An Act approved on June 18, 1984, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by ob- 
taining or attempting to obtain by threat, force, violence or coercion, 
the payment of money or other valuable considerations for the purchase 
or rental of property or protective services. This Statute further makes 
it a Federal offense for any person to obtain the property of another 
with his consént through the wrongful use of force or fear or under the 
color of official right when interstate commerce or trade is affected. 
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This Act further penalizes the commission or threats to commit any acts 
of physical violence or physical injury toa person or property in further- 
ance ofa plan or purpose to interfere with interstate trade or commerce. 


Impersonation 


Whenever information is received by a peace officer or law en- 
forcement official which indicates that an individual has falsely claim- 
ed to be an officer or employee of the United States and that such in- 
dividual fraudulently acted as if he were a Federal officer, or that he 
obtained or demanded anything of value, such as loans, credits, money, 
documents, or the cashing of checks, such information should be trans- 
mitted to the Federal Bureau of Investigation, which will begin an im- 


. mediate inquiry to determine whether a Federal law bas been violated. 


PE 


Kidnaping 


Under the provisions of an Act of Congress approved by the 
President on May 18, 1934, whoéver transports or aids in transporting 
in interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried away 
by any means whatsoever and held for ransom or reward or otherwise is 
guilty of violating a Federal Law. Also, if two or more persons enter 
into an agreement, confederation, or conspiracy to violate the provisions 
of this Act and do any overt act toward carrying out such unlawful 
agreement, confederation, or conspiracy, such person or persons are 
guilty of violating the Federal kidnaping law. Further, on January 24, 
1936, the President approved an act making it a violation to receive, 
possess or dispose of any money knowing the same to have been delivered 
as ransom or reward. Cases of this nature are investigated by the 
Federal Bureau of Investigation. Any information regarding cases of 
this nature in the possession of law enforcement officials or citizens 


. indicating a violation of this law should be promptly transmitted to 


the nearest field office, or the Buréau may be called direct by calling 
collect National 7117, Washington, D. C. 


Larceny From Interstate Shipments 





Any. facts which indicate that any person or persons have stolen 
anything being shipped from one state to another state, from any freight 
or express shipment or passenger car, or that any person has received 
anything which was stolen from such shipments should he reported to the 
proper field office. 
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National Bank and Federal Reserve Acts 


Thése statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of the 
above Acts, such as embezzlement, abstraction, or misapplication of 
funds, and the making of false entries in the books of a National Bank 
or a Member Bank of the Federal Reserve System, or in reports to the 
Comptroller of the Currency. An Act was approved August 23, 1935, ex- 
tending the penal provisions of the above acts to Insured Banks of the 
Federal Deposit Insurance Corporation. 


National Motor Vehicle Theft Act . 


Persons who transport a stolen motor vehicle from one state 
to another state, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile and 
there is reason to believe that his possession. of the motor vehicle is not 
lawful and that it has been stolen and transported in interstate or for- 
eign commerce, if the facts are called to the attention of the Federal Bu- 
reau of Investigation, an investigation will be made to determine wheth- 
er there has been a violation of the National Motor Vehicle Theft Act. 


National Stolen Property Act 


‘This Act, approved on May 22, 1934, makes it a Federal of- 
fense to transport or cause to be transported in interstate or foreign 
commerce any goods, wares or merchandise, securities or money of the 
value of $5,000 or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purloin knowing the same to have been so sto- 
len or taken. This Act also penalizes the receiving, concealing, stor- 
ing, bartering, selling or disposing of goods, wares or merchandise, se- 
curities or money of the value of $5,000 or more by a person knowing 
the goods to be stolen. This Statute also makes it a Federal offense 
for any person to pledge or accept as security for a loan any goods, 
wares or merchandise, or securities of the value of $500 or more, which 
have beer stolen or feloniously taken by fraud from an interstate or 
foreign shipment. 


14 














e e 


 Robbery of National Banks, Member Banks of the Federal 
Reserve System, and Insured Banks of the Federal Deposit 
Insurance Corporation 


On May 18, 1934, there was approved by the Presidént a Stat- 
ute which makes it a Federal offense to rob any National Bank or Mem“ 
ber Bank-of the Federal Reserve System. This Act covers the taking by 
force and violence, or by putting in fear, of any property in the care, 
custody, “control, management or possession of any Federal Reserve Mem- 
ber Bank or National Bank. This Statute also penalizes the assault of 
any person or the placing in jeopardy of the life of any person by the 
perpetrators of the robbery of a National Bank or Member Federal Re- 
serve Bank. The Statute also expressly covers the killing or kidnaping 
of any person in connection with the robbery of a Federal Reserve Mem- 
ber Bank or a National Bank: An Act of Congress, approved August 23, 
1935, extended the provisions of the Federal Bank Robbery Act to In- 
sured Banks of the Federal Deposit Insurance Corporation.. On August 
24, 1937, the Federal Bank Robbery. Act was amended to cover burglaries 
and larcenies committed in National Banks, Member Banks of the Federal 
Peserve System, and Insured Banks of the Federal Deposit Insurance 
Corporation. 


Theft, Embezzlement, or Illegal Possession of Government Property 


It is a violation of -a Federal law to embezzle, purloin, or 
steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Bureau has investigative 
jurisdiction over offenses of this nature. 


White Slave Traffic Act 


The White Slave Traffic Act is frequently referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans- 
‘port or cause to be transported, or aid or assist in obtaining transpor- 
tation for, or in transporting, in interstate or foreign commerce, any 
woman or girl for the purpose of prostitution or debauchery, or to en- 
gage in other immoral practices, shall be deemed guilty of a felony. 
‘The Federal Bureau of Investigation-is desirous of receiving any infor- 
mation which indicates a violation of this Act. Law enforcement agen- 
cies, officers, and citizeris are invited to advise the Federal Bureau of 
Investigation of any information in their possession indicating a vio- 
lation of any of the foregoing Federai laws. 
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In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of our nearest field 


office. 
United States. Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
'ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved, 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at. Washing- 
ton, D. C., which serves as a central clearing house of records per- 
taining to criminals. The information contained in the. Bureau’s iden- 
tification files is based primarily upon fingerprints, and constitutes 
the largest and most complete collection of current value in existence. 


On July 1, 1939, there was a total of 10,771,163 finger- 
print records and 12,026,576 index cards in the Bureau's archives. Ap- 
proximately 5,500 fingerprint records are being received in the Identi- 
fication Division daily from 10,528 contributing law enforcement agen- 
cies throughout the world. 


All peace officers are invited to avail themselves of the 
data on file in the Identification Division of the Federal Bureau of 
investigation. The service is given without cost to all regularly con- 
stituted law enforcement officers and agencies desiring it. Fingerprint 
cards, franked envelopes, and disposition sheets for the purpose of re- 
porting action taken subsequent to arrest, are supplied without charge 
-on request from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 
enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been Iccated,. is sent to the contribu- 
tor. This record is of value to the Prosecutor and the Judge before 
whom a case is tried as it is oftentimes studied before determining 
the length and character of sentence which the court imposes on a con- 
victed person. 
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A PORTION OF THE FINGERPRINT FILES SECTION OF THE IDENTIFICATION DIVISIÓN, 
FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE, WHERE 
THE FINGER IMPRESSIONS OF CRIMINALS ARE CLASSIFIED AND COMPARED, 
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In conducting its identification work the Federal Bureau of 
Investigation is essentially a cooperative organization and can furnish 
to contributing law enforcement agencies only that information which it 
receives from them. The assistance of the police, sheriffs, wardens, 
state identification bureaus, and similar agencies has been very grat- 
ifying, but despite the splendid results which have been accomplished, 
it is felt that the FBI can render even more effective service when 
it receives all of the fingerprint records which law enforcement offi- 
cials are in a position to furnish. It is obvious that even better ser- 
vice can be given by the Bureau as its records become more complete. 
All peace officers are therefore invited to make the fullest possible 
use of this cooperative project. - 


Fingerprint records prove of value in determining if appli- 
cants for positions under the Civil Service of the Federal, State, county 
or municipal governments have a previous record on file which might 
show the applicants are not of a proper character to receive the ap- 
pointment. Applicant fingerprints, however, are only searched through 
the Bureau’s criminal files when submitted by law enforcement agen- 
cies. 


Wanted Notices 


Law enforcement officials, seeking the apprehension of fugi- 
tives, follow the practice of notifying the Bureau to this effect, where- 
upon "wanted" notices are posted on the fingerprint records in the Iden- 
tification Division. If the individuals involved should subsequently be 
arrested .elsewhere on other charges and their fingerprints taken and 
forwarded to the Bureau, the officials who placed the "wanted" notices 
are immediately apprised of the fact either by air mail, special deliv- 
ery or telegraph. Approximately 650 fugitives from justice are located 
monthly through fingerprint comparison. 


International Exchange 


In March, 1932, the international exchange of fingerprint rec- 
ords was begun. This service not only provides a means for furnishing 
a subject’s complete criminal history for assistance of prosecuting at- 
torneys, judges and parole officials in their respective activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may be 
identified as fugitives. 
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The exchange of fingérprints is now carried on with 89 for- 
eign countries, colonies, and territorial possessions of the United 
States and the fingerprints of persons arrested will be sent upon re- 
quest of the contributing law enforcement agencies. 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 


gerprints of kidnapers, bank robbers, extortionists, and other notorious 


criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of 
identifying latent fingerprints left at the scenes of crimes by kid- 
napers, bank robbers and extortionists. Unless latent fingerprints of 
such offenders are those of the individuals whose separate impressions 
are filed in the single-print collection, it is difficult for the Bureau 
to identify the latent prints. However, if the names or aliases of any 


suspects. are furnished the Bureau, together with descriptive informa- 
tion, then the actual prints may be compared with the latent impres- 


sions and thus it may be possible to establish an identification. 
Civil Identification 


The latest service of the Identification Division is its Civ- 
il Identification Section in which are filed the fingerprints of law- 
abiding citizens. The fingerprints of many distinguished people are 
included in this collection. 


By having his fingerprints on file in the Civil Identific.- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, 
earthquakes or other disasters may also be identified through finger- 
prints, when their identity is otherwise unascertainable. In cases of 
kidnaping, it is of assistance to the investigating officials to have 
available the fingerprints of the victim. These are but a few of the 
purposes which may be served by having one’s fingerprints on file in 
the Bureau’s Civil Identification Section. All citizens are invited to 
place their prints on record in the civil identification files which 
are kept entirely separate from those..in the- criminal file. 


19 








TECHNICAL LABORATORY 


In the latter part of the year 1932 the Federal Bureau of In- 
vestigation, United States Department of Justice, established a Techni- 
cal Laboratory to perform work of a scientific character, which might 
prove of assistance in its investigative cases. Previously it had been 
customary, in iristances considered desirable for the Bureau to have tech- 
nical experts outside its organization make scientific analyses. The 
importance and growth of this phase of the Bureau’s investigative ac- 
tivity and the desirability of having the work under its close supervi- 
sion led to the conclusion that the establishment of a Technical Lab- 


oratory was essential. The development of this laboratory has been ` 


carefully planned by the Bureau with the assistance and advice of known 
and recognized authorities in the field of scientific endeavor. 


At the present, examinations are made in the laboratory of 
documents or letters to determine the identity of the handwriting ap- 
pearing thereon, as well as any other information which may prove help- 
ful in the investigation of the case, facilitated by the use of preci- 
sion rulers, a synchrisiscope, binocular magnifiers, micrometer calipers, 
color charts, and special apparatus for ultra-violet light and infra-red 
sources. | 


In addition, comparison microscopes, . a helixometer and spe- 
cial photographic equipment are used in the important phase of the 


scientific work relating to the examination of bullets and exploded 


shells. 


Reproducing by пове or other 516: is 3 duoifier feature 
which the laboratory is equipped to undertake. This consists of the 
making of casts of objects of evidence or of parts of the human body 
for record purposes. Microanalyses of hair and textile fibres are like- 
wise considered an essential and important part of the technical duties, 
and chemical analyses of stains including blood tests аге performed from 
time to time. Spectrographic and SPEC OME EE apparatus is available 
and X- “ray equipment is in use. 


Also among the equipment of the laboratory are reference 
collections of automobile tire tread designs, various types and sizes 
of bullets and cartridge cases of both American and foreign manufac- 
ture, a fibre file of animal and vegetable fibres, a collection of hand- 
writing specimens of many criminals, etc. 








— ә” * 2 СОР 
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Besides conducting technical investigations in current 
cases, the technicians at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements. 


The facilities of the Technical Laboratory are made a- 
vailable wherever possible to all law enforcement agencies without 
charge. In transmitting evidence to the laboratory for the purpose of 
having it examined, it should be labeled "evidence for the labora- 
tory."- 


THE FBI LAW ENFORCEMENT BULLETIN 


Each month the Federal Bureau of Investigation issues a 
publication entitled "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its 
Identification Division. This publication lists the names, aliases, 
descriptions, fingerprint classifications and a reproduction of one fin- 
ger impression of wanted fugitives in aggravated state crimes, together 
with the names and addresses of law enforcement agencies to be noti- 
fied in the event the fugitives axe located. The bulletin is also used 
as a medium for the dissemination of scientific information of interest 
to peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 


CRIME STATISTICS 


More than 2,600 police departments throughout the United 
States, representing a population area of over 67,500,000, make month- 
ly and annual reports to the Bureau. In addition, reports are received 
from more than 1,600 sheriff’s offices, state police organizations, and 
agencies in possessions of the United States. The total number of par- 
ticipating law enforcement agencies is approximately 4,200, and they 
forward reports concerning offenses known and offenses cleared by ar- 
rest, and the number of persons held for prosecution. This informa- 
tion, together with data compiled from the fingerprint cards received 
in the Bureau, makes possible the collection of comparable crime sta- 
tistics on a nation-wide scale. These statistics are issued quarterly 
in a publication known as "Uniform Crime Reports," which is sent to 
law enforcement officials and other interested individuals and agencies. 
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FBI NATIONAL POLICE ACADEMY 


In July, 1935, the FBI National Police Academy was be- 
gun. Thus, for the first time, the type of instruction and training 
offered to Special Agents was made available to local, municipal, county 
and state law enforcement officers. 


The course pursued by these officers is of three months’ du- 
ration, covering administrativé features of police work, discussion and 
consideration of everyday police problems, and practical training in the 
performance of enforcement duties. The course is free, the only cost 
to those attending being transportation and living expenses while in 
Washington. Those officers attending are selected representatives under 
forty-six years of age from their respective local, municipal, county and 
state law enforcement agencies, based upon applications which have been 
filed with the Federal Bureau of Investigation. 


ACCOMPLISHMENTS 


In the past fifteen years a total of $52,370,222.08 was ap- 
propriated for the operation of the FBI, while savings, fines and re- 
coveries resulting from the investigative activities of the FBI totaled 
$251, 855, 353.35. This does not include the value of the many coopera- 
tive facilities to American law enforcement agencies which are rendered 
free of charge. Some of the Bureau's accomplishments during the fiscal 
year ended June 30, 1939 were: 


Convictions in 96% of the cases investigated which were 
brought to trial, 


. Imposition of sentences totaling over 16,948 years, in ad- 
dition to 12 life sentences. 


Location of 1,890 Federal fugitives from justice, 


The assistance, through the Identification Division, to var- 
ious law enforcement officials in locating 7,933 fugitives. 
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Crime Statistics 


_ More than 1,900 police departments throughout the United 
States, representing a population area of over 63,000,000 make monthly 
and annual reports to the Bureau of offenses known and offenses 
cleared by arrest, and the number of persons held for prosecution. 
This information, together with data compiled from the fingerprint 
cards received in the Bureau, makes possible the collection of 
comparable crime statistics on a nation-wide scale. These 
statistics are published aus de a publication known as 
"Uniform Crime Reports," which is sent to law enforcement officials 


and other interested agenciese 


Technical Laboratory 


When the Special Agents in the field, in the course of 
their investigations, encounter any form of evidence requiring analysis, 
they forward the specimens to the Bureau's Technical Laboratory at 


Washington. Here experts examine the specimens and in many cases furnish 


a ku эла ЖМА —** ep os tubo we CBE. ue oec Mv eu, 
Scientific information(By-—meers-of-whtchr-the-ceses-arecsotyen ) 


Testimony of such experts is also used as evidence in court. 


Some of the instruments used by these experts to arrive 











at their findings include comparison microscopes, microscopes for 


examining handwriting, the ultra-violet ray lamp for the indentification 

of invisible writing found in secret document, infra-red ray equipment, 

special cameras for photographing specimens, chemical apparatus for 

the examination of blood stains, qualitative and quantitative — 
іл. te hae 


— fe, 242 QU. LD: л <= 46-49 
analyses, powders, chemicals Вов бон неа -oying-the-üse 


“Of gasalleirays-of Light, and similar equipment. 

Паһ ia Heap of) these instruments the laboratory tech- 
nicians examine bullets and exploded shells, paper and water marks, 
make casts of objects of evidence such as deathmasks, footprints 
and tiremarks for use in trials, conduct micro~analyses of hair and 
textile fibres and chemical analyses of stains. 

Also among the equipment of the laboratory are reference 
collections of automobile tire tread designs, various types and 
sizes of bullets and cartridge cases of both American and foreign 
manufacture, a fibre file of animal and vegetable fibres, a col- 
lection of handwriting specimens of many criminals, etc. 

Besides conducting technical investigations in current 
eases, the technicians at the Bureau Laboratory engage in research 
to develop new techniques for the solution of crime and to study 


methods and practices in use by police departments to effect construct- 


ive improvements. 
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or persons with extensive law enforcement experience. Those 
with legal and accounting qualifications must also have had 
at least two years of commercial or professional experience 
or their equivalent. 

These applicants are thoroughly И and 
appointment is conditioned upon the posession of personal 
integrity of high order, academic training, personality, char- 
acter, and experience as well as other basic factors necessary 
for the development of a new agent as successful investigators. 


More than ааа cent of the Special Agents 


Laue Lod Legh ates. cp j 
of the Federal Bureau of Investigation i ¡vers or avd 


Ax » 
' о " / 24 . 
expert accountants! о сы 


P I " 

Included in the investigative personnel of the 
Bureau are former Texas m State Troopers, Sheriffs, 
chiefs of police, detective — chiefs, and detectives. 

Other Special Agents were once teachers in colleges and high 
schools; still others were engaged’ in banking, insurance, sales, 
newspaper work, — and many other vocations. 

After thorough instruction in the Bureau's training 
school the new agent works with seasoned agents for a considerable 
period and receives trial assignments. Gradually his assignments 
are increased in volume and importance until eventually he is 


qualified to investigate every type of violation which Special 


Agents are required to probe. 
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JOHN EDGAR HOOVER 
DIRECTOR 
federal Bureau of Investigation ` 
JEM: VP United States Department of Justice | 
Washington, A. €. ж 


February 21, 1938. 


MEMORANDUM FOR MR. TOLSON 


Pursuant to your instructions, it is suggested that. the 
pemphlet, "The Federal Bureau of Investigation", be revised and 10,000 
copies of this publication be printed for distribution. The following 
chenges should be made in the revised edition: ` i 


Page 2, Paragraph l, Line 9 -- "forty-seven field divisions” should 
be changed to "forty-five field divisions." 


Page 5 -- A new chart should be included showing the omission 
of the Hartford end Phoenix Offices and a re-allocation of this 
territory. 


Page lh == An up-to-date mailing list of the offices and addresses 
should be included. 


Page 5, line 1 -- "forty-seven key cities" should be changed 
to "forty-five key cities." 


Paragraph l, Line 2 -~ "twenty-five" should be changed 
to "twenty-three." 


Page 7, Line 1 -- "8l, per cent" should be changed to "82 per cent." 

Paragraph 2, Line 1 -- "76 per cent" should be changed to 
"78 per cent." 

Paragraph 2, Line 2 -- "21 foreign languages" should be 
changed to "20 foreign languages." 

Paragraph 2, Line [ -- "100 vocations" should be changed 
to "110 vocations." 


Page 16, Paragraph l, -= This paragraph should be changed to read: 
"On February 1, 1938, there was a total of 8,132,56L, fingerprint 
records and 9,411,429 index cards in the Bureau's archives. On 
February 1, 1938, approximately 6,900 fingerprint records were 
being received in the Identification Division daily from 10,630 
contributing law enforcement agencies throughout the world." 


Page 19, Paragraph 1, Line 1 -- "81 foreign countries" should 
be changed to "83 foreign countries." 


























Memorandum for Mr. Tolson -2- February 21, 1938. 


Page 22, Paragraph 5, Line 2 -~ "65,000,000" should be changed 
to "65,722,000." 
. Paragraph 5, Line  -- "1,100 sheriff's offices" should 
be changed to "1,278 sheriff's offices." 
Paragraph 5, Line 6 -= "3,131" should be changed to 
"3 s123. " 


Page 22 -- This page showing the number of persons arrested 
between the ages of 16 and 2h, should include the new chart dated 
January 1, 1928. 
With these changes, this pamphlet will be brought up to date. 
Respectfully, 


€ 


1. В. Nichols. 
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February 21, 1958, 





LELORANLU TOR | tte TOLSON 
AA A A O ERECT EIS 


Tursuant to your instructiors, it is surrested that the 
pecphiet, "The Teceral Durean of Investiration", be revised and 10,000 
copies of this publication be printed for distributions the following 
chances should be rade in tho revised edition: 


Face 2, Foracraph h, Lino 2 += “forty-seven field divisions" should 
be chanced to "forty-five field divisions." 


lare 5 -- А now chart should be incluced stoviar tho ozission 
of to Lartforü and imoenix Offices and & re«slloostion of this 
territory, 


lape i, «= An upetoecate mailin.: list of the offices and a dresses 
should be included. 


lace 5, Line l -= "forty=seven kay clties" srould be chanced 
to "fortyefive key olties." 


Feracraph h, Line 2 «= "twenty-five" sould be chanced 
to “twenty-three.” 


Face 7, Line 1 n» Gl per cent siovld be chanced to "84 per cent.” 

iareraph 2, Lino 1 == "76 per cext" should be changed to 
"78 per cent. ш 

їагасгарһЬ 2, Line 3 == "21 forei;n ian;uares" should be 
ehanred to "SO forei(n langveres," 

ieracrapa 2, Line i, «= "100 vocatiors” skould be chanced 
to "110 vocations.” l 


Taco lo, Faracraph lh «- This paracraph should bo chanced to reads 
"On lebruary 1, 1933, there was a total of 3,132,561, fincerprint 
records ‘and 9,111,129 index cards in the Jurcauts archivese Cn 
Tebrvary 1, 1935, approximately 6,900 finrerprint records vere 
being received in the Identification Livision daily fron 10,630 
contributing law enforcement arencies taroughout tho world." 


Fare 19, reracragh 1, Line 1 +». "51 foreirn countries" s!.orld 
bo changed to "83 foroicn comtbrics.” 











x aR o о шш — — —— — — 
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Leroranck. for Lr. üolcon - 2 ~ Гоотоагу 21, 1958. 


lare 22, Farapraph 5, Line 2 «= "65,000,000" should 09 crenped 
to "65,722,000." 

Paracreph 5, Line  -= "1,100 sheriffts offices" should 
be changed to "1,274 sheriff's offices.” | 

Faracgraph 5, Line 6 «= "3,431" should be changed to 
73,195." 
Page 23 =e This pare stowinr the number of persons arrested 
between the ages of 16 and 2h should include the new chart dated 
January 1, 19355, 

(ith these changes, this pamphlet will be brought up te cate. 


Respectfully, 





L. X. hichols. 
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Purse to instr., adv. of changes that shd. be made to 
bring"The FBI" up to date. ) 
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History & 
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\ V ure 

5/79 — — — 

mt The “eceral Bureau of. Investi ation kras founded in 

1003, to provide the United Stated Lepartnent of Justice vith 
% 

2 pornanenu investi¿etive force under ivs 
| 

e has first known as the Bureau of Investi jation,| and later” 


с. ше ене — 





es the Division of Investization,. Ме агысы neme, the 


i — 


Federal ¿uresu of Investication, vos finally adopted as more 


e 


nearly descriptive of its sietus as the Jenerel investigativo] 


v 


agency Lor the Tederzl dovern sent, | M 


As Congress passed new Federal lows [and placed then 


4 


Ant 


uncer tne Pureau!s investicative| 


jurisdiction, its sizo and 





«==, "уу i | 
of itsisrowth were the passaze of the mite Slave Trafiífic Lot 


in 1019, materially increcsing th mora] os the burosu, aud the 


f 
importance incroased,| iotahle advances in the esrlier yoars 


passa C in 1919 of эе {Да5%опг. -өзог sehicls thet debr, "rilag- 
} j } } 
in; vitin no juriscicvion oD the Urea а lor e anë constantly 


— 





increasing class of cases. | 
In 192, while the Honorable arlanr. Stoae, now a 


Justice of the United States Supreme Court, was Attorney General 





of the United States, the Lureau was roorzanized and working | 


4 
de 


DO y. 


policies which are followed today were established. Une of the 


1.5, D 


cardinal rules enunciated at tris|time was that the Federal 
Bureau of Investi ation| should be completely divorced from 
the vagaries lof political, influence, Another principle 
established was that promotion in the Bureau was te be based 
solely upon efficiency. | 
Two other events of far-reaching iaportence to tie Bureau 


T? 


took place in 192h.  The]?irst was the adoption of the practice 





af «С 


of giving|preference to qualified avtiornoys anā expert adcount=- 

ants in the appointment of Special Asents.| The second was the 
consolidation of кшш маша data ceintained at 
Leavemvorth j-enitentiary with records of the International hssoci- 
ation of Chiefs of Police to form e nejvional clearing house of crini- 


nal informevion 





under the cureau's jurisdiction. This жш шш 


\ 
brought to Washington, as a nucleus for 


“the Fureau's Identifica- 


? 
t 
, 
r 





tion Division, 510,188 jfinserprint records, | 





During the years wL'.oh followed, tho | surcon's operations 
were systematized, aa a forns for investi_ative reports | 
were put jinto ¿eneral use, nenuels of rules, rczulaviors]iand | 


instructions woro issued, aad.a trainin, {school “or newly appointed 
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Special Agents кес founded abt Vashington. | 
Meanwhile, the Bureau was developing| variqus services 

designed vo promo ve cooperation] vot теоп 15 апа other lex enforco- 
nent a enci — state ond international, | 

Те ta the раѕѕа е о? the Federal Kidnaping Statute or 

sr 

— h Lew” by Congress sn hose, the Bureau entered upon a 
phase of its хафту which has caused citizens generally to е 


more familiar with its activities. | 


1 ^ 
^ NS 
Investivative Jurisdiction ы a ls 


/ 


General 
/ 
It is the duty of the Pederal Lures su Jos Investization to 


investigate offensos against|tne laws of the United States and to 





collect evidence in cases in which the United States is or]may be 





a party in interest. Its е all violations of 
Federal laws except [those pertaining to Narcotics, Smuggling, 
pannie iting, Imaisration, end ccrtain other miscelflancous 
statutes. | 

\ 


Specific Violations 
\ 
Tne types of matters investigated by/tne Fedoral Bureau 


< 


of Investi ation sre very numerous. Some of the statutes which 


have beenfenforced by it for a numbor of years аге: | 


4 = 


5 Antitrust laws 








le 


Bankruptcy frauds 


Crimes on the Hich Seas 
© 





Theft of Government property 
Frauds against the Government 
Impersonation of Federal officials 
Larceny fron interstate shipments 
Location of escaped Federal prisoners 
National Bank Act 
National Motor Vehicle Theft Act 
White Slave Traffic Act 
| Recent Statutes 

During the many years that the Federal Bureau of Investi- 
gation was pursuing the ci of these violations, the public 
доолу итеу 11$51с of its achiovements. But near phale, observers 


of criminal trends had come to jrecognize that organized crime had 





1, 


taken on an [interstate character, Dan erous lew-breakers |could perpotrate 
a violent crine in one state, anaj ۶ ec to comparative safety in 

another stece besuse pursuit by local and state officers was | 2 
halted ab their stete borders. | 


The мәле of kidraping in 1932 ола 1953 [precipitated 


action on the part of Congress to [combat the increase in inter- 


! 
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4 
state crime. A seriesjof statutes were passed, and the investi- 


gation 





of violations of these statutes was a the Fed- 
eral Bureau of Investigation. eluded in this legislation were: | 


| The Federal Bank Robbery Statute, 
penalizing robberies of National Banks 
and member banks of the Federal Reserve 
System. 


The Federal Fugitive Act, 
making it a Federal offense to flee 
across state boundaries to avoid prose- 
cution or to avoid testifying, in cer- 
tain criminal cases. 


The Federal Racketeering Statute. 
The National Stolen Property Act. 


The Statute penalizing the transmission in 
interstate commerce of extortion threats. 


| The Statute directed against killing, assault- 
ing or resisting a Federal officer in the 
performance of his duties. 


Organization 
Field Offices 


In order to handle economically and|efficiently the work 





involved in investigating] violations of laws under its investigative 
Jurishiction, the Bureau has field offices in titty отап strategically 
located cities throughout the |United States. | 

Each of these field offices operates] under the direction 


of a Special Agent in Charge, vh in turn is responsible to the 




















whe 


а. 





Washington керегеге of the Bureau, Each field office covers 
specified territory but the work of all offices is coordinated, Thus, 
if one field office|obtains information requiring action in another | 
section of the country, the facts are transmitted immediately to the 
appropriate office, andjalso to the Washington headquarters of the 
Bureau. A copy of every report a field office|makes is submitted 
to Washington, where it is possible a consolidation is made of the 
data collected on each case, which permits the pa of all 
investigative activity. | 

The number of members on the staff off each field office 
fluctuates according to the [vole of the work to be performed, 
and Spectall Agents are transferred from one office to крен as 


the exigencies require. | 


Bureau Headquarters 

Besides directing and coordinating the activities of the 
field offices, the adninkstrative staff at the Washington head- 
quarters 


of the Bureau has under its direct supervision] the oper- 








ation of the Identification Division .and [Technical Laboratory and 





the collection of crime] statistics. It also conducts training 


— Special Agents and police officers. | 


о ut 
{м * 
Identification Division 
Fingerprint Records 
The Identification Division, which|was established in 


192l, with a nucleus of 610,188] fingerprint records, now contains 
— $ $09,004 i 


a collection of over BERSO fingerprints -- the 1 t þol- 
— 
lection of criminal records of current value] in ко Every 


day an average of 3700 oaah tional fingerprint cards are received 





from contributors all over the world. At present; over]? ;000 lew 


enforcement agencies submit fingerprints) to the Bureau for infor- 
- Seven 6 74 


mation as to whether КР ВЕ criminal records are on file. Bibi 
Sig foreign countries exchange E GE the [Bureau in 
combatting the international козінін of confidence men, swindlers 
and gangsters. | 

Within thirty-six hours after the repost of a fingerprint 
card, the Bureau replies|to the contrivutor » either submitting the 
была of the individual's previous record, or feno information that 
no such record is on tile.| Approximately half of the fingerprint 
cards — at the Bureau are of persons having a pravious 


| 


criminal record on file in the Tdentiicefion Division. 


$ p? Wanted Notices | 


*8— — 


| Law enforcement officials, seeking the apprehension of 
fugitives, follow the Кт of notifying the Bureau to this 
effect, Irnereupon "Wanted" notices are posted on the обедать 


records in the Identification Divison If the individuals involved 


should subs quently be arrested] elsewhere on other charges | 


and their fingerprints 








an 


taken and forwarded to te Bureau, the officials who placed the 


"wanted" | notices are immediately apprized of the fact. | 


i 
+ 


The №. В, I. Law Enforcement Bulletin 
Each month the Federal Bureau of cidos issues 


a publication called "The|F. B. I. Law Enforcement Bulletin" which 





is cont te all law enforcement officials who contribute {Pinger 
prints to its Identification Division. {| This publication lists 
the names, aliases, атыр fingerprint classifications 
and a reprodudtion of one finger impression of wanted айтов, 
together with the names and addresses SE ontorcenent agencies 
to be notified in the] event the fugitives are located. The 
mauetis ſie also used as a medium for the dissoninetion| of scien- 
tific information of interest to peace| officers and as a forum for 
the expression of ideas furthering cooperation and modern methods | 
of crime detection. [ 
Civil Identification 

The latest feature of the Identification Division is 
its civil identification көде, in which are filed the finger~ 


prints ое аен abiding citizens, The fingerprints of many|distin- 





guished people are included in tris [collection 
By having his fingerprints on file fin the personal 
identification section, the citizen can, insure his identity 


being reestablished| should disaster or accident happen to him, 








When other means fail, missing persons can be located| and 
4 


` 


amnesia and aphasia victims identified thirough | fingerprints 
if their prints are on file in tís section. Victims of 
wrecks, fires, earthquakes|or other disasterg may also be 
identified through | fingerprints, when their, identity is 
otherwise] unascertainable. In cases of kidnaping, it is | 
of assistance to the investigating ا ا‎ have avail- 


able the fingerprints of the person|held. These are but 





a few of the purposes [which may be served by having one's 


fingerprints | om file in the Bureau's personal identification 


section. All citizens are invited to placejtheir prints 





on record there in the civil identification files which are 


kept entirely — those in the criminal file. 


| 








2 us 


Grime Statistics Ж” 


More than 1,900 police departments [throughout the United 


i 


States, representing a fpoputation area of over 63,000,000 meke monthly 


and annual reports to the Bureau of offenses known and offenses 





cleared by arrest, and the | number of persons held for prosecution. 
This information, together with data Compiled from the — 
cards received in the Bureau, КЕРЕ ЕТТЕН the collection of 

comparable crime к «к on a nation-wide scale, These 


statistics [are published quarterly in a publication knownjas 





| 
"Uniform Crime Reports," which is sent tojlaw enforcement officials 


t 


and other interested вере, 





Technical Laboratory |. • 


Then the Special Agents in the seal in the course of 


their investigations, ———— form of evidence requiring analysis, 
| 
they forward the specimens to the Bureau's Technical] Laboratory at 


Washington. Неге experts examine the specimens and in many cases furnish 





scieytific information which is often of assistance fin the solution of 
i 


the case. Testimony of such experts is also used as evidence in court. 








Some of the instruments used by these| experts to arrive 








at their findings include 


comparison microscopes, microscopes for 





sa 


ie 


* 


і 
examining handwriting, the ultra-violet ray lamp soz] th? identification 


нымы 5 


of invisible writing found jin secret document, infra-red ray equipment, 
spebial cameras for photographing] ppecimens, chemical apparatus for 

і : 
the examination of blood! stains, qualitative and quantitative 


analyses, 





powders, E. special lighting к и 
material such as paper and similar equipment. 

Using these instruments the Latorepory technicians 
examine nadetscsn exploded|shells, paper and water marks, 


| 


make casts of objects of evidence such as deathiiasks, footprints 





and tiremarks for use in trials, conduct micro-analyses of hair and 
textile fibres and chemical/analyses of stains. 

Also among the equipment of the, laboratory are reference 
collections of automobile] tire tread designs, various types and 
sizes of jbullets and cartridge cases of both American|\and: foreign 
manufacture, a и of animaljand vegetable fibres, a col- 
lection of hanamri ving specimens of many criminals, "m 

Besides conducting technical investigations in current 
cases, the technicians at the! Bureau Laboratory engage in research 
to developinew techniques for the solution of erime and toj study 
methods and practices in use by police [departments to effect construct 


ive improvements. | 


— 12 - Pd 
— es 


Training Schools 


A regular faculty of full-time instruchors and nearly 


| 


thirty specialists lecture s alus phases of criminal de- 
tection and apprghension and Kindred crime subjects to newly 
i ointed Special Agents during their иы ы of rig- 
orous training. The instructors}include men who taught at 


colleges and high jschools, Phi Beta Kappa men and a Rhodes scholar. 





Veteran agents are recalled periodically to the|training school 





where they are given a month of|retraining. 

The training school curriculum паев tutis in 
the technigue of investigation, violebions of Federal law, 
rules of evidence, scientific didus detection, fingerprint 
identification, and practice in the use of the piste, |e: Anny 
rifle, the automatic shotgun, the nachino gun end, the, tear-gas 
riot gun. | 

In July, 1935, the Police Training School of the Federal 
Bureau of Investigation тера. Thus, for the first’ time, the 
type of instruction and training offered to Special Agents mes 
made available to law enforcement officers.| The Course pursued 


44 
a dues 


Personnel b 


by these officers is of thre mote duration. 


Applicants for the position of Е Agent must be 


between the ages of twenty-five and |thirty-five, and are chosen 





from three classes of persons: Attorneys, expert accountants, 
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or [persons with extensive law enforcement experience] Those 
with legal and accounting ا‎ must also have had 
at теда ө years of — or professional experience 
or their ‘equivalent. 

Й These applicants are thoroughly il and 


appointment is conditioned upon ithe possession of personal 


integrity of high order,| academic training, personality, char- 





i Е 
acter, and experience as well as other basic factors necessary 


for the development of a new agent as|succeastul investigators. 


— = 


More than 83 per cent of the SpecialiAgents of the 





Federal Bureau of — had legal training or were 


expert accountants before entering the Bureau. | 


1 ^ 


University degrees are held by 452 of the Bureau's 622 
Special — Special мне el fluently at least one of 


25 foreign languages. T 


i 
Some of the vocations and avocations y Special Agents 


[ 


prior to entering the FBI were as follows: 





— NX 
Advertising Hotel Personnel "Restaurant Business 
Amusements Ice Business Photography | Salesman 
Bus Business _ Insurance Piano : ; Secretary 
Economist ewelry Public Utilities | Shoes 
+ Garage X JLeabher Publishing ! Stenographer D 
! Grocery Business feat Purchasing Agent’ Taxes ! 
Haberdashery Merchandise ~/Radio / Theatre 
Hardware Mortgage қ ¿Real Estate | Typist 
/ | AX , 3 _Магеһопзе 
Industry > 
\ “Automobile Foundries Manufacturing Railroad & 
Copper ron Milling Steel үз 
Cotton Logging Motion Picture Sugar Industry 
Factories Lumber , Oil Textile 


ж” Торассо 

















Blacksmith 
Boiler Maker 
Carpenter 
Chauffeur 
Commissaries 
Construction 
Cook: 

Diver 


Sciences V 
Archeology 
Astronomy 
Chemistry 


— re 
Ї 7 Sports D 


Auto Racing 
Baseball 
Basketball 
Billiards 
Bowling 
Boxing 


i 


Hockey 


Draftsman Painter 
. Electricity Photostat Operator 
“Foreman Plate Cutter 
Fur Plumbing 
Heating Printer 
Laborer "'8tevedore 
Machinist Steward 
Mechanic Storekeeper 
Drugs Mieroseopist 
"Geology Ornithology 


Hypnotism ~~Psychology 


me We 


Crew Horseman Squash 
Fencing Lacrosse Swimming 
“Football Polo Tennis 
Golf Soccer Track 
Handball ~Skating 
Skiing 


Trap Shooting 
Wrestling 


Telegraphy 
Telephone 


Teletype 


Timekeeper 


Trapping 


Truck Driver 


Vaiter 

Welding 

"ooderaft 
МТА ‘ 


Fingerprinting 

Identification Work 

Technical Research Work 
„==“ с^ 


After thorough instruction in the Bureau! s training 


school the new agent works with| seasoned agents for a considerable 


t 


period and receives trial assignments. Gradually his Men 


are increased in volume and importance until eventually 


| 


Agents aro required ‘to probe. | 


ACCOMPLISHMENTS 


+ 
£^ 


e is 


qualified to investigate every type of violation which Special 


During the fiscal year 1935, the cost] ot operating the 


Federal Bureau of Investigation was $4,626,518.00. Some of its 


accomplishments [during the same period: were: 


i 


Ninety-four per cent of the cases ОЕ: which 
| 


qa 2 


м“ 


~ 


~ 
fh 





DE 


were brought to trial, resulted in convictions. | 


— EEN RU 





20 Sentences imposed included three death|sentences, 


eight life sentences and totaled 





over 10,757 years, | 

One thousand thirty Federal fugitives!from justice 
Were located. | 

Through the Idéntification Division, various law 
enforcement officials were аа ін locating 4,403 fugitives. 


{ 


The savings anû recoveries effected in cases in 





which the Bureau performed eB ES ОНА amounted to 


$58,481, 686.17. 
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OFFICE 


1 Aberdeen, S. D. 
2 Atlanta, Ga. 

3 Birmingham, Ala, 
4 Boston, Mass, 

8 Buffalo, N. Y. 

б Butte, Montana 
7 Charlotte, N. C. 
8 Chicago, Illinois 
9 Cincinnati, Ohio 
10 Cleveland, Ohio 


12 Denver, Colorado 
18 Des Moines, Iowa 
14 Detroit, Mich. 

B El Paso, Texas 
16 Honolulu, E Hawaii 
17 Huntington, W. Va. 
18 Indianapolis, Ind. 


V@I19 Juneau, Alaska 


20 Kansas City, Mo. 
21 Knoxville, Tenn. 
22 Little Rock, Ark. 
28 Los Angeles, Calif. 
24 Louisville, Ky. 
25 Memphis, Tenn. 

26 Miami, Florida 
27 Milwaukee, Wis. 
28 Newark, N. J. 

29 New Orleans, La. 
80 New York, N. Y. 


81 Okiahoma City, Okla. 


82 Omaha, Nebr. 
88 Peoria, ill. 


84 Philadelphia, Pa. 
85 Pittsburgh, Pa. 

86 Portland, Ore. 

87 Richmond, Virginia 





ё 4 


11 Dallas, Tezas f. |, 
0 / 


88 Salt Lake City, Utah 


89 San Antonio, Texas 


40 San Francisco, Calif. 


„А San Juan, Puerto Rico 


O do Seattle, “Washington 
48 St. Louis, Mo.. 

44 St. Paul, Minn. 

45 Washington, D. C. 


BUILDING 


610 Alonzo Ward Hotel 

501 Healey 

320 Federal 

10 Post Office Square, Room 950 

400 U. S. Court House 

302 Federal 

914 Johnston 

1900 Bankers’ 

1180 Enquirer 

1448 Standard 

1206 Tower Petroleum 

722 Midland Savings 

789 Insurance Exchange 

911 Federal 

202 U. S. Court House 

313 Federal 

700 West Virginia 

506 Fletcher Trust 

507 Federal 

1612 Federal Reserve Bank 

407 Hamilton National Bank 

500 Rector 

Eight-Ten South Spring, Room 603 

775 Starks 

2401 Sterick 

1300 Biscayne 

1021 Bankers’ 

986 Raymond-Commerce 

1308 Masonic Temple 

607 U, S, Court House, 
Foley Square 

224 Federal 

629 First National Bank 

300 Commercial Merchants 
Nat'i Bank € Trust Co. 

1300 Liberty Trust 

620 New Federal 

41 0. $. Court House 

601 Richmond Trust 

301 Continental Bank 

478 Federal 

One Eleven Sutter, Room 1729 

204 Federal 

800 Joseph Vance 


423 U.S. Court House & Custom House 


404 New York 


OFFICE PHONE 


4652 

Walnut 3698 
7-1755 
Liberty 8470 
Cleveland 2030 
2-4184 

8-4127 
Randolph 6226 
Cherry 7127 
Prospect 2456 
2-9086 

Main 6241 
3-8998 
Cadillac 2835 
Main 501 

6361 


Victor 3113 
3-7928 

6784 

Mutual 3277 
Jackson 5139 
8-1850 
3-5558 

Daly 3431 
Market 2-5511 
Raymond 9354 


Rector 2-8520 
2-8186 
Atlantic 8644 


4-5800 
Locust, 0880 
Grant 0800 
Atwater 6171 
3-0169 
Wasatch 1797 
Fannin 8052 
Exbrook 2679 
1811 

Main 0460 
Garfield 0860 (2120)* 
Garfield 7509 


2266 United States Department of Justice National 5303 


"Telephone number to be used for calls after 5 P.M., on Saturday Afternoons and Holidays. 


The telephone number for the Bureau at Washington, D. C. 


is NATIONAL 5308. 


The teletypewriter number for each Field Office including the Bureau at Washington is 0711 


except the New York City Office which is 1-0711. 
Offices do not possess teleptypewriter equipment. 


“re letypewrrrer 


The Honolulu, Junca rand San Juan 
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Two other events of far-reaching importance to 
the Bureauj took place inti924. The first was the adoption 
of the practice of givinr|oreference to qualified abtor— 9. 
neys and expert accountants in the appointment of Special 
Agents. The second was the consolidation of criminal 
identification data maintained at Leavenworth Penitentiary 
with records of the International Association of Chiefs 
of Police to form a national clearing house of criminal 
information under the Bureau's jurisdiction. This consoli- 
dation brought to Washington, as a nucleus for the Bureau's 
Identification Division, 810,188 fingerprint records. 





During the years which followed, the Bureau's 
operations were systematized, standardized forms for in- 
vestigative reports were put into general use, manuals of 
rules, regulations and instructions were issued, and a 
training school for newly appointed Special Agents was 
founded at Washington. 


Meanwhile, the Bureau was developing various 
Services designed to promote cooperation between it and 
other law enforcement agencies, local, state and inter- 
national. 


With the passage of the Federal Kidnaping Stat- 
ute or "Lindbergh Law" by Congress in 1932, the Bureau 
entered upon a phase of its history which has caused citi- 
zens generally to become more familiar with its activities. 
With the passage of recent legislation, giving the Bureau 
jurisdiction in Federal. Anti-Racketeering Statute, National 
Bank and Federal Reserve Act violations, extortion cases, 
robberies of National Banks and Member Banks of the Federal 
Reserve System and Insured Banks of the Federal Deposit 
Insurance Corporation, the work of the Bureau has been 
materially increased. i 


ORGANIZATION 
Field Offices 
The Director of the Federal Bureau of Investi- 


gation has under his jurisdiction thirty-seven field 
offices strategically located throughout the United States. а 
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This publication is issued for the purpose of 
acquainting the public and law enforcement agencies with 
the work and facilities of the Federal Bureau of Investi- 
gation, United States Department of Justice. By this 
means it is hoped to acquaint peace officers and citizens 
with the types of services which are available, and for 
the further purpose of encouraging a wider use of the Bu- 
reau's facilities. There is presented herein an outline 
of the investigative, identification, technical laboratory, 
and crime statistics functions of the Bureau and it is 
suggested that this publication be retained for your future 
reference and guidance whenever an. opportunity arises for 
you to acquaint yourself in greater detail with these func- 
tions. 


The administration of the Federal Bureau of In- 
vestigation is based upon the rule and policy, fundamental 
in the work of every Special Agent in the field, of work- 
ing in the closest cooperation with police officials in 
their respective jurisdictions. In investigative and iden- 
tification matters, the Bureau extends to law enforcement 
officers. an invitation to work together in the interest 
of effective law enforcement. 


It is a pleasure to quote the following state~ 
ment from an address by the Attorney General of the United 
States concerning the Department of Justice, of which this 
Bureau is an integral parts 


"In brief, I aim at a sane, whole- 

Some administration. The Depart— 

ment of Justice belongs to the s 
people of America. It is their ott 
servant ministering to their needs 

and I bespeak for it the support 

and the good opinion of all law- т 
abiding citizens." 














OFFICE ^ | 
4 
1 Aberdeen, S. D. ' 
2 Atlanta, Ga. 
3 Birmingham, Ala. 
4 Boston, Mass. 
5 Buffalo, N. Y. 
6 Butte, Montana 
7 Charlotte, N. C. 
8 Chicago, Ill. 
9 Cincinnati, Ohio 
10 Cleveland, Ohio 
11 Dallas, Texas 
12 Denver, Colorado 
13 Detroit, Mich. 
14 El Paso, Texas 
15 Indianapolis, Ind. 
16 Jacksonville, Fla. 
17 Kansas City, Mo. 
18 Little Rock, Ark. 
19 Los Angeles, Calif. 
20 Louisville, Ky. 
21 Milwaukee, Wis. 
22 Nashville, Tenn. 
23 New Orleans, La. 
-24 New York, N. Y. 


25 Oklahoma City, Okla. 
26 Omaha, Nebraska 
27 Philadelphia, Pa. 
г 28 Phoenix, Ariz. 
29 Pittsburgh, Pa. 
30 Portland, Ore. 
; 91 Salt Lake City, Utah 
‚ 32 San Antonio, Texas 
33 San Francisco, Calif. 
34 St. Louis, Mo. 
35 St. Paul, Minn. 
36, Trenton, N. J. 


37° Washington, D. C. 
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BUILDING 


610 Alonzo Ward Hotel 
501 Healey 
320 Federal 
1002 Post Office & Court House 
612 Marine Trust 
302 Federal 
234 Federal 
1900 Bankers! 
426 U. S. Custom House & P. O. 
1448 Standard ~ 
420 Post Office 
722 Midland Savings 
907 Federal 
1331 First National Bank 
506 Fletcher Trust 
412 U. S. Court House & P. O. 
1616 Federal Reserve Bank 
500 Rector 
617 Federal 
769 Starks 
1021 Bankers! 
508 Medical Arts 
326% Post Office 
607 U. S. Court House, 
Foley Square 
224 Federal 
629 First National Bank 
1600 Liberty Trust 
516 Security 
620 New Federal 
411 U. S. Court House 
503-A U. S. Court House & P. 0, 
1216 Smith-Young Tower 
405 Post Office 
428 U. S. Court House & Custom House 
232 Uptown Station & Federal Courts 
827 Broad Street National Bank 
5252 U., S, Deperthent of Justice 
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| Atlantic 8644 


, Atwater 6171 


| National 5303, 





OFFICE ‘PHONE 






4652 
Walnut 3698 
7-1755 
Liberty 7634 
Cleveland 2050 
2-4754 


3-4127 
Randolph 6226 
Main 6762 | 
Prospect 2456 
2-3866 

Main 6241 
Cadillac 2835 
Main 501 
Riley 5416 
5-8209 
Victor 3113 
6734. 


Mutual 2201 
Jackson 5129 | 
Daly 3451 — * 
6-6771 

Raymond 1965 

Rector 2-3520 


2~8186 


Locust 0880 
$-4870 
Grant 0800 


Wasatch 1797 

Fannin 8052 

Hemlock 6115 
Garfield 0360 (2120) 
Garfield 7509 
3-0881 
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*Telephone number to be used for calls after 5 P.M., on Saturda: Afternoons and Hoiidd S | 
The telephone number for the Bureau at Washington, D. С. 15 NATIONAL 5505 ` T 


The teletypewriter number for each Field Office including the Bureau at Wa | 
| the New York City Office which iS 1-0711. > аны а 
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A list of the cities together with the addresses and tele- 
phone numbers of the field offices appear herein. 


In order to handle economically and efficiently 
the work involved in investigating violations of Laws wader 
its investigative jurisdiction, each of these field offices 
operates under the direction of a Special Agent in Charge, 
who in turn is responsible to the Washington headquarters 
of the Bureau. Each field office covers a specified terri-| = 
tory but the work of all offices is coordinated. Thus, if = 
one field office obtains information requiring action in 
another section of the country, the fects are transmitte 
immediately to the appropriate office, and also to the 
Washington headquarters of the Bureau. Copies of every 
field office report are submitted to Washington where con- 
solidation of the data is effected in each case permitting 
the coordination of all investigative activity. 


The number of members on the staff of each field 
office fluctuates according to the volume of the work to 
be performed, and Special Agents are transferred from one 
office to another as the exigencies of the service require. 


Bureau Headquarters 


Besides directing and coordinating the activi- 
ties of the field offices, the administrative staff at the 
Washington headquarters of the Bureau has under its direct 
supervision the operation of the Identification Division 
and Technical Laboratory and the collection of crime sta- 
tistics. It also conducts training schools for Special 
Agents and police officers. 


Personnel 


Applicants for the position of Special Agent 
must be between the ages of twenty-five and thirty-five, 
and are chosen from three classes of persons: attorneys, 
expert accountants, or persons with extensive law enforce- 
ment experience. Those with legal and accounting qualifi- 
cations must also have had at least two years of commercial 
or professional experience or their equivalent. 
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These applicants are thoroughly investigated, 
and appointment is conditioned upon the possession of per- 
sonal integrity of high order, academic training, рег- 
sonality, character, and experience as well as other basic 
factors necessary for the development of new agents as 
successful investigators. 


More than 83 per cent of the Special Agents of 
the Federal Bureau of Investigation have had legal train- 
ing or were expert accountants before entering the Bureau. 


University degrees are held by approximately 78 73 _ 
ger cent of [the Buresurs Sp Special ! Agents. A number of 
Special Agents speak fluently at least one of 25 foreign 
languages, and prior to appointment were engaged in nearly 
100 vocations in the fields of Science, Education, Industry 
and Business. 


Trainings 


The Bureau maintains adequate facilities and per- 
sonnel to operate its training schools. Especially 
equipped rooms in the Department of Justice building have 
been set aside for training school purposes and the facili- 
ties of the Bureau's Technical Laboratory, fingerprint 
Identification Division, gymnasiums, and indoor and out- 
door ranges are utilized during the course of training. 


A regular faculty of full-time instructors and 
more than thirty experts on various phases of crime detec- 
tion and investigative technique comprise the Bureau's 
staff of lecturers. This staff is supplemented by a group 
of distinguished criminologists who are connected with 
colleges, universities, social and civic organizations, and 
law enforcement agencies throughout the United States. 
Training is afforded to all newly appointed Special Agents; 
to members of the Bureau's Police Training Schools, which 
train members of local and state law enforcement agencies; 
as well as the experienced Special Agents of the Bureau who 
from time to time are given retraining courses. 


The training school curriculum includes studies 
and practical training in many subjects which are organized 
under the following headings: 


— — — 

















Scientific and Technical 


Statistics, Records, and Report Writing 

Firearms Training and First Aid 

Investigations, Enforcement and Regulatory 
Procedure 

Tests and Practical Experience 

Administration and Organization 


Training is, likewise, provided for the Bureau's 
executive staff and clerical and stenographic employees. 


Retraining 74 
Experienced Agents are returned to Washington s 

for retraining|purpose. approximately every 18 months, so — 

that they may be constantly informed in the latest meth- 5 


ods of scientific crime detection and criminal apprehen- 
sion. 


INVESTIGATIVE JURISDICTION 


The Federal Bureau of Investigation has investi- 
gative jurisdiction over all violations of Federal laws 
and matters in which the United States is or may be a 
party in interest, except those matters specifically as- 
signed by Congressional enactment or otherwise to other 
Federal agencies, and performing other duties imposed up- 
on it by law. It does not have investigative jurisdiction 
over violations of the Counterfeiting, Narcotic, Customs 
and Smuggling, Postal or Immigration Laws. Among those 
matters under the primary jurisdiction of this Bureau are 
the following: 


Administrative Investigations 
Admiralty Law Violations 
Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District of Columbia 
Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Claims Against the United States 
Claims by the United States 
Condemnation Proceedings 
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Conspiracies 
Contempt of Court 
Copyright Violations 
Crimes on the High Seas 
Crimes in Alaska 
Crimes in Connection with Federal Penal and 
Correctional Institutions 
Crimes on Indian Reservations 
Crimes on Government Reservations 
Destruction of Government Property 
Espionage 
Extortion Cases 
Federal Anti-Racketeering Statute e 
Federal Kidnaping Act > 
__Federal, Reserve Bank Act 
==” Frauds Against the Government 2 
Harboring of Federal Fugitives 
Tllegal Wearing of Service Uniforms 
Impersonation of Federal Officials 
Interstate Transportation of Explosives 
Interstate Flight to Avoid Prosecution or 
Testifying in Certain Case 
Intimidation of Witnesses 
International Claims 
Killing or Assaulting Federal Officer 
Larceny from Interstate Shipments 
Location of Escaped Federal Prisoners 
Migratory Bird Act 
National Bank Act 
National Motor Vehicle Theft Act 
National Stolen Property Act 
Neutrality Violations 
Obstruction of Justice 
Peonage Statutes 
Passports and Visas 
Patent Violations 
Parole and Probation Violations, Federal 
Perjury 
Personnel Investigations 
Red Cross Violations 
Robbery of National Banks, Member Banks of 
Federal Reserve System, and Insured Banks 
of the Federal Deposit Insurance Corporation 
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Theft or Embezzlement of Government Property 
Treason : 

Veterans Administration Violations 

White Slave Traffic Act 


Among the laws most frequently violated which 
are under the investigative jurisdiction of the Federal 
Bureau of Investigation are the followings 


Antitrust Laws 


Violations of these statutes are usually re- 
ported by business concerns which have suffered injury 
by reason of a combination or conspiracy operating i 
restraint of trade between the States. Any information 
regarding contracts, combinations, or conspiracies in re~- 
straint of interstate trade, or tending toward a monopoly, 
and any acts of interference with interstate trade or com- 
merce should be reported to the Federal Bureau of Investi- 
gation. | 


Bankruptcy Violations 


Violations of this Act are usually reported by 
referees in bankruptcy, trustees, credit associations, 
or creditors. However, the receipt of information will 
be appreciated which you may obtain relative to violations 
of this Act, such as concealing money, merchandise, or 
property either before or after the filing of the bank- 
ruptey petition; concealing, destroying, mutilating, or 
falsifying books and records before or after the bankrupt- 
cy petition was filed; receiving concealed property, or 
perjury or false claims. 


Information that shipments were made from the 
bankrupt store late at night or in a covert manner; that 
vans or trucks were loaded at the bankrupt's premises; 
that the bankrupt hastily liquidated his affairs immedi- 
ately prior to closing by sacrifice or below-cost sales, 
all are significant of irregularities and are a material 
aid to the progress of the investigation. Attempts on 
the part of the bankrupt to collect old accounts after 
proceedings have been instituted also indicate possible 
violations. 
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Crimes on Government Reservations 





The investigation of all types of crimes com- 
mitted on Government reservations, including Indian reserva- 
tions, or in any Government building, or on other Govern- 
ment property, is under the jurisdiction of the Federal 
Bureau of Investigation, and any information concerning 
such crimes should be forwarded to the nearest field 
office. 


Escaped Federal Prisoners and Fugitives 


The Federal Bureau of Investigation conducts 
investigations for the purpose of locating and causing 
the arrest of persons who are fugitives from justice by 
reason of violations of the Federal laws over which the 
Bureau has jurisdiction, of escaped Federal prisoners, 
and parole and probation violators. When thé arrest of * 
a Federal fugitive from justice is not brought about with- 


in a reasonable time, ап Identification Order.is distrib- 
uted to peace officers in all parts of the countrysfeon — 
taining the name, photograph, fingerprints and description 


of the fugitive together with all available information 
which might prove helpful in bringing about his arrest. 
When the fugitive is apprehended, an Apprehension Order 
is issued so that all efforts to locate the individual 

may be discontinued. 





It is highly important in investigations re~ 
lating to fugitives from justice that any information 
secured be forwarded to the nearest field office without 
delay . 


Extortion 


Whoever with intent to extort from any person, 
money or other things of value, mails or causesto be 
mailed any communication containing any threat (1) to in- 
jure the person or property of any person, or (2) to kid- 
nap any person, or (3) any demand or request for ransom 
or reward for the release of a kidnaped person, is charge- 
able with a Federal violation. If the message is trans- 
mitted interstate by means of telephone, telegraph, radio, 
or oral message, there is likewise a violation of the 
Extortion Statute. 
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Federal Fugitive Act 


An Act approved on May 18, 1934, makes it a 
Federal offense for any person to move or travel in 
interstate or foreign commerce with intent to avoid 
prosecution for murder, kidnaping, burglary, robbery, 
mayhem, rape, assault with a dangerous weapon or extor-— 
tion, accompanied by threats of violence or for an 
attempt to commit any of the foregoing offenses. This 
Act also makes it a Federal offense for any person to 
travel in interstate or foreign commerce to avoid giving 
testimony in any criminal proceedings in such place in 
which the commission of a felony is charged. 


Federal, Anti-Rack ing Statu 


An Act approved on June 18, 1934, makes it a 
Federal offense for any person in any way to affect 
interstate trade or commerce by obtaining or attempting 
to obtain by threat, force, violence or coercion, the 
payment of money or other valuable considerations for 
the purchase or rental of property or protective services. | 
This Statute further makes it a Federal offense for any 
person to obtain the property of another with his con- С 
sent through the wrongful use of force or fear.or.under — 
the{color of official right when interstate commerce or M Ug 
trade is affected. This Act further penalizes the com- j 
mission or threats to commit any acts of physical violence 
or physical injury to a person or property in furtherance 
of a plan or purpose to interfere with interstate trade 
or commerce. 


impersonation 


Whenever information is received by a peace 
officer or law enforcement official which indicates that 
an individual has falsely claimed to be an officer or 
employee of the United States and that such individual 
fraudulently acted as if he were a Federal officer, or 
that he obtained or demanded anything of value, such as 
loans, credits, money, documents, or the cashing of checks, 
such information Should be transmitted to the Federal 
Bureau of Investigation, which will begin an immediate 
inquiry to determine whether a Federal law has been violated. 
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Kidnaping — 


Under the provisions of an Act of Congress ap- 
proved by the President on May 18, 19234, whoever trans- 
ports or aids in transporting in interstate or foreign 
commerce any person who has been unlawfully seized, con- 
fined, inveigled, decoyed, kidnaped, abducted, or carried 
away by any means whatsoever and held for ransom or re- 
ward or otherwise, is guilty of violating a Federal law. 
Also, if two or more persons enter into an agreement, con- 
federation, or conspiracy to violate the provisions of 
this Act and do any overt act toward carrying out such un- 
lawful agreement, confederation, or conspiracy, such per- 

. son or persons are guilty of violating the Federal kid- 
naping law. Further on January 24, 1936, the President 
approved an act making it a violation to receive, possess 
or dispose of any money knowing the same to have been de- 
livered as ransom or reward. Cases of this nature are in- 
vestigated by the Federal Bureau of Investigation. Any 
information regarding cases of this nature in the posses- 
Sion of law enforcement officials or citizens indicating 
a violation of this law should be promptly transmitted to 
the nearest field office, or the Bureau may be called 
direct by calling collect National 7117, Washington, D. C. 


Larceny From Interstate Shipments 








Any facts which indicate that any person or per- F 
sons have stolen anything being shi from.one state to — 
another state, from any freight|or express shipment or 12 


passenger car, or that any person has received anything 
which was stolen from such shipments should be reported 
to the proper field office. 


National Bank and Federal Reserve Acts 


These statutes snecify criminel offenses on the 
part of erployees or agents of institutions coming under 
the jurisciction of the above Acts, such as embezzlement, 
abstraction, or misapplication of funds, and the making 
of false entries in the books of a National Bank or a Mem- 
ber Bank of the Federal Reserve System, or in reports to 
the Comptroller of the Currency. An Act was approved 
August 23, 1935, extending the penal provisions of the 
above acts to Insured Banks of the Federal Deposit Insurance 
Corporation. 

“Қ” 

















National Motor Vehicle Theft Act 


Persons who transport a stolen motor vehicle 
from one state to another state, knowing the same to have 
been stolen, may be prosecuted in the United States courts 
for the transportation of the stolen vehicle. Also, per- 
sons who receive, conceal, store, barter, sell, or dispose 
of any motor vehicle moving as, or which is a part of, or 
which constitutes, interstate or foreign commerce, know- 
ing the same to have been stolen, may be prosecuted in 
the United States courts under this Act, which is also 
known as the Dyer Act. 


When an individual is found in possession of an 
automobile and there is reason to believe that his posses- 
sion of the motor vehicle is not lawful and that it has 
been stolen and transported in interstate or foreign com— 
merce, if the facts are called to the attention of the 
Federal Bureau of Investigation, an investigation will be 
made to determine whether there has been a violation of 
the National Motor Vehicle Theft Act. 


National Stolen Property Act 


This Act, approved on May 22, 1934, makes it a 
Federal offense to transport or cause to be transported 
in interstate or foreign commerce any goods, wares or 
merchandise, securities or money of the value of $5,000 
or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purloin knowing the same to 
have been so stolen or taken. This Act also penalizes 
the receiving, concealing, storing, bartering, s ing or 
disposing of goods, wares or merchandise, securities or 
money of the value of $5,000 or more by a person knowing 
the goods to be stolen. This Statute also makes it a 
Federal offense for any person to pledge or accept as 
security for a loan any goods, wares or merchandise, or 
securities of the value of $500 or more, which have been 
stolen or feloniously taken by fraud from an interstate 
or foreign shipment. 


Robbery of National Banks, Member Banks of the Federal 


Reserve stem, and Insured Banks of the Federal Deposit 
Insurance Corporation 


On May 18, 1934, there was approved by the 
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President a Statute which makes it a Federal offense to 
rob any National Bank or Member Bank of the Federal Re~ 
serve System. This Act covers the taking by force and 
violence, or by putting in fear, of any property in the 
care, custody, control, management or possession of any 
Federal Reserve Member Bank or National Bank. This Sta- 
tute also penalizes the assault of any person or the 
placing in jeopardy of the life of any person by the per- 
petrators of the robbery of a National Bank or Member 
Federal Reserve Bank. The Statute also expressly covers 
the killing or kidnaping of any person in connection with 
the robbery of a Federal Reserve Member Bank or a Nation- 
al Bank. An Act of Congress, approved August 23, 1935, 
extended the provisions of the Federal Bank Robbery Act 
to Insured Banks of the Federal Deposit Insurance Corpora- 
tion. 





theft, Embezzlement, Or Illegal Possession of Government 
Property 


it is a violation of a Federal law to embezzle, 
purloin, or steal any property of the United States, or 
to receive such property knowing the same to have been 
stolen. This Bureau has investigative jurisdiction over 
offenses of this nature. 


White Slave Traffic Act 


The White Slave Traffic Act is frequently re- 
ferred to as the Mann Act. This Act provides that any 
person who shall knowingly transport or cause to be trans- 
ported, or aid or assist in obtaining transportation for, 
or in transporting, in interstate or foreign commerce, 
any woman or girl for the purpose of prostitution or de- 
bauchery, or to engage in other immoral practices, shail 
be deemed guilty of a felony. The Federal Bureau of In- 
vestigation is desirous of receiving any information y 
which indicates a-violation of of this Act. Law | enforcement ^ 
agencies,| officers, and citizens are invited to advise” the P 
Feder ureau of Investigation of any information in 
their possession indicating a violation of any of the fore- 
going Federal laws. 
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In the event of an emergency a telegram may be 
sent Government Rate Collect to the Special Agent in 
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Charge of your nearest field office. 


United States Attorneys 


The prosecution of violations of Federal laws 
is a function of the United States Attorneys in the 
various Federal judicial districts throughout the United 


States. All information obtained by employees of this Bu-. 


reau relative to alleged violations of Federal laws is 
submitted to the United States Attorney for his informa- 
tion and guidance to determine whether prosecutions should 
be initiated against the individuals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition 
to its field investigative offices, maintains an Iden- 
tification Division at Washington, D. C., which serves 
as a central clearing house of records pertaining to crim- 
inals. The information contained in the Bureau's iden- 
tification files is based primarily upon fingerprints, 
which constitute the largest and most complete collection 
of current value in existence. 


On January 1, 1936, there was a total of 
5,537,561 fingerprint records and 6,673,167 index cards 
in the Bureau's archives. On January 1, 1936, more than 
3,700 fingerprint records were being received in the Iden- 
tification Division daily from over 9,000 contributing 
law enforcement agencies throughout the world. 


All peace officers are invited to avail them- 
selves of the data on file in the Identification Division 
of the Federal Bureau of Investigation. The service is 
given without cost to all regularly constituted law en- 
forcement officers and agencies desiring it. Fingerprint 
ecards, franked envelopes, and disposition sheets for the 
purpose of reporting action taken subsequent to arrest, 
are supplied without charge on request from contributing 
agencies. 


Upon receipt of a fingerprint card from a cons. 


tributing law\ enforcement agency, a letter giving the 
eriminal record, or informing of the fact that no prior 
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record has been located, is sent to the contributor. An 
additional copy of the letter citing a prior record is 
transmitted in arrest cases for the benefit of the prose- 
cutor as an aid in prosecuting the individual who has a 
previous record of arrest. This record is also of value 
to the Judge before whom a case is tried, as it is often- 
times studied before determining the length and character 
of sentence which the court imposes on a convicted person. 


In conducting its identification work, the 
Federal Bureau of Investigation is essentially a coopera- 
tive organization and can furnish to contributing law en- 
forcement agencies only that information which it receives 
from them. The assistance of the police, sheriffs, war- 
dens, state identification bureaus, and similar agencies 
has been very gratifying, but despite the splendid results 
which have been accomplished, it is felt that this Bureau 
can render even more effective service when it receives 
all of the fingerprint records which law enforcement 
officials are in a position to furnish. It is obvious 
that even better service can be given by the Bureau as its 
records become more complete. All peace officers are 
therefore invited to make the fullest possible use of this 
cooperative project. 


Fingerprint records prove of value in deter- 
mining if applicants for positions, under the Civil Ser- 
vice of the Federal, State, county or municipal governments 
have a previous record on file which might show the appli- 
cant is not of a proper character to receive the appoint- 
ment. Applicant fingerprints, however, are only searched 
through the Bureau's criminal files when submitted by law 
enforcement agencies. 





Wanted Notices 


Law enforcement officials, seeking the appre- 
hension of fugitives, follow the practice of notifying 
the Bureau to this effect, whereupon "wanted" notices are 
posted on the fingerprint records in the Identification 
Division. If the individuals involved should subsequently 
be arrested elsewhere on other charges and their finger- 
prints taken and forwarded to the Bureau, the officials 
who placed the "wanted" notices are immediately apprised 
of the fact, either by air mail, special delivery or tele- 
graph. Over 400 fugitives from justice are located monthly 
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through fingerprint comparisons > > 
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international Exchange / Y 


ln March, 1932, the international exchange of 
fingerprint records was begun. This service not only 
provides a means for furnishing a subject's complete 
criminal history for assistance of prosecuting attorneys, 
judges and parole officials in their respective activi- 
ties, but is also of the utmost importance as a medium 
whereby persons who are wanted in a country other than 
that in which they are arrested may be identified as 
fugitives. 


The exchange of fingerprints is now carried 
on with 70 foreign countries where the fingerprints of 
persons arrested in the United States will be sent upon 
request of the contributing law enforcement agencies. 
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Single Fingerprint Section 








In addition there is maintained a separate col- 
lection of fingerprints of kidnapers, bank robbers, ex- 
tortiónists, and other notorious criminals, which are 
filed, each finger singly. This collettion is an auxil- 
iary to the main file and is used primarily for the pur- 
pose of identifying latent fingerprints left at the 
scenes of crimes by kidnapers, bank robbers and extor- 
tionists. Unless latent fingerprints of such offenders 
are those of the individuals whose separate impressions 
are filed in the single-print collection, it is difficult 
for the Bureau to identify the latent prints. However, 
if the names or aliases of any suspects are furnished the 
Bureau, together with descriptive information, then the 
actual prints may be compared with the latent impressions 
and thus it may be possible to establish an identification. 


Civil Identification 


The latest feature of the Identification Divi- 
sion is its Civil Identification Section, in which are 
filed the fingerprints of law-abiding citizens. The 
fingerprints of many distinguished people are included 
in this collection. 
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By having his fingerprints on file in the Civil 
Identification Section, the citizen can insure his iden- 
tity being reestablished should disaster or accident 


happen to him. J Y 


When other means fail, missing persons can be 

-Jocsted ani exneota and aphasia victimes tan be identi- FEES = 

fied through fingerprints if their prints are on file in / 5 

this Section. Victims of wrecks, fires, earthquakes or 

other disasters may also be identified through finger- 

prints, when their identity is otherwise unascertainable. 

In cases of kidnaping, it is of assistance to the inves- 

tigating officials to have.available the fingerprints of 

the victime These are but a few of the purposes which 

may be served by having one!s fingerprints on file in 

the Bureau's Civil Identification Section. All citizens 

are invited to place their prints on record there in the 

civil identification files which are kept entirely вера- 

rate from those in the criminal file. 








TECHNICAL LABORATORY 


In the latter part of the year 1932 the Federal 
Bureau of Investigation, United States Department of Jus— 
tice, established a Technical Laboratory to perform work 
of a scientific character, which might prove of assis- 
tance in its investigative cases. Previously, it had 
been customary in instances considered desirable for the 
Bureau to have technical experts outside its organization 
make scientific analyses. The importance and growth of 
this phase of the Bureau's investigative activity and the 
desirability of having the work under its close supervi- 
sion led to the conclusion that the establishment of a 
Technical Laboratory was essential. The development of 
this Laboratory has been carefully planned by the Bureau 
with the assistance and advice of known and recognized 
authorities in the field of scientific endeavor. 


At the present, examinations are made in the 
laboratory of documents or letters to determine the iden- 
tity of the handwriting appearing thereon, as well as any 
other information which may prove helpful in the investi- 
gation of the case, facilitated by the use of precision 
rulers, a synchrisiscope, binocular magnifiers, micrometer 
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calipers, color charts, and special apparatus for ultra- 
violet light and infra-red sources. 


In addition, comparison microscopes, a helixo-" 
meter and special photographic equipment are used in the 
important phase of the scientific work relating to the 
examination of bullets and exploded shells. 


Reproducing by moulage or other methods is 
. another feature which the Laboratory is equipped to under- e 
take; This consists of the making of casts of objects AL 
of evidence or of parts of the human body (for record pur — — 
poses. Microanalyses of Hair and textilé fibres are like- we 
wise considered an essential and important part of the 
technical duties, and chemical analyses of stains includ- 
ing blood tests are performed from time to time. Spectro- 
graphic and spectrometer apparatus is available and X-ray 
equipment is in use. 
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Also among the equipment of the laboratory are 
reference collections of automobile tire tread designs, 
various types and sizes of bullets and cartridge cases 
of both American and foreign manufacture, a fibre file 
of animal and vegetable fibres, a collection of handwrit- 
ing specimens of many criminals, etc. 


Besides conducting technical investigations in 
current cases, the technicians at the Bureau Laboratory 
engage in research to develop new techniques for the solu- 
tion of crime and to study methods and practices in use 
by police departments to effect constructive improvements. 


The facilities of the Technical Laboratory are 
available to all law enforcement agencies without charge. 
In transmitting evidence to the Laboratory for the pur- 
pose of having it examined it should be labeled "evidence 
for the Laboratory." 


The FBI Law Enforcement Bulletin 


Each month the Federal Bureau of Investigation 
issues & publication called "The FBI Law Enforcement Bul- 
letin" which is sent to all law enforcement officials 
who contribute fingerprints to its Identification Division. 
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This publication lists the names, aliases, descrip- 
tions, fingerprint classifications and a reproduction of 
one finger impression of wanted fugitives in aggravated: 
state crimes, together with the names and addresses of 
law enforcement agencies to be notified in the event the 
fugitives are located. The bulletin is also used as a 
medium for the dissemination of scientific information of 
interest to peace officers and as a forum for the ex~ 
pression of ideas furthering cooperation and modern 
methods of crime detection. 





CRIME STATISTICS 


Approximately 2,200 police departments through- Pda 
out the United States, representing a population area of 2 
over 64,000,000 make monthly and annual reports to the, cc econ 
Bureau of offenses known and offenses cleared{by arrest, J 2 
and the number of. persons held for prosecution. This in- г 


formation, together with data compiled from the finger- 
print cards received in the Bureau, makes possible the 
collection of comparable crime statistics on a nation-wide 
scale. These statistics are published quarterly in a 
publication known as "Uniform Crime Reports," which is sent 
to law enforcement officials and other interested agencies. 


Police Training School 


In July, 1935, the Police Training School of 
the Federal Bureau of Investigation was begun. Thus, for 
the first time, the type of instruction and training of- 
fered to Special Agents was made available to law enforce- 
ment officers. 
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The course pursued by these officers is of three 
months! duration, covering administrative features of 
police work, discussion and consideration of everyday 
police problems, and practical training in the performance 
of enforcement duties. The course is free, the only cost 
to those attending being transportation and living ех- 
penses while in Washington. Those officers attending are 
selected representatives from their respective local, 
municipal, county and state law enforcement agencies, based 
upon applications which have been filed with the Federal 
Bureau of Investigation. 
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ACCOMPLISHMENTS 


During the fiscal year 1935, the cost of oper- 
ating the Federal Bureau of Investigation was $4,626,518 
while the savings and recoveries effected in cases in 
which the Bureau performed investigation amounted to 
$38,481,686.17. Some of its other accomplishments during 
the same period were: + 


Ninety-four per cent of the cases investigated, 
which were brought to trial, resulted in convictions. 


Sentences’ imposed totaled over 10,757 years. 


1,030 Federal fugitives from justice were 
located. 


‘Through the Identification Division, various 
law enforcement officials were assisted in locating 
4403 fugitives. 
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G@reareo BY CONGRESS, ON JUNE 22, 1870, 

THE DEPARTMENT OF JUSTICE BECAME IN REALITY AN 

EXECUTIVE BRANCH OF THE GOVERNMENT.  [BREVIOUSLY 

THIS BRANCH HAD LED A SOMEWHAT NOMADIC  EXIS- 

| TENCE, BEING QUARTERED FROM TIME TO TIME IN 
VARIOUS PARTS OF OTHER FEDERAL BUILOINGS. 


Й һом 1899 UNTIL 1917 THE ATTORNEY GEN- 
ERAL AND HIS STAFF OCCUPIED THE BUILDING LOCATED 
ON K STREET BETWEEN VERMONT AVENUE ANO FIFe 
TEENTH STREET. HE OTHER UNITS OF THE DE- 
PARTMENT WERE DISTRIBUTED IN VARIOUS PARTS OF 
THE CITY. [JO RELIEVE THIS INTOLERABLE SITUA- 
TION LEASE WAS TAKEN TO ‘THE BUILDING AT THE 
NORTHEAST CORNER OF VERMONT AVENUE AND K 
STREET. (О нЕ DEPARTMENT WAS DESTINED TO OUT- 
GROW THIS BUILDING. 


ON 1871, A TEN YEAR LEASE WAS TAKEN ON 
THREE FLOORS OF THE OLD FREEDMENS BANK BULD- 
ING, LOCATED AT THE INTERSECTION OF PENNSYLVANIA 
AVENUE AND FIFTEENTH STREET. (ІНЕ RIGGS BANK 
BUILDING PRESENTLY OCCUPIES THIS SITE. [N 1882, 
CONGRESS AUTHORIZED THE PURCHASE OF THE FREED- 
MEN'S BANK BUILDING; GIVING TO THE DEPARTMENT 
OF JUSTICE ITS FIRST REAL HOME. (MHEN, IN 1899 
| CONGRESS APPROPRIATED 91,000,000 FOR THE EREC- 

TION OF A DEPARTMENT OF JUSTICE BUILDING, THE 


(Bw OCTOBER 25, 1934, THE PRESENT MAGNI- 
FICENT OEPARTMENT OF JUSTICE BUILDING WAS OEDI- 
CATED, [JT WAS GUILT IN THE SPIRIT OF THOSE 
LOFTY IDEALISTS WHO FOUNDED THE TWELFTH CEN- 
TURY LAW SCHOOL АТ BOLOGNA, WHO VISUALIZED JUS- 
TICE AS, "CLOTHED WITH DIGNITY, INEFFABLY SHINING 
BANK BUILDING WAS VACATED.  [T]His FUND WAS WITH REASON AND EQUITY, AND SUPPORTED BY RELI- 


RESCINDED WHEN NO SUITABLE SITE FOR THE NEW GION, LOYALTY, CHARITY, RETRIBUTION, REVERENCE AND 
BUILDING COULD BE BOUGHT, TRUTH 
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The Federal Bureau of Investigation was founded 
in 1908, to provide the United States Department of Jus- 
tice with a permanent investigative force under its im- 
mediate control. It was first known as the Bureau of In- 
vestigation, and later as the Division of Investigation. 
Its present name, the Federal Bureau of Investigation, 
was finally adopted as more nearly descriptive of its 
status as the general investigative agency for the Federal 
Government. 





As Congress passed new Federal laws and placed 
them under the Bureau's investigative jurisdiction, its 
size and importance increased. Notable advances in the 
earlier years of its growth were the passage of the White 
Slave Traffic Act in 1910, materially increasing the work 
of the Bureau, and the passage in 1919 of the National 
Motor Vehicle Theft Act, bringing within the jurisdiction 
of the Bureau a large and constantly increasing class of 
interstate violations. 


In 1924, while the Honorable Harlan F. Stone, 
presently a Justice of the United States Supreme Court, 
was Attorney General of the United States, the Bureau was 
reorganized and working policies which are followed today 
were established. One of the cardinal rules enunciated 
at this time was that the Federal Bureau of Investigation 
should be completely divorced from the vagaries of politi- 
cal influence. Another principle established was that 
promotion in the Bureau was to be based solely upon proven 
ability and efficiency. 
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To: Director 
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History /£ 


The Federal Bureau of Investigation was founded in 1908, to /8 
provide the United States Department of Justice with a tpermanent inves- 
tigative force under its immediate control. It was first known .as the 
Bureau of Investigation, and later as the Division of Investigation. Its 
present name, the Federal Bureau of Investigation, was finally adopted 
as more nearly descriptive of its status as the general investigative agen- 
cy for the Federal Government. 





As Congress passed new Federal laws extending the Bureau's 
investigative jurisdiction, its size and importance increased. Notable 
advances in the earlier years of its growth were the passage of the White 

| Slave Traffic Act in 1910, materially increasing the work of the Bureau, 

| - and the passage in 1919 of the National Motor Vehicle Theft Act, bringing 

‘within the jurisdiction of the Bureau a large and constantly increasing 
class of interstate violations. 


In 1924, while the Honorable Harlan F. Stone, presently a . 
Justice of the United States Supreme Court, was Attorney General of the 
United States, the Bureau was reorganized and working policies which are 
followed today were established. One of the cardinal rules enunciated at 
this time was that the Federal Bureau of. Investigation should be complete- 
ly divorced from the vagaries of political influence. Another principle 
^ established was that promotion in the Bureau was to be based solely upon 
proven ability and efficiency. Є 


- Two other events of far-reaching importance to the Bureau 
took place in 1924. The first was the adoption of the practice of giving 
preference to qualified attorneys and expert accountants in the appoint- 
ment of Special Agents. The second was the consolidation of criminal 
identification data maintained at Leavenworth Penitentiary with records 
of the International Association of Chiefs of Police to form a national 
clearing house of criminal information under the Bureau’s jurisdiction, 
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This consolidation brought to Washington, as a nucleus for the Bureau's 
Identification Division, 810,188 fingerprint records. 


During the years which followed, the'Bureau's operations were 


/systematized, standardized forms for investigative reports were put into 


general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded at 
Washington. 


Meanwhile, the Bureau was developing various services de- 
signed to promote cooperation between it and other law enforcement agen- 
cies, local, state and international. 


Recent legislation, sponsored and urged by Attorney General 
Cummings, extended the authority of the Bureau to new fields. With the 
passage of these acts, the Bureau entered upon a phase of its history 
which has caused citizens generally to become more familiar with its 
activities. Amongst these enactments are the following: Federal Anti- 
Racketeering Statute; the Federal Reward Bill; To Provide Punishment 
for Killing or Assaulting Federal Officers; Extortion by Means of Tele- 
phone, Telegraph, Radio, Oral Message, or Otherwise; Providing Venue 
for Prosecution in Extortion Cases; Fleeing from One State to Another 
to Avoid Prosecution or Giving Testimony in Certain Cases; The Nation- 
al Stolen Property Act; Robbery of Banks Organized or Operating Under 
Laws of the United States or of Any Member of the Federal Reserve Sys- 
tem, and Amended to Include All Banks Holding Insurance Issued by. the 
Federal Deposit Insurance Corporation; Extending Section 5209 of Revis- 
ed Statutes (United States Code, Title 12, Section 592) Relating to the 
Misapplication, Abstraction, Embezzlement, Et Cetera, on the Part of 
Bank Employees to Include All Insured Banks of the Federal Deposit In- 
surance Corporation; Crimes in Connection with Federal Penal and Cor- 
rectional Institutions; Prohibiting the Interstate Transportation of Pris- 
on-Made Products in Certain Cases; To Provide for Prosecution of Fed- 
eral Prisoners Who Escape While Awaiting Trial; Power of Arrest for 
Special Agents of the Bureau, and the Right to Carry Firearms; and The 
National Firearms Act; including, in 1934, an important Amendment to 
the Federal Kidnaping Statute, originally passed in 1932. 


` 
LAW 
Field — 


The rotor of the Federal Bureau of Investigation has under 
his direction sx-seven field оба “Strategically located through- 


— us 


ORGANIZATION 











out the United States A list of the cities together with the addresses 
and telephone numbers of the field offices, appears herein. 


In order to handle a and efficiently the work in- 
voived in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Special Agent in Charge, who in turn i responsible to the Washington 
headquarters of the Bureau. Each field € covers a specified terri- 
tory but the work of all offices is coordinated. Thus, if one field of- 
fice obtains information requiring action in another section of th 
country, the facts are transmitted immediately to the appropriate of- 
fice, and alsp.to the Washington headquarters of the Bureau. Сор of 
every field report are submitted to Washington where consolida- 
tion of the data is effected in each case permitting the coordination of 
all investigative activity. 

1.5 
2. ^ The number of members on the -staff of each field office 
fluctuates according to the volume of the work to be performed, ànd 
‘Special Agents are transferred from one office to another as the exi- 
gencies of the service require. 


, Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
‘Bureau has under its direct supervision the operation of the Identifica- 
tion Division and Technical Laboratory and the collection of crime sta- 
tistics. It also conducts training schools for Special Agents and po- 
lice officers. 


^ 


Personnel 


Applicants for the position of Special Agent must be be- . 
` tween the ages of twenty-five and thirty-five, and are chosen from three 
classes of persons: attorneys, expert accountants, or persons with ex- 


tensive law enforcement experience. Those-with—tegat-end—eccountiig 





These applicants are thoroughly investigated, and appoint- 
ment is conditioned upon the possession of personal integrity of high 
order, academic training, personality, character, and experience as well 
as other basic factors necessary for the development of new agents as 
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successful investigators. 


$ 
Approximately 8&.per cent of the Special Agents of the Fed- 
eral Bureau of Investigation have had legal training or were expert 
accountants before entering the Bureau. L 
*] 


University degrees are held by approximately T3 per cent of 
the Bureau's Special Agents. A number of Special Agents speak fluently 
at least one of foreign languages, and prior to appointment were en- 
gaged in 100 vocations in the fields of Science, Education, Indus- 
try and Business. 


Training 


The Bureau maintains adequate facilities and personnel to 
operate its training -schools. Especially equipped rooms in the Depart- 
ment of Justice Building have been set aside for training school pur- 
poses and the facilities of the Bureau’s Technical Laboratory, finger- 
print Identification Division, gymnasiums, and indoor and outdoor ranges 
are utilized during the course of training. 


A regular faculty of fell-time instructors and more than fif- 
ty experts on various phases of crime detection and investigative tech- ' 
nique comprise the Bureau's staff of lecturers. This staff is supple- 
mented by a group of distinguished eriminologists who are connected 
with colleges, universities, social айа civic organizations, and law 


enforcement agenciés throughout the United States. Training is afforded’ B 


to all newly appointed Special Agents; to members of the FBI National 
Police Academy, which trains members:of local and state law enforcement 
agencies; and to the experienced Spécial Agents of the Bureau, who, - 
from time~to time, are giver retraining courses. 


The — school curriculum includes studies and practical 
training in many subjects which are organized under the following head- 
ings: 


Scientific and Technical 

Statistics, Records, and Report Writing 
Firearms Training and First Aid 
Investigations, Enforcement and Regulatory 
Procedure 

Tests and Practical Experience 
Administration and Organization 








X. 


Training is, likewise, provided for the Bureau's executive 
staff and clerical and stenographic employees. 


Retraining 


Experienced Agents are returned to Washington for retraining 
purposes approximately every 18 months, so that they may be constantly . 
informed in the latest methods of scientific crime detection and crim- ` 
inal apprehension. i x 


INVESTIGATIVE JURISDICTION 


The Federal Bureau of Investigation has investigative ju- 
risdiction over all violations of Federal laws and matters in which 
the United States is or may be a party in interest, except those mat- 
ters specifically assigned by Congressional enactment or otherwise to 
other Federal agencies, and performing other duties imposed upon it by 
law. It does not bave investigative jurisdiction over violations of the 
Counterfeiting, Narcotic, Customs and Smuggling, Postal or Immigration 
Laws. Among those matters under the primary jurisdiction of this Bu- 

. reau are the following: 


Administrative Investigations 
Admiralty Law Violations 
Antitrust Laws 
Applicants for Positions 
Bank Embezzlements in District of Columbia 
Bankruptcy Frauds 
Bondsmen and Sureties 
Bribery 
Claims Against the United States 
Claims by the United States 
| Condemnation Proceedings 

- Conspiracies 
Contempt of Court 
Copyright Violations 

- : Crimes on the High Seas 
Crimes in Alaska 
Crimes in Connection‘ with Federal Penal and 

Correctional Institutions 

Crimes on Indian Reservations 
Crimes on Government Reservations 
Destruction of Government Property 
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which the Bureau has jurisdiction, of escaped Federal prisoners, and pa- 
role and probation violators. When the arrest of a Fedéral fugitive 
from justice is not brought about within a reasonable time, an Ident- 
ification Order is distributed to peace officers in all parts of the 
country, containing the name, photograph, fingerprints and description 
of the fugitive together with all available information which might 
prove helpful in bringing about his arrest. When the fugitive is appre- 
hended, an Apprehension Order is issued so that ail efforts to locate 
the individual may be discontinued. 


It is highly important in investigations relating to fugitives 
from justice that any information secured be forwarded to the nearest 
field office without delay. 


Extortion | è 


Whoever with intent to extort from any person, money or other 
things of value, mails or causes to be mailed any communication con- 
taining any threat (1) to injure the person or property of any person, or 
(2) to kidnap any person, or (3) any demand or request for ransom or re- 
ward for the release of a kidnaped person, is chargeable with a Federal 
` violation. If the message is transmitted interstate by means of tele- 
phone, telegraph, radio, or oral message, there is likewise a violation 
of the Extortion Statute. 


Federal Fugitive Act 


An Act approved on May 18, 1934, makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce, with 
intent to avoid prosecution for murder, kidnaping, burglary, robbery, 
mayhem, rape, assault with a dangerous weapon or extortion, accompanied 
by threats of violence or for an attempt to commit any of the foregoing 
offenses. This Act also makes it a Federal offense for any person to 
travel in interstate or foreign commerce to avoid giving testimony in 
any criminal proceedings in such place in which the commission er a 
felony is charged. 


Federal Anti-Racketeering Statute 


An Act approved on June 18, 1934, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by ob- 
taining or attempting to obtain by threat, force, violence or coercion, the 
payment of money or other valuable considerations for the — ren- 
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tal of property or protective services. This Statute further makes it a 
Federal offense for any person to obtain the property of another with 
his consent through the wrongful use of force-or fear or under the color 
of official right when interstate commerce or trade is affected. This 
Act further penalizes the commission or threats to commit any acts of 
physical violence or physical injury to a person or property in further- 
ance ofa plan or purpose to interfere with interstate trade or commerce. 


Impersonation 


Whenever information is received by a peace officer or law en- 
forcement official which indicates that an individual has falsely ciaim- 
ed to be an officer or employee of the United States and that such indi- 
vidual fraudulently acted as if he were ã Federal officer, or that he ob-. 
tained or demanded anything of value, such as loans, credits, money, doc- 
uments, or the cashing of checks, such information should be transmitted 
to the Federal Bureau of Investigation, which will begin an immediate 
inquiry to determine whether a Federal law has been violated. 


Kidnaping 


Under the provisions of an Act of Congress approved by the 
President on May 18, 1934, whoever transports or aids in transporting in 
interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried away 





by any means whatsoever and held for ransom or reward or otherwise, is. 


guilty of violating a Federal Law. Also, if two or more persons enter 
into an agreement, confederation, or conspiracy to violate the provisions 
of this Act and do any overt act toward carrying out such unlawful a- 
greement, confederation, or conspiracy, such person or persons are guilty 
of violating the Federal kidnaping law: Further, on January 24, 1930, 
the President approved an act making it a violation to receive, possess 
or dispose of any money knowing the same to have been delivered as ran- 
som or reward. Cases of this nature are investigated by the Federal Bu- 
reau of Investigation. Any information regarding cases of this nature 
in the possession of law enforcement officials or citizens indicating a 
violation of this law should be promptly transmitted to the nearest 
field office, or the Bureau may be called direct by calling collect 
National 7117, Washington, D. C. 


Larceny From Interstate Shipmerits 
Any facts which indicate that any person or persons have stolen 
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vestigation of any information in their possession indicating a violation 
of any of the foregoing Federal laws. 


In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of your nearest field 
office. 


United States Attorneys 


ÁS The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


e The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintáins an Identification Division at Washing- 
ton, D. C., which serves as a central clearing house of records per- 
taining to criminals. The information contained in the Bureau's iden- 
tification files is based primarily upon fingerprints, which constitute 
the largest and most complete collection of current value in existence. 


143" ; 1126, . 
Оп A 1, 1924, there was a total of 683290 finger- 
print records gpd 520,946 index cards in the Bureau’s archives. On 
t 1, more than 488 fingerprint records were being received 


Ип the Identification Division daily from $264, bn ributing law en- 


forcement agencies throughout the world. 


All peace officers are invited to avail themselves of the 
data оп file in the Identification Division of the Federal Bureau of 
Investigation. The service is given without cost to all regularly con- 
stituted law enforcement officers and agencies desiring it. Fingerprint 
cards, franked envelopes, and disposition sheets for the purpose of re- 
porting action taken subsequent to arrest, are supplied without charge 
on request from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 


enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has' been located, is sent to the contribu- 
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tor. An additional copy of the letter citing a prior record is trans- 
mitted in arrest cases for the benefit of the prosecutor as an aid in 
prosecuting the individual who has a previous record of arrest. This 
record is also of value to the Judge before whom a case is tried as it 
is often times studied before determining the length and character of 
sentence which the court imposes on a convicted person: 


In conducting its identification work.the Federal Bureau of 
Investigation is essentially a cooperative organization and cari furnish 
to contributing law enforcement agencies only that information which it 
receives from them. The assistance of the police, sheriffs, wardens, 
State identification bureaus, and similar agencies has been very grat- 
-ifying, but despite the splendid results which have been accomplished, 
‘it is felt that this Bureau can render even more effective service when 
‘it receives all of the fingerprint records which law enforcement offi- 
'cials are in a position to furnish. It is obvious that even better 
service can be given by the Bureau as its records become more com- 
plete. All peace officers are therefore invited to make the fullest 
possible use of this cooperative project. 


Fingerprint records prove of value in determining if appli- 
-cants for positions, under the Civil Service of the Federal, State, coun- 
ty or municipal governments have a previous record on file which might 
show the applicant is not of a proper character to receive the appoint- 
ment. Applicant fingerprints, however, are only searched through the 
Bureau’s criminal files when submitted by law enforcement agencies. 





Wanted Notices 


Law enforcement officials, seeking the apprehension of fugi- 
tives, follow the practice of notifying the Bureau to this effect, 
whereupon "wanted" notices are posted on the fingerprint records in the 
Identification Division. If the individuals involved should subsequently 
be arrested elsewhere on other charges and their fingerprints taken and 
forwarded to the Bureau, the officials who placed the "wanted" notices 
are immediately apprised of the fact, either by air mail, special deliv- 
ery or telegraph. rect 500 fugitives from justice are located 
monthly through fingerprint comparison. 


International Exchange 


In March, 1932, the international exchange of fingerprint rec- 
ords was begun. This service not only provides a means for furnishing 
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a subject’s complete criminal history for assistance of .prosecuting at- 
torneys, judges and parole officials in their respective ictivities, but 
is also of the utmost importance as a medium whereby persons who are 
«wanted in a country other than that in which they are arrested may be 
identified as fugitives. 

$] 


Тһе ех ange of fingerprints is now carried on with `M for- 
eign countries the fingerprints of persons arrested mmthe-Untted- 
States will = sent upon request of the contributing law enforcement 
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Single Fingerprint Section 





In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of iden- 
tifying latent fingerprints left at the scenes of crimes by kidnapers, 
bank robbers and extortionists. Unless latent fingerprints of such of- 
fenders are those of the individuals whose separate impressions are filed 
in the single-print collection, it is difficult for the Bureau to identify 
the latent prints. However, if the names or aliases of any suspects are 
furnished the Bureau, together with descriptive information, then the 
actual prints may be compared with the latent impressions and thus it 
may be possible to establish an identification. | 


Civil Identification 


The latest feature of the Identification Division is its 
Civil Identification Section in which are filed the fingerprints of 
law-abiding citizens. The fingerprints of many distinguished people 
are included in this collection. 7 


By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, earth- 
quakes or other- disasters may also be identified through fingerprints, 
when their identity is otherwise unascertainable. In-cases of kidnaping, 
it is of assistance to the investigating officials to have available the 
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Also among the equipment of the laboratory are reference 
collections- of automobile tire tread designs, various types and sizes 


ture, a fibre file of animal and vegetable fibres, a collection of hand- 
5 writing specimens of many criminals, etc. 


— 


Besides conducting technical investigations in current 
cases, the technicians at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
i and practices in use by police departments to effect constructive im- 


z я 


provements. 


The facilities of the Technical Laboratory are available to 
all law enforcement agencies without charge. In transmitting evidence 
to the laboratory for the purpose of having it examined it should be 
labeled "evidence for the laboratory." 1 


E { The FBI Law Enforcement. Bulletin 


Each month the Federal Bureau of Investigation issues a 

Sp publ icatio "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its Iden- 
tification Division. This publication lists the names, aliases, descrip- 


1 tions, fingerprint classifications and a reproduction of one finger im- 
pression of wanted fugitives in aggravated state crimes, together with 
i the names and addresses of law enforcement agencies to be notified in 


the event the fugitives are located. The bulletin is also used as a 
medium for the dissemination of scientific information of interest to 
peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 





Н CRIME STATISTICS 
; | nd-agencies—n— possessions O e ünitet States. The-totatnumber-of 
wr participating taw enforcement agencies is 9,089, and tiey- forward. re 
43 Horts-concerming-offenses known and offenses cleared by-a and the 
= i pumber—of—persens—held—for—prosecutioa, This information, together 
a H with data compiled from the fingerprint cards received in the Bureau, 
{ 


t makes possible the collection of comparable crime statistics on a na- 
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iz of bullets and cartridge cases of both American and foreign manufac-. 
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tion-wide scale¿ « These statistics are issued quarterly in a publicá- 
tion known as Uniform Crime Reports," which is sent to law enforce- 


ment officials and other interested individuals and agencies. 


` -$ PBI National Police Academy 


E In July, 1935, the FBI National Police Academy was be- 
gun. Thus, for the first time, the type ——— and training 
Do offered to Special Agents was made available to, la ае: - 







cers. A 





The course pursued by these officers is of three months” du- 





ration, covering administrative features of police work, discussion and 





consideration of everyday police problems, and practical training in the 





performance of enforcement duties. The course is free, the only cost 
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to those attending being transportation and living expenses while in . 
X " Washington. Those officers attending are selected representatives, Y go A 
their respective local, municipal, county and state law enforcement ж 
agencies, based upon applications which have been filed with the Fed- 
eral Bureau of Investigation. i 







ACCOMPLISHMENTS 





recoveries effected-i ISES TI wie 
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Convictions in oP of the cases investigated which were 
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` Imposition of sentences totaling over 117067. years, tm Add tay 6 
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Location of +089 Federal fugitives from justice. 
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; The assistance, through the Identification Division, to 
various law enforcement officials in locating 5,781 fugitives. 
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five key cities throughout the United States and its possessions. A 
list of the cities, together with the addresses and telephone numbers of 
the field offices, appears herein. 


In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Spécial Agent in Charge, who in turn is responsible to the Washington 
headquarters of the Bureau. Each field division covers a specified 
territory but the work of all offices is coordinated. Thus, if one 
field office obtains information requiring action in another section of 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington headquarters of the Bureau. 
Copies of every field division report are submitted to Washington where 
consolidation of the data is effected in each case permitting the co- 
ordination of all investigative activity. 


The number of members on the staff of each field office 
fluctuates according to the volume of the work to be performed, and 
Special Agents are transferred from one office to another as the exi- 
gencies of the service require. 


Bureau Headquarters 
ARA E TONNAGE LAR LOCUM SEE 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifica- 
tion Division and Technical Laboratory and the collection of crime sta- 
tistics. 1t also conducts training schools for Special Agents and police 
officers. 


Personnel 


Applicants for the position of Special Agent must be between 
the ages of twenty-three and thirty-five, and are chosen from three clas- 
ses of persons: attorneys, expert accountants, or persons with extensive 
law enforcement experience. 


These applicants are thoroughly investigated, and appoint- 
ment is conditioned upon the possession of personal integrity of high 
order, academic training, personality, character, and experience as well 
as other basic factors necessary for the development of new agents as 
successful investigators. 

















Approximately 88 per cent of the Special Agents of the Fed- 
eral Bureau of Investigation have had legal training or were expert 
accountants hefore entering the Bureau. 


University degrees are held hy approximately 78 per cent of 
the Bureau's Special Agents. A number of Special Agents speak fluently 
at least one of 20 foreign languages, and prior to appointment were en- 
gaged in approximately 110 vocations in the fields of Science, Education, 
Industry and Business. 


Training 


The Bureau maintains adequate facilities and personnel to 
operate its training schools. Especially equipped rooms in the Depart- 
ment of Justice Building have been set aside for training school pur- 
poses and the facilities of the Bureau’s Technical Laboratory, finger- 
print Identification Division, gymnasiums, and indoor and outdoor ranges 
are utilized during the course of training. 


A regular faculty of full-time instructors and more than fif- 
ty experts on various phases of crime detection and investigative tech- 
nique comprise the Bureau’s staff of lecturers. This staff is sunple- 
mented by a group of distinguished criminologists who are connected 
with colleges, universities, social and civic organizations, and law 
enforcement agencies throughout the United States. Training is afforded 
to all newly appointed Special Agents; to members of the FBI National 
Police Academy, which trains members of local and state law enforcement 
agencies; and to the experienced Special Agents of the Bureau, who, 
from time to time, are given retraining courses. 


The training school curriculum includes studies and prac- 
tical training in many subjects which are organized under the following 
headings: 


Scientific and Technical 

Statistics, Records, and Report Writing 

Firearms Training and First Aid 

Investigations, Enforcement and Regulatory 
Procedure 

Tests and Practical Experience 

Administration and Organization 
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curities or money of the value of $5,000 or more by a person knowing 
the goods to be stolen. This Statute also makes К a Federal offense 
for any person to pledge or accept as security for a loan any goods, 
wares or merchandise, or securities of the value of $500 or more, which 
have been stolen or feloniously teken by fraud from an interstate or 
foreign shipment. 


Robbery of National Banks, Member Banks of the Federal 
Reserve System, and Insured Banks of the Federal Deposit 
Insurance Corporation 


On May 18, 1934, there was approved by the President a Stat- 
ute which makes it a Federal offense to rob any National Bank or Mem- 
ber Bank of the Federal Reserve System. This Act covers the taking by 
force and violence, or by putting in fear, of any property in the care, 
custody, control, management or possession of any Federal Reserve Mem- 
ber Bank or National Bank. This Statute also penalizes the assault of 
any person or the placing in jeopardy of the life of any person by the 
perpetrators of the robbery of a National Hank or Member Federal Re- 
serve Bank. The Statute also expressly covers the killing or kidnaping 


of any person in connection with the robbery of a Federal Reserve a) 


ber Ban's or a National Bank. An Act of Congress, approved Aupust 28, 
1935, extended the provisions of the Federal Bank Robhery Aot to Jn 


Qe d) psc er Theft, лл or Jllegal Possession of Government Property 


Crean tea 


It is a violation of a Federal law to embe :zzle, purloin, or 
Steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Bureau has investigative 
jurisdiction over offenses of this nature. 


White Slave Traffic Act 


The White Slave Traffic Act is frequently referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans- 
port or cause to be transported, or aid or assist in obtaining transpor- 
tation for, or in transporting, in interstate or foreign commerce, any 
woman or girl for the purpose of prostitution or debauchery, or to en- 
gape in other immoral practices, shall be deemed guilty of a felony. The 
Federal Bureau of Investivation is desirous of receiving any information 
which indicates a violation of this Act. Lav enforcement agencies, 
officers, and citizens are invited to advise the Federal Bureau of In- 
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vestigation of any information in their possession indicating a violation 
of any of the foregoing Federal laws. 


In the event of an emergency a telegram may be sent Govern- 
rate collect to the Special Agent in Charpe of your nearest field 
office. 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to allexed violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated egainst the individ- 
uals involved, 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., which serves as a central clearine house of records per” 
taining to criminals. The information contained in the Bureau's iden- 
tification files is based primarily upon fingerprints, which constitute 
the largest and most complete collection of curcent value in existence. 


Моле у 27#0/ 
On Estexmzy 1, 1988 there was a total of 222417 finger- 


priat 2. cords an index cards in the Burean’s archives, On 


1, 1938, approximately 6,900 fingerprint records were being 
received in the Identification Division daily from 67638 contributing 
law enforcement agencies throuchout the world. qero 


All peace officers are invited to avail themselves of the 
data on file in the Identification Division of the Federal Bureau of 
Investigation. The service is siven without cost to ell regularly con- 
stituted law enforcement officers and asencies desiring it. Fingerprint 
cards, fran'*ed envelopes, and disposition sheets for the purpoce of re- 
porting action taken subsequent to arrost, ere cupolied without charpo 
on request from contributiny agencies. 


Upon receipt of a fingerprint card from a contributing law 


enforcement epgency, o lcetticr givinr the criminal record, or informing of 
the fact that no prior record kas bcen located, is seat to the contribu- 
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tor. An additional copy of the letter citing a prior record is trans" 
mitted in arrest cases for the benefit of the prosecutor as an aid in 
prosecuting the individual who has a previous record of arrest, This 
record is also of value to the Judge hefore whom a case is tried as it 
is oftentimes studied before determining the length and character of 
sentence which the court imposes on a convicted person. 


In conducting its identification work the Federal Bureau of 
Investigation is essentially a cooperative organization and can furnish 
to contributing law enforcement agencies only that information which it 
receives from them, The assistance of the police, sheriffs, wardens, 
state identification bureaus, and similar agencies has been very grat- 
ifying, but despite the splendid results which have been accomplished, 
it is felt that this Bureau can render even more effective service when 
it receives all of the fingerprint records which law enforcement offi- 
cials are in a position to furnish. It is obvious that even hetter service 
can be given by the Bureau as its records hecome more complete. All 
peace officers are therefore invited to make the fullest possible use of 
this cooperative project. 


Fingerprint records prove of value in determining if appli- 
cants for positions under the Civil Service of the Federal, State, county 
or municipal governments have a previous record on file which might 
show the applicant is not of a proper character to receive the appoint- 
ment. Applicant fingerprints, however, are only searched through the 
Bureau's criminal files when submitted by law enforcement agencies. 


Wanted Notices 


Law enforcement officials, seeking the apprehension of fagi- 

tives, follow the practice of notifying the Bureau to this effect, where- 

upon "wanted" notices are posted on the fingerprint records in the Identi- 

fication Division. If the individuals involved should subsequently be 

arrested elsewhere on other charges and their fingerprints taken and 

forwarded to the Bursan, tho officials who placed the "wanted" notices 

S М are_immediately ar: iced „qé the fact, either by air mail, special deliv- — 

[nz pr es or te egraph | fugitives from justice are located monthly 

li 


through fingerprin: comparison. 
| International Exchange 







In March, 1932, the international exchange of fingerprint rec- 
ords was begun. This service not only provides a means for furnishing 
/ 
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а subject's complete criminal history for assistance of prosecuting at- 
torneys, judges and parole officials in their respective activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may he 
identified as fugitives. 


The exchange of fingerprints is now carried on with 88 for- 
eign countries, colonies, and territorial possessions of the United 
States and the fingerprints of persons arrested will be sent upon re- 
quest of the contributing law enforcement agencies. 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of iden- 
tifying latent fingerprints left at the scenes of crimes by kidnapers, 
bank robbers and extortionists. Unless latent fingerprints of such of- 
fenders are those of the individuals whose separate impressions are filed 
in the single-print collection, it is difficult for the Bureau to identify 
the latent prints. However, if the names or aliases of any suspects are 
furnished the Bureau, together with descriptive information, then the 
actual prints may be compared with the latent impressions and thus it 
may be possible to establish an identification. 


Civil Identification 


| . The latest feature of the Identification Division is its 
Civil Identification Section in which are filed the fingerprints of 
law-abiding citizens. The fingerprints of many distinguished people 
are included in this collection. 


By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, earth- 
quakes or other disasters may also be identified through fingerprints, 
when their identity is otherwise unascertainable. In cases of kidnaping, 
it is of assistance to the investigating officials to have available the ` 
| 
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Also among the equipment of the laboratory are reference 
collections of automobile tire tread desians, various types and sizes 
of bullets and cartridge cases of both American and foreign manufac- 
ture, a fibre file of animal and vegetable fibres, a collection of hand- 
writing specimens of many criminals, etc. 


Besides conducting technical investigations in current 
cases, the technicions at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements. | 


The facilities of the Technical Laboratory are available 
to all law enforcement agencies without charge. In transmitting еуі» 
dence to the laboratory for the purpose of having it examined, it should 
ke labeled “evidence for the laboratory." 


The FBI Law Enforcement Bulletin 


Each month the Federal Bureau of Investigation issues a 
publication entitled "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its Iden- 
tification Division. This publication lists the names, aliases, descrip- 
tions, fingerprint classifications and a repraduction of one finger im- 
pression of wanted fugitives in aggravated state crimes, together with 
the names and addresses of law enforcement agencies to be notified in 
the event the fupitives are located. The bulletin is also used as a 
medium for the dissemination of scientific information of interest to 
peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 


CRIME STATISTICS 


More than 2,800 police departments throughout the United 
States, representing a population area of over 65,722,000, make monthly 
and annual reports to the Bureau. In addition, reports are received 
from more than 1,278 sheriff’s offices, state police organizations, and 
agencies in possessions of the United States. The total number of par- 
ticipating law enforcement avencies is 3,723, end they forward reports 
concerning offenses known and offenses cleared by arrest, and the number 
of persons held for prosecution. This information, together with data 
compiled from the fineerprint cards received in the Bureau, makes possi- 
ble the collection of comparable crime statistics on a nation-wide scale. 
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vestigation of any information in their possession indicating a violation 
of any of the foregoing Federal laws. 


In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of your nearest field 
office. 

United States Attorneys 





The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. А11 information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., which serves ag a central clearing house of records per- 
tcining to criminals. The information contained in the Burean’s idene 
tification files is based primarily upon fingerprints, which constitute 
the largest and most complete collection of current value in existence. 


On May 1, 1987 there wes a total of 7,126,644 fingerprint 
records cond 8,297,419 index cards in ile Byreau’s archives. On Мау 1, 
1937, more than 0,400 ficcerorint recorés were being received in the 
Identification Division éaily from 10,416 contributing law enforcement 
agencies throushout the world. 


All peace officers are invited to cvail themselves of the 
data on file in the Identification Division of the Federal Bureau of 
Investioction. The service is civen withont cost te ell resularly con- 
stituted law onfercenent officers and acencies desixing it. Fincerprint 
cards, franked envelopes, and disposition cheets for the purpose of re- 
porting ection taken subsequent to arrest, are supplied without charge 
on request from contributing agencies. 


Upon receipt of a finverprint card from a contributing law 


enforcement avency, a letter giviey the criminel reccrd, or informing of 
the fact thot no prior record has boen located, is cent to tbe contribu- 
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a subject’s complete criminal history for assistance of prosecuting at- 
torneys, judges and parole officials in their respective activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may he 
identified as fugitives. 


The exchange of fingerprints is now carried on with 81 for- 
eign countries and territorial possessions of the United States and 
the fingerprints of persons arrested will be sent upon request of the 
contributing law enforcement agencies. 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
ctiminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of iden- 
tifying latent fingerprints loft at the scenes of crimes by kidnapers, 
bank robbers and extortionisis. Unless latent fingerprints of such of- 
fenders are those of the individuals whose separate impressions are filed 
in the single-print collection, it is difficult for the Bureau to identify 
the latent prints. However, if the names or aliases of any suspects are 
furnished the Bureau, together with descriptive information, then the 
ectual prints may be compared with the latent impressions and thus it 
may be possible to establish an identification. 


Civil Identification 


The latest feature of the Identification Division is its 
Civil Identification Section in which are filed the fingerprints of 
law-abiding citizens. The fingerprints of many distinguished people 
are included in this collection. 


By having his fingerprints on file ia the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
- should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, earth- 
quakes or other disasters may also be identified through fingerprints, 
when their identity is otherwise unascertainable. In cases of kidnaping, 
it is of assistance to the investigating officials to have available the 
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These statistics are issued quarterly in a publication krown as "Uniform 
Crime Reports," which is sent to law enforcement officials and other 
interested individuals and agencies. 


FBI National Police Academy 


In July, 1985, the FBI National Police Academy was be- 
gun. Thus, for tho first time, the type of instruction and training 
offered to Special Agents was made available to local, municipal, county 
and state law enforcement officers. 


The course pursued by these officers is of three months’ du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in the 
performance of enforcement dutics. Tho course is free, the only cost 
to those attending being transsortation end living expenses while in 
Washington. Those officers atterdina are selected representatives under 
forty-six years of age from their respective local, municipal, county and 
state law enforcement agencies, besed vpon applications which have been 
filed with the Federal Bureau of Investigation. 


ACCOMPLISHMENTS 


During the first three quarters of the fiscal year 1987, the 
savings, fines, and recoveries effected in cases in which Special Agents 
of the Federal Bureau of Investigation performed investigative activi- 
ties amounted to $82,558,125.74, as compared to a net appropriation of 
35,925,000 for the entire fiscal year. Some of the Bureau's other ac- 
complishments during the same nine months’ period were: 


Convictions in 95.5% of the cases investigated which were 
brought to trial. 


Imposition of sentences totaling over 9,315 years, in ad- 
dition to 12 life sentences. 


Location of 968 Federal fugitives from justice. 


The assistance, throush the Identification Division, to 
various law enforcement officials in locating 4,657 fugitives. 
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Introduction 


This publication is issued for the purpose of acquainting the 
public and law enforcement agencies with the work and facilities of the 
Federal Bureau of Investigation, United States Department of Justice. 
By this means it is hoped to acquaint peace officers and citizens with 
the types of services which are available, and forthe further purpose 
ef~encouraging, a wider use of the Bureau's facilities. There is pre- 
sented herein an outline of the investigative, identification, technical 
laboratory, and crime statistics functions of the Bureau and it is sug- 
gested that this publication be retained for your future reference and 
guidance whenever an opportunity arises for you to acquaint yourself in 
greater detail with these functions. 


The administration of the Federal Bureau of Investigation is 
based upon the rule and policy, fundamental in the work of every Special 
Agent in the field, of working in the closest cooperation with police 
officials in their respective jurisdictions. In investigative and iden- 
tification matters, the Bureau extends to law enforcement officers an 
invitation to work together in the interest of effective law enforce- 


ment, | Cee OA 
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It is a pleasure to quote the following statement from an 
address by the Attorney General the United States concerning the 
Department of Justice, of — Bureau is an integral part: 


"In brief, I aim at a sane, wholesome adminis- 
tration. The Department of Justice belongs 
to the people of America. It is their servant 
ministering to their needs and I bespeak for 
it the support and the good opinion of all 
law-abiding citizens." 
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Principal Offices of the 
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3. Fdnor Moover, Director Л ce 


Depor tment of Justice 


@reateo BY CONGRESS, ON JUNE 22, 1870, 
THE DEPARTMENT OF JUSTICE BECAME IN REALITY AN 
EXECUTIVE BRANCH OF THE GOVERNMENT. 
THIS BRANCH HAD. LED A SOMEWHAT NOMADIC EXIS- 
TENCE, BEING QUARTERED FROM TIME TO TME 
VARIOUS PARTS OF OTHER FEDERAL BUILDINGS 


On 1871, A TEN YEAR LEASE WAS TAKEN ON 
THREE FLOORS OF THE OLD FREEOMENS BANK BULO- 
WG, LOCATED AT THE INTERSECTION OF: PENNSYLVANIA 
UDHE RIGGS BANK 
QN 182, 


AVENUE AND FIFTEENTH STREET. 


BUILOING PRESENTLY OCCUPIES TAS SITE. 
CONGRESS AUTHORIZED THE PURCHASE OF THE FREED- 
MEN'S BANK BUILDING; GIVING TO THE DEPARTMENT 
OF JUSTICE ITS FIRST REAL HOME. (MHEN, IN 1899, 
CONGRESS APPROPRIATED $1,000,000 FOR THE- EREC- 
TION OF A DEPARTMENT OF JUSTICE BULONG, THE 
Chis FUND was 
RESCINDED WHEN NO SUITABLE SITE FOR THE NEW 


BANK BUILDING WAS VACATED. 


BUILONG COUD BE BOUGHT. 
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NEW DEPARTMENT OF JUSTICE BUILDING 








Я км 1899 ОНТА, 1917 THE ATTORNEY GEN- 
ERAL AND HIS STAFF OCCUPIED THE BUILDING LOCATED 
ON K STREET BETWEEN VERMONT AVENUE AND FIF-- 
TEENTH STREET. (HE OTHER UNITS OF THE DE- 
PARTMENT WERE DISTRIBUTED IN VARIOUS PARTS OF 
THE CITY. [O RELIEVE THIS INTOLERABLE SITUA= 
TION LEASE WAS TAKEN TO THE BULDING AT THE 
NORTHEAST CORNER OF VERMONT AVENUE AND K 
STREET. 
GROW THIS BUILDING. 


ÖN OCTOBER 25, 1934, THE PRESENT MAGNI- 
ЕКЕНТ DEPARTMENT OF ӨТКЕ BULONG WAS DEDI- 
CATED. [JT WAS BUILT IN THE SPIRIT OF THOSE 
LOFTY IDEALISTS WHO FOUNDED THE TWELFTH CEN- 
TURY LAW SCHOOL AT BOLOGNA, WHO VISUALIZED JUS- 
ТЮЕ AS, “CLOTHED WITH DIGNITY, INEFFABLY SHINING 
WITH REASON ANO EQUITY, ANO SUPPORTED BY REU- 
ee CHARITY, RETRIBUTION, REVERENCE AND 


AAN АА ғ, 


^V 


AM 
NANA IAN کک‎ 


1917 TO 1934 


* 


{EHE DEPARTMENT WAS DESTINED TO OUT- 





О----------------<0 


it 
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History 


The Federal Bureau of Investigation was founded in 1908, to 
provide the United States Department of Justice with a permanent inves- 
tigative force under its immediate control. It was first known as the 
Bureau of Investigation, and later as the Division of Investigation. Its 
present name, the Federal Bureau of Investigation, was finally adopted 
as more nearly descriptive of its status as the general investigative a- 
gency for the Federal Government. 


ае алл АД 
As Congress passed new Federal laws, aad нов н under 


the Bureau’s investigative jurisdiction, its size and importance in- 
creased. Notable advances in the earlier years of its growth were the 
passage of the White Slave Traffic Act in 1910, materially increasing 
the work of the Bureau, and the passage in 1919 of the National Motor 
Vehicle Theft Act, bringing within the jurisdiction of the Bureau a 
large and constantly increasing class of interstate violations. 


In 1924, while the Honorable Harlan F.. Stone, presently a 
Justice of the United States Supreme Court, was Attorney General of 
the United States, the Bureau was reorganized and working policies 
which are followed today were established. One of the cardinal rules 
enunciated at this time was that the Federal Bureau of Investigation 
should be completely divorced from the vagaries of political influence. 
Another principle established was that promotion in the Bureau was to 
be based solely upon proven ability and efficiency. 


Two other events of far-reaching importance to the Bureau 











took place in 1924, The first was the adoption of the practice of/giving 
preference to qualified attorneys and expert accountants in the dppoint- 
ment of Special Agents, The second was the consolidation of ¢riminal 
identification data maintained at Leavenworth Penitentiary with records 
of the International Association of Chiefs of Police to form aj national 
clearing house of criminal information under the Bureau's jurisdiction. 
This consolidation brought to Washington, as a nucleus for the Bureau's 
Identification Division, 810,188 fingerprint records. 


During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were/ put into 
general use, manuals of rules, regulations and instructions were issued, 
and a training school for newly appointed Special Agents was founded 
at Washington. 


Meanwhile, the Bureau was developing various Services de- 
signed to promote cooperation between it and other law efforcement a- 
gencies, local, state and international. 
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. ORGANIZATION 
1 ` = a 
The Director of the Federal Bureau of Investigation has under 
his (jurisdictier thirty-seven field offices strategically located through- 


out the United States. A list of the cities together with the addresses 
and o numbers of the field offices appeargherein. 


Field Offices 





In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under. the direction of a 
Special Agent in Charge, who in turn is responsible to the Washington 
headquarters ‘of the Bureau, Each field office covers a specified terri- 
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OFFICE BUILDING OFFICE PHONE 

a nS O К ТАМЫ. 3 
1 Aberdeen, S. D. 610 Alonzo Ward Hotel 4652 

2 Atlanta, Ga. 501 Healey Walnut 3698 

3 Birmingham, Ala. 820 Federal T-1755 

4 Boston, Mass. 1002 Post Office & Court House Liberty 7634 ` 5 
5 Buffalo, N. Y. 612 Marine Trust Cleveland 2030 

6 Butte, Montana 302 Federal 2-4734 

7 Charlotte, N. C. 234 Federal 3-4127 

8 Chicago, Ill. 1900 Bankers' Randolph 6226 

9 Cincinnati, Ohio 426 U. S. Custom House & P. O. Main 6762 

10 Cleveland, Ohio 1448 Standard Prospect 2456 

11 Dallas, Texas 420 Post Office 2-3866 

12 Denver, Colorado 722 Midland Savings Main 6241 

13 Detroit, Mich. 911 Federal Cadillac 2835 

14 El Paso, Texas 1331 First National Bank Main 501 

15 Indianapolis, Ind. 506 Fletcher Trust Riley 5416 

16 Jacksonville, Fla. 412 U. S. Court House € P. 0. 5-8209 

17 Kansas City, Mo. 1616 Federal Reserve Bank Victor 3113 

18 Little Rock, Ark, 500 Rector 6734 - 
19 Los Angeles, Calif. 617 Federal Mutual 2201 
20 Louisville, Ky. 769 Starks Jackson 5139 


21 Milwaukee, Wis. 

22 Nashville, Tenn. 
23 New Orleans, La. 
24 New York, N, Y, 


25 Oklahoma City, Okla. 
26 Omaha, Nebraska 

27 Philadelphia, Pa. 

28 Phoenix, Ariz. 

29 Pittsburgh, Pa. 

30 Portland, Ore. 

31 Salt Lake City, Utah 
32 San Antonio, Texas 


33 San Francisco, Calif, 


34 St. Louis, Mo. 
35 St. Paul, Minn. 
36 Trenton, N. J, 
37 Washington, D. C. 


*Telephone number to be used for calls after 5 P.M., on Saturday Afternoons and Holidays. 


1021 Bankers’ 

508 Medical Arts 

3263 Post Office 

607 U. S. Court House, 
Foley Square 

224 Federal 

629 First National Bank 

1300 Liberty Trust i 

316 Security 

620 New Federal 

411 U. S. Court House 

503-A U. S. Court House & P. 0. 

1216 Smith-Young Tower 

405 Post Office 


423 U. S. Court House & Custom House 


232 Uptown Station & Federal Courts 
827 Broad Street National Bank 
15252 U. S. Department of Justice 


Daly 3431 
6-6771 ; 
Каупопа 1965 


Rector 2-3520 

2-8186 

Atlantic 8644 

Locust 0880 

3-4870 

Grant 0800 

Atwater 6171 

Wasatch 1797 

Fannin 8052 

Hemlock 6115 
Garfield 0360 (2120)* 
Garfield 7509 м 
3-0881 

National 5303 


The telephone number for the Bureau at Washington, D. C. is NATIONAL 5308. 
The teletypewriter number for each Field Office including the Bureau at Washington is 0711 
except the New York City Office which is 1-0711. 











tory but the work of all offices is coordinated. Thus, if one field of- 
fice obtains information requiring action in another section of the | 
country, the facts are transmitted immediately to the appropriate of- 
fice, and also to the Washington headquarters of the Bureau. Copies of 
every field office report are submitted to Washington where consolida- 
tion of the data is effected in each case permitting the coordination of 
all investigative activity. 


The number of members on the staff of each field office fluc- 
tuates according to the volume of the work to be performed, and Special 
Agents are transferred from one office to another as the exigencies of 
the service require. 


Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifica- 
tion Division and Technical Laboratory and the collection of crime sta- 
tistics. It also conducts training schools for Special Agents and po- 
lice officers. 


Personnel 


Applicants for the position of Special Agent must be be- 
tween the ages of twenty-five and thirty-five, and are chosen from three 
classes of persons: attorneys, expert accountants, or persons with ex- 
tensive law enforcement experience. Those with legal and accounting 
qualifications must also have had at least two years of commercial or 
professional experience or their equivalent. 


These applicants are thoroughly investigated, and appoint- 
ment is conditioned upon the possession of personal integrity of high 
order, academic training, personality, character, and experience as well 
as other basic factors necessary for the development of new agents as 
successful investigators. 


More than 83 per cent of the Special Agents of the Federal 
Bureau of Investigation have had legal training or were expert account- 
ants before entering the Bureau. 


University degrees are held by approximately 78 per cent of 




















the Bureau’s Special Agents. A number of Special Agents speak fluently 
at least one of 25 foreign languages, and prior to appointment were en- 
gaged in nearly 100 vocations in the fields of Science, Education, In- 
dustry and Business. 


Training 


The Bureau maintains adequate facilities and personnel to 
operate its training schools. Especially equipped rooms in the Depart- 
ment of Justice building have been set aside for training school pur- 
poses and the facilities of the Bureau’s Technical Laboratory, finget- 
print Identification Division, gymnasiums, and indoor and outdoor ran- 
ges are utilized during the course of training. 


A regular faculty of full-time instructors and more than thir- 
ty experts on various phases of crime detection and investigative tech- 
nique comprise the Bureau’s staff of lecturers. This staff is supple- 
mented by a group of distinguished criminologists who are connected 
with colleges, universities, social and civic organizations, and law en- 
forcement agencies throughout the United States. Training is afforded 
to all newly appointed Special Agents; to members of the Bureau's Po- 
lice Training Schools, which train members of local and state law en- 
forcement agencies; as well as the experienced Special Agents of the 
Bureau who from time to time are given retraining courses. 


The training school curriculum includes studies and practical 
training in many subjects which are organized under the following head- 
ings: 


Scientific and Technical 

Statistics, Records, and Report Writing 

Firearms Training and First Aid 

Investigations, Enforcement and Regulatory 
Procedure 

Tests and Practical Experience 

Administration and Organization 


Training is, likewise, provided for the Bureau's executive 
staff and clerical and stenographic employees. 


Retraining 
Experienced Agents are returned to Washington for retraining 
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purposes approximately every 18 months, so that they may be constantly 
informed in the latest methods of scientific crime detection and crim- 
inal apprehension. 


INVESTIGATIVE JURISDICTION . 


The Federal Bureau of Investigation has investigative juris- 
diction over all violations of Federal laws and matters in which the 
United States is or may be a party in interest, except those matters 
specifically assigned by Congressional enactment or otherwise to other 
Federal agencies, and performing other duties imposed upon it by law. 
It does not have investigative jurisdiction over violations of the Coun- 
terfeiting, Narcotic, Customs and Smuggling, Postal or Immigration 
Laws. Among those matters under the primary jurisdiction of this Bu- 
reau are the following: 


Administrative Investigations 

Admiralty Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Crimes in Connection with Federal Penal and 
Correctional Institutions 

Crimes on Indian Reservations 

Crimes on Government Reservations 

Destruction of Government Property 

Espionage 

Extortion Cases 

Federal Anti-Racketeering Statute 

Federal Kidnaping Act 

Federal Reserve Bank Act 











Frauds Against the Government 
Harboring of Federal Fugitives 
Illegal Wearing of Service Uniforms 
Impersonation of Federal Officials | 
Interstate Transportation of Explosives 5 
Interstate Flight to Avoid Prosecution or x 
Testifying in Certain Cases 
Intimidation of Witnesses 
International Claims 
Killing or Assaulting Federal Officer 
Larceny from Interstate Shipments 
Location of Escaped Federal Prisoners 
Migratory Bird Act 
National Bank Act 
National Motor Vehicle Theft Act 
National Stolen Property Act 
Neutrality Violations 
Obstruction of Justice > | 
Peonage Statutes 4 
Passports and Visas 
Patent Violations ; ' 
Parole and Probation Violations, Federal . 
Perjury 
Personnel Investigations 
Red Cross Violations 
Robbery of National Banks, Member Banks of 
Federal Reserve System, and Insured Banks 
of the Federal Deposit Insurance Corporation 
Theft or Embezzlement of Government Property 
Treason 
Veterans Administration Violations 
White Slave Traffic Act 








Among the laws most frequently violated which are under the 
investigative jurisdiction of the Federal Bureau of Investigation are the 
following: 

Antitrust Laws 
Violations of these statutes are usually reported by business 


concerns which have suffered injury by reason of a combination or con- 
spiracy operating in restraint of trade between the States. Any infor- 
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mation regarding contracts, combinations, or conspiracies in restraint of 
interstate ‘trade, or tending toward a monopoly, and any ‘acts of inter-. 
ference with interstate trade or commerce should be reported to the 
Federal Bureau of Investigation. 


Bankruptcy Violations 


Violations of this Act are usually reported by referees in 
bankruptcy, trustees, credit associations, or creditors. However, the 
receipt of information will be appreciated which you may obtain rela- 
tive to violations of this Act, such as concealing money, merchandise, 
or property either before or after the filing of the bankruptcy petition; 

concealing, destroying, mutilating, or falsifying books and records be- 
fore or after the bankruptcy petition was filed; receiving concealed 
property, or perjury or false claims.’ 


Information that ‘shipments’ were made from ‘thé bankrupt. store 
late at night or in a covert manner; that vans or trucks were ‘loaded at’ 
the bankrupt’s premises; that the bankrupt hastily liquidated his affairs. 
immediately prior to closing by sacrifice or below-cost sales, all.are 
significant of irregularities and are a materiel aid to the progress of 
the investigation. Attempts on the part of the bankrupt to collect old 
accounts after proceedings have been instituted also indicate possible 
violations; 


Crimes on Government Reservations 


The iuvestication of all types of crimes committed on Govern- 
ment reservations, including Indian ‘reservations, or in any Government 
building, or on other Government property, is under the jurisdiction of 
the Federal Bureau of Investigation, and any information concerning 
such crimes should be forwarded to the nearest field office. - 


Escaped Federal Prisoners and Fugitives 7 

The’ Federal Bureau ‘of Investigation condticts - investigations 
for the purpose of locating and caüsing the arrést of persoris' who are fu- 
gitives from justice by reason of violations of the Federal laws over 
which the Bureau has jurisdiction, of escaped Federal prisoners, and pa- 
role and probation violators. When the arrest of a Federal fugitive from. 
justice is not brought about within a reasonable time, an Identifica- 
tion Order is distributed to peace officers in all parts of the country, 
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containing. the name, photograph, fingerprints and description of the fu- 
gitive together with all available information which might prove help- 
ful in bringing about his arrest. When the fugitive is apprehended, an 
Apprehension Order is issued so that ali efforts to locate the individual 
may be discontinued. 


It is highly important in investigations relating to fugitives 
from justice that any information secured be forwarded to the nearest 
field office without delay. . 


Extortion 


Whoever with intent to extort from any person, money or other 
things of value, mails or causes to be mailed any communication contain- 
ing any threat (1) to injure the person or property of any person, or (2) 
to kidnap any person, or (3) any demand or request for ransom or reward 
for the release of a kidnaped person, is chargeable with a Federal vio- 
lation. If the message is transmitted interstate by means of telephone, 
telegraph, radio, or oral message, there is likewise a violation of the 
Extortion Statute. 


Federal Fugitive Act 


An Act approved on May 18, 1934, makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce with 
intent to avoid prosecution for murder, kidnaping, burglary, robbery, 
mayhem, rape, assault with a dangerous weapon or extortion, accompanied 
by threats of violence or for an attempt to commit any of the foregoing 
offenses. This Act also makes it a Federal offense for any person to : 
travel in interstate or foreign commerce to avoid giving testimony in 
any criminal proceedings in such place in which the commission of a 
felony is charged. 


Federal Anti-Racketeering Statute 


_ An Act approved on June 18, 1934, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by oh- 
taining or attempting to obtain by threat, force, violence or coercion, 
the payment of money or other valuable considerations for the purchase 
or rental of property or protective services. This Statute further makes 
it a Federal offense for any person to obtain the property of another 
with his consent through the wrongful use of force or fear or under the 
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color of official right when interstate commerce or trade is affected. 
This Act further penalizes the commission or threats to commit any acts 
of physical violence or physical injury to a person or property in fur- 
therance of a plan or purpose to interfere with interstate trade or com- 
merce. 


Impersonation 


Whenever information is received by a peace officer or law en- 
forcement official which indicates that an individual has falsely claimed 
to be an officer or employee of the United States and that such individ- 
ual fraudulently acted as if he were a Federal officer, or that he ob- 
tained or demanded anything of value, -such as loans, credits, money, doc- 
uments, or the cashing of checks, such information should be transmitted 
to the Federal Bureau of Investigation, which will begin an immediate 
inquiry to determine whether a Federal law has beén violated. 


Kidnaping 


Under the provisions of an Act of Congress approved by the 
President on May 18, 1934, whoever transports or aids in transporting in 
interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried away 
by any means whatsoever and held for. ransom or reward or otherwise, is 
guilty of violating a Federal Law. Also, if two or more persons enter 
- into an agreement, confederation, or conspiracy to violate the provisions 
of this Act and do any overt act toward carrying out such unlawful a- 
greement, confederation, or conspiracy, such person or persons are guilty 
of violating the Federal kidnaping law. Further, on January 24, 1936, 
the President approved an act making it a violation to receive, possess 
or dispose of any money knowing the same to have been delivered as ran- 
som or reward. Cases of this nature are investigated by the. Federal Bu- 
reau of Investigation. Any information regarding cases of this nature 
in the possession of law enforcement officials or citizens indicating a 
violation of this law should be promptly transmitted to the nearest field 
office, or the Bureau may be called direct by calling collect National 
7117, Washington, D. C. 


Larceny From Interstate Shipments 


Any facts which indicate that any person or persons have stolen 
anything being shipped from one state to another state, from any freight 
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or express shipment or passenger car, or that any person has received 
anything which was stolen from such shipments should be reported to the 


proper field office. 
National Bank and Federal Reserve Acts 


These statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of the 
above Acts, such as embezzlement, abstraction, or misapplication of funds, 
and the making of false entries in the books of a National Bank or a 
Member Bank of the Federal Reserve System, or in reports to the Comp- 
troller of the Currency. An Act was approved August 23, 1935, extend- 
ing the penal provisions of the above acts to Insured Banks of the Fed- 
eral Deposit Insurance Corporation. 


National Motor Vehicle Theft Act 


Persons who transport a stolen motor vehicle from one state 
to another state, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or dis- 
pose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile and 
there is reason to believe that his possession of the motor vehicle is not 
lawful and that it has been stolen and transported in interstate or for- 
eign commerce, if the facts are called to the attention of the Federal Bu- 
reau of Investigation, an investigation will be made to determine wheth- 
er there has been a violation of the National Motor Vehicle Theft Act. 


National Stolen Property Act 


This Act, approved on. May 22, 1934, makes it-a Federal of- 
fense to transport or cause to be transported in interstate or foreign 
commerce any goods, wares or merchandise, securities or money of the 
value of $5,000 or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purloin 'khowing the same to have been so 
stolen or taken. ' This Act also penalizes the receiving, concealing, stor- 
ing, bartering, selling or disposing of goods, wares or merchandise, se- 
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officers, and citizens are invited to advise the Federal Bureau of In- 
vestigation of any information in their possession indicating a violation 
of any of the foregoing Federal laws. 


In the event of an emergency a telegram may be sent Govern- 
ment Rate Collect to the Special Agent in Charge of your nearest field 
office. 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., which serves as a central clearing house of records per- 
taining to criminals. The information contained in the Bureau’s iden- 
tification files is based primarily upon fingerprints, which constitute 
the largest and most complete collection of current value in existence. 


On January 1, 1986, there was a total of 5,537,561 finger- 
print records and 6,673,167 index cards in the Bureau’s archives. On 
january 1, 1936, more than 3,700 fingerprint records were being received 
in the Identification Division daily from over 9,000 contributing law 
enforcement agencies throughout the world. 


All peace officers are invited to avail themselves of the 
data on file in the Identification Division of the Federal Bureau of 
Investigation. The service is given without cost to all regularly con- 
stituted law enforcement officers and agencies desiring it. Fingerprint 
cards, franked envelopes, and disposition sheets for the purpose of re+ 
porting action taken subsequent to arrest, are supplied without charge 
on request from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 
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CLASSIFYING AND COMPARING THE FINGER IMPRESSIONS OF CRIMINALS IN A PORTION OF THE 
FINGERPRINT FILES SECTION OF THE EN DIVISION, FEDERAL BUREAU OF INVESTIGATION, 
0, Si DEPARTMENT OF JUSTICE. 





enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
tor. An additional copy of the letter citing a prior record is trans- 
mitted in arrest cases for the benefit of the prosecutor as an aid in 
prosecuting the individual who has a previous record of arrest. This 
record is also of value to the Judge before whom a case is tried, as it 
is often times studied before determining the length and character of 
sentence which the court imposes on a convicted person. 


In conducting its identification work, the Federal Bureau of 
Investigation is essentially a cooperative organization and can furnish 
to contributing law enforcement agencies only that information which it 
receives from them. The assistance of the police, sheriffs, wardens, 
state identification bureaus, and similar agencies has been very grat- 
ifying, but despite the splendid results which have been accomplished, 
it is felt that this Bureau can render even more effective service when 
it receives all of the fingerprint records which law enforcement offi- 
cials are in a position to furnish. It is obvious that even better 
service can be given by the Bureau as its records become more complete. 
All peace officers are therefore invited to make the fullest possible use 
of this cooperative project. 


Fingerprint records prove of value in determining if appli- 
cants for positions, under the Civil Service of the Federal, State, coun- 
ty or municipal governments have a previous record on file which might 
show the applicant is not of a proper character to receive the appoint- 
ment. Applicant fingerprints, however, are only searched through the 
Bureau's criminal files when submitted by law enforcement agencies. 


Wanted Notices 


Law enforcement officials, seeking the apprehension of fugi- 
tives, follow the practice of notifying the Bureau to this effect, where- 
upon "wanted" notices are posted on the fingerprint records in the Iden- 
tification Division. If the individuals involved should subsequently be 
arrested elsewhere on other charges and their fingerprints taken and for- 
warded to the Bureau, the officials who placed the "wanted" notices are 
immediately apprised of the fact, either by air mail, special delivery or 
telegraph. Over 400 fugitives from justice are located monthly through 
fingerprint comparison. 
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International Exchange 


In March, 1932, the. international exchange of fingerprint rec- 
ords was begun. This service not only provides a means for furnishing 
a subject's complete criminal history for assistance of prosecuting at- 
torneys, judges and parole officials in their respective activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may be 
identified as fugitives. 


The exchange of fingerprints is now carried on with 70 for- 
eign countries where the fingerprints of persons arrested in the United 
States will be sent upon request of the contributing law enforcement 
agencies, 


Single Fingerprint Section ‹ 


In addition there. is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of iden- 
tifying latent fingerprints left at the scenes of crimes by kidnapers, 
bank robbers and extortionists. Unless latent fingerprints of such of- 
fenders are those of the individuals whose separate impressions are filed 
in the single-print collection, it is difficult for the Bureau to identify 
the latent prints. However, if the names or aliases of any suspects are 
furnished the Bureau, together with descriptive information, then the 
actual prints may be compared with the latent impressions and thus it 
may be possible to establish an identification. 


Civil Identification 

The latest feature of the Identification Division is its Civil 
Identification Section, in which are filed the fingerprints of law-abid- 
ing citizens.. The fingerprints of many distinguished people are included 
in this collection. 

By having his fingerprints on file in the Civil Identification 
Section, the citizen can insure his identity being reestablished should 


disaster or accident happen to him. 


When other. means fail, missing persons can be located and am- 
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nesia and aphasia victims can be identified through fingerprints if their 
prints are on file in this Section. Victims of wrecks, fires, earth- 
quakes or other disasters may also be identified through fingerprints, 
when their identity is otherwise unascertainable. In cases of kidnaping, 
it is of assistance to the investigating officials to have available the 
fingerprints of the victim. These are but a few of the purposes which 
may be served by having one’s fingerprints on file in the Bureau’s Civ- 
il Identification Section. All citizens are invited to place their prints 
on record in the civil identification files which are kept entirely sepa- 
rate from those in the criminal file. 


M 


TECHNICAL LABORATORY 


In the latter part of the year 1982 the Federal Bureau of In- 
vestigation, United States Department of Justice, established a Techni- 
cal Laboratory to perform work of a scientific character, which might 
prove of assistance in its investigative cases. Previously, it had been 
customary in instances considered desirable for the Bureau to have tech- 
nical experts outside its organization make scientific analyses. The 
importance and growth of this phase of the Bureau’s investigative ac- 
tivity and the desirability of having the work under its close supérvi- 
sion led to the conclusion that the establishment of a Technical Lab- 
oratory was essential. The development of this laboratory has been 
carefully planned by the Bureau with the assistance and advice of known 
and recognized authorities in the field of scientific endeavor. 


At the present, examinations are made in the laboratory of 
documents or letters to determine the identity of the handwriting ap- 
pearing thereon, as well as any other information which may prove help- 
ful in the investigation of the case, facilitated by the use of preci- 
sion rulers, a synchrisiscope, binocular mapnifiers, micrometer calipers, 
color charts, and special apparatus for ultra-violet light and infra-red 
sources, 


In addition, comparison microscopes, a helixometer and spe- 
cial photographic equipment are used in the important phase of the 
scientific work relating to the examination of bullets and exploded 
shells. : 


Reproducing by moulage or other methods is another feature 


which the laboratory is equipped to undertake. This consists of the 
making of casts of objects of evidence or of parts of the human body 
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for record purposes. Microanalyses of hair and textile fibres are like- 
wise considered an essential and important part of the technical duties, 
and chemical analyses of stains including blood tests are performed from 
time to time. Spectrographic and spectrometer apparatus is available 
and X-ray equipment is in use. 


Also among the equipment of the laboratory are reference 
collections of automobile tire tread designs, various types and sizes 
of bullets and cartridge cases of both American and foreign manufac- 
ture, a fibre file of animal and vegetable fibres, a collection of hand- 
writing specimens of many criminals, etc. 


Besides conducting technical investigations in current cases, 
the technicians at the Bureau Laboratory engage in research to de- 
velop new techniques for the solution of crime and to study methods and 
practices in use by police departments to effect constructive improve- 
ments. 


The facilities of the Technical Laboratory are available to 
all law enforcement agencies without charge. In transmitting evidence 
to the laboratory for the purpose of having it examined it should be 
labeled "evidence for the laboratory." 


The FBI Law Enforcement Bulletin. 


Each month the Federal Bureau of Investigation issues a pub- 
lication called "The FBI Law Enforcement Bulletin" which is sent to 
all law enforcement officials who contribute fingerprints to its Identi- 
fication Division. This publication lists the names, aliases, descrip- 
tions, fingerprint classifications and a reproduction of one finger im- 
pression of wanted fugitives in aggravated state crimes, together with 
the names and addresses of law enforcement agencies to be notified in 
the event the fugitives are located. The bulletin is also used as a 
medium for the dissemination of scientific information of interest to 
peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 


CRIME STATISTICS 
Approximately 2,200 police departments throughout the United 


States, representing a population area of over 64,000,000 make monthly 
and annual reports to the Bureau of offenses known and offenses cleared 
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by arrest, and the number of persons held for prosecution. This in- 
formation, together with data compiled from the fingerprint cards re- 
cgived in the Bureau, makes possible the collection of comparable crime 
statistics on a nation-wide scale. These statistics are published quar- 
terly in a publication known as "Uniform Crime Reports," which is sent 
to law enforcement officials and other interested agencies. 


ERT VO LRP anan 


Police Training School 


In July, 1935, the Police Training School of the Federal 
Bureau of Investigation was begun. Thus, for the first time, the type 
of instruction and training offered to Special Agents was made avail- 
able to law enforcement officers. 


The course pursued by these officers is of three months’ du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in the 
performance of enforcement duties. The course is free, the only cost 
to those attending being transportation and living expenses while in 
Washington. Those officers attending are selected representatives from 
their respective local, municipal, county and state law enforcement agen- 


cies, based upon applications which have been filed with the Federal . 


Bureau of Investigation. 
ACCOMPLISHMENTS 
During the fiscal year 1935, the cost of operating the Fed- 


eral Bureau of Investigation was $4,626,518 while the savings and recov- 
eries effected in cases in which the Bureau performed investigation 


amounted to $38,481,686.17. Some of its other accomplishments during . 


the same period were: 


Ninety-four percent of the cases investigated, which were 
brought to trial, resulted in convictions. : 


Sentences imposed totaled over 10,757 years. 
1,030 Federal fugitives from justice were located. 


Through the Identification Division, various law enforcement 
officials were assisted in locating 4,408 fugitives. 
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PION EDGAR HOOVER 
DIRECTOR 


Jederal Vureau ouf Inbesligation 
US, Department of Justice 
iestirgion, B. €. 

November 6, 1935. 


RECENT FEDERAL CRIME BILLS 
(Including those passed by the first 
session of the 74th Congress) 
Н. В. = 9570 - THE FEDERAL REWARD BILL 


5. - 2080 ~ TO PROVIDE PUNISHMENT FOR KILLING OR ASSAULTING FEDERAL OFFICERS 


5. - 2249 - EXTORTION BY MEANS OF TELEPHONE, TELEGRAPH, RADIO, ORAL MESSAGE 
OR OTHERWISE 





H. R. - 6717* - PROVIDING VENUE FOR PROSECUTION IN EXTORTION CASES 


e - 2852 - AMENDING THE FEDERAL KIDNAPING ACT OF JUNE 22, 1932 


5. - 2255 = FLGEING. FROM ONE STATE TO ANOTHER TO AVOID PROSECUTION OR 
GIVING TESTIMONY IN CERTAIN CASES 


S. - 2840 ~ THE NATIONAL STOLEN PROPERTY ACT 


S. +» 2841 - ROBBERY OF BANKS ORGANIZED OR OPERATING UNDER LAWS OF THE 
UNITED: STATES OR OF ANY MEMBER OF THE FEDERAL RESERVE SYSTEM; 
AS AMENDED BY SECTION 333 OF H. Б. NO. 7617* ТО INCLUDE ALL 
BANKS HOLDING INSURANCE ISSUED BY THE FEDERAL DEPOSIT IN- 
SURANCE CORPORATION 


H. R. - 7617* - SECTION 225 - EXTENDING SECTION 5209 OF REVISED STATUTES 
U. S. C., TITLE 12, SEC. 592) RELATING TO THE MISAPPLICATION, 
ABSTRACTION, EMBEZZLEMENT, ET CETERA, ON THE PARI OF BANK 
EMPLOYEES TO INCLUDA ALL INSURED BANKS OF THE FEDERAL DEPOSI? 
INSURANCE CORPORATION 





S. - 2575 - CRIMES IN CONNECTION WITH FEDZRAL PENAL AND CORREOTIONAL 
^. INSTITUTIONS 


S. - 2904*-- PROHIBITING THE INTERSTATE TRANSPORTATION OF PRISON-MADE 
PRODUCTS IN CERTAIN CASES 


Н. R. ~ 3430* ~ TO PROVIDE FOR PROSECUTION OF FEDERAL PRISONERS WHO 
ESCAPE WHILE AWATTING TRIAL 


H. R. - 9476 - POWER OF ARREST FOR SPECIAL AGENTS OF THE BUREAU, AND 
IHg RIGHT TO CARRY FIREARMS 


'S. - 2248 ~ FEDERAL ANTT-RACKETEERING, STATUTE 





Н. HB. - 9741 ~ THE NATIONAL FIREARMS AOT 


* Passed by first session of 74th Congress 
Copies of all the above bills are attached. 








64- 244 40-7974. 











СОРҮ 


(Public--No. 295--73d Congress) 


(H.R. 9370) 


AN ACT 


To authorize an anpronriation of money to facilitate the apprehension 
of certain persons charged with crime. 


Be it enacted by the Senate and House of Representatives 
of the United States of America in Congress assembled, That there 
is hereby authorized to be appropriated, out of any money in the 
Treasury not otherwise appropriated, as a reward or rewards for the 
capture of anyone who is charged with violation of criminal laws 
of the United States or any State or of the District of Columbia the 
sum of $25,000 to be anportioned and expendeá in the discretion of, 
and upon such conditions as may be imposed by, the Attorney General 
of the United States. That there is also hereby authorized to be 
appropriated, out of any money in the Treasury not otherwise appro- 
priated, as a reward or rewards for information leading to the arrest 
of any such person the sum of $25,000 to be apportioned and expended 
in the discretion of, and upon such conditions as may bu imposed by 
the Attorney General of the United Stetes: Provided, That not more 
than $25,000 shall be expended for information or capture of any one 
person. 


If the said versons or any of them shall be kiiled in re- 
sisting lawful arrest, the Attorney Cenerel may pay any part of the 
reward or rewards in his discretion to the person or persons whom he 
shall adjudge to be entitled thereto: Provided, That ro part of the 
money authorized to be anpropriated by this Act shall be paid to any 
official or employee of the Denartment of Justice of the United States. 


Approved, June 6, 1934, 














ж 


COPY 


(2Р0511е--М№. 250--73d Congress) 


(S. 2080) 
AN ACT 
To provide punishment for killing or assaulting Federal officers. 


Be it enacted by the Senate and House of Representatives of the 
United States of America in Congress assembled, That whoever shall kill, 
as defined in sections 275 and 274 of the Criminal Code, any United States 
marshal or deputy United States marshal, special agent of the Division of 
Investigation of the Department of Justice, post-office inspector, Secret 
Service operative, any officer or enlisted man of the Coast Guard, any 
employee of any United States penal or correctional institution, any of- 
ficer of the customs or of the internal revenue, any immigrant inspector. 
or any immigration vatrol inspector, while engaged in the performance of 
his official duties, or on account of the verformance of his official 
duties, shall be punished as provided under section 275 of the Criminal 
Code. ` 


SEC. 2. Whoever shall forcibly resist, onnose, impede, intimidate, 


_or interfere with any person designated in section 1 hereof while en- 


gaged in the performance of his official duties, or shall assault him 
on account of the performance of his official duties, shall be fined 


not more than $5,000, or imprisoned not more than three years, or both; 


and whoever, in the commission of any of the acts described in this 
section, shall use a deadly or dangerous weapor shall be fined not more 
than $10,000, or imprisoned not more than ten years, or both. 


Approved, May 18, 1934, 














Cory 


(Public-—No.—231—734 Congress) 


{5. 2249) 


AN ACT 


^ 


Applying the powers of the Federal Government; — the 
. commerce clause of the Constitution, to extortion by meens-of 
telephone, telegraph, radio, oral message, or otherwise, = 
Be it enacted by the Senate and House of Representatives E 

of the United States of America in Congress assembled, That whoever, . 
with intent to extort from any person, firm, association, or corpar&- 
tion any money or other thing of velue, shall transmit in interstate 
commerce, by any means whatsoever, any threat (1) to injure the’ per- 
l son, property, or reputation of eny person, or the reputation of & 
| deceased person, or (2) to кыйыр ЙДЕ person, or (3) to accuse any 
person of a crime, or (4) containing any demand or request for a ran 
som or reward for the release of any kidnaped person, shall upon con- 
 viction be fined not more thexi $5,000 or imprisoned not more than 
twenty years, or both: PROVIDED, That the term "interstate commerce” 
shall include communication edn one State, Territory, or the Pis- 
trick of Columbia, to another Stabe, Territory, QF the District ‘of | 
' N 


Columbia: PROVIDED FURTHER, That nothing heroin shall. amend or Tes 


“pesl section 338a, tible-18, United. States Code. (47 Stat. 649). 


Approved, May. 18, 1934. 
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COPY 
(Publie--No. 174--"74th Congress) 


(H.R. 6717) 





AN ACT 


Providing venue for prosecution in extortion cases. 


Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, That section 1 
of the Act of July 8, 1932 (47 Stat., ch. 464; U. Se Co, Supp. VII, 
title 18, sec. 598a), be amended to read as foilows: У 


"Whoever, with intent to extort from any person any money 
or other thing of value, shall knowingly deposit or cause to be de- 


„posited in any post office or station thereof, or in any authorized 


depository for mail matter, to be sent or delivered by the post-office 
establishment of the United States, or shall knowingly cause to be 
delivered by the post-office establishment of the United States accord- 
ing to the direction thereon, any written or printed letter or other 
communication with or without a name or designating mark subscribed 
thereto, addressed to any other person, and containing any threat (1) 
to injure the person, property or reputation of the addressee or of 
another or the reputation of a deceased person, or (2) to kidnap any 
person, or (3) to accuse the addressee or any other person of a crime, 
or containing any demand or request for ransom or reward for the re- 
lease of any kidnaped person, shall be fincd not more .than $5,000 or 
imprisoned not more than twenty years, or both: PROVIDED, That any per- 
son violating this section may be prosecutcd in the judicial district 
in whieh such letter or other communication is deposited in such post 
offico, station, or authorized depository for mail matter, or in the 
judicial district into which such letter ‘or other communication was 
carried by the United States mail for delivery according to the direction 
thereon." 


Approved June 28, 1955. 
































(Public--No, 232--73d Congress) 


(S. 2252) 


AN ACT 


To amend the Act forbidding the transportation of kidnaped persons in 
interstate commerce. 


Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, That the Act of 
June 22, 1932 (U.S.C., ch. 271, title 18, sec. 408a), be, and the same 
is hereby, amended to read as follows: 


“ihoever shall knowingly transport or cause to be transported, or 
aid or abet in transporting, in interstate or foreign commerce, any 
person who shall hav. been unlazfully seized, confined, inveigled, de- 
coyed, kidnaped, abducted, or curried eway by any means whatsoever and 
held for ransom or reward or otherwise, except, in the cuse of a minor, 
by à parent thereof, shall, upon conviction, be punisued (1) by death 
if the verdict of the jury shall so recommend, provided that the sen- 
tence of death shall not be im»osed by the court if, prior to its im- 
position, the kidnaped person hus been liberated unharmed, or (2) if 
the death penalty shall not apply nor be imposed the convicted person 
shall be punished by imprisonment in the penitentiary for such term of 
years as the court in its discretion shall determine: PROVIDED, That 
the failure to release such person within seven days after he shall 
have been unlawfully seized, confined, inveigled, decoyed, kidnaped, 
abducted, or carried away shall create а presumption that such person 
has been transported in interstate or foreign commerce, but such pre- 
sumption shall not be conclusive. 


"SEC. 2. The term tinterstate or foreign commerce', as used herein, 
shall include transportation from one State, Territory, or the Listrict 
of Columbia to another State, Territory, or the District of Columbia, or 
to a foreign country, or from a foreign country to any State, Territory, 
or the District of Columbia. 


"SEC. 3. If two or more versons enter into an agreement, confedera- 
tion, or conspiracy to violate the provisions of the foregoing Act and 
do any overt act tovard carrying out such unlawful agreement, confedera- 
tion, or conspiracy, such person or persons shall be punished in like 
manner as hereinbefore provided by this Act." 


Approved, May 18, 1934. 

















є 


COPY 


(Public--No, 233--734d Congress) 


(S. 2253) 
AN ACT 


Making it unlawful for any person to flee from one State to another for 
the purpose of avoiding prosecution or the giving of testimony in cer- 
tain cases. | 

Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, That it shall be 
unlavful for any person to move or travel in interstate or foreign 
commerce from any State, Territory, or vossession of the United States, 
or tho District of Columbia, with intent either (1) to avoid prosedu+ 
tion for murder, kidnaping, burglary, robbery, mayhem, rape, assault 
with a dangerous weapon, or extortion accompanied by threats of vio- 
lence; or attemot to commit any of the foregoing, under the laws of 
the place from which he flees, or (2) to avoid giving testimony in 
any criminal proceedings in such place in which the commission of a 
felony is charged. Any person who violates the provision of this Act 
shall, upon conviction thereof, be punished by a fine of not more than 
$5,000 or by imprisonment for not longer than five years, or by both 
such fine and imprisonment. Violations of this Act may be prosecuted 
only in the Federal judicial district in which the original crime was 


alleged to have beei committed. 


Approved, May 18, 1954. 




















— 





COPY 


(Public--No. 246--73d Congress) 


(S. 2845) 
AN ACT 


To extend the provisions of the National Motor Vehicle Theft Act to 
other stolen property. 


Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, That this Act may 
be cited as the "National Stolen Property Act.” 


SEC. 8. That when used in this Ас%-- 


(a) The term "interstate or foreign commerce" shall mean 
transportation from one State, Territory, or the District of Columbia 
to another State, Territory, or the District of Columbia, or to a for- 
eign country, or from a foreign country to any State, Territory, or 
the District of Columbia, 


(b) The term "securities" shall include any note, stock 
certificate, bond, debenture, check, draft, warrant, traveler's check, 
letter of credit, warehouse receipt, negotiable bill of lading, evidence 
of indebtedness, certificate of interest or participation in any profit- 
sharing agreement, collateral-trust certificate, preorganization cer- 
tificats or subscrivtion, transferable share, investment contract, vot- 
ing-trust certificate; certificate of interest in property, tangiule or 
intangible; instrument or document or writing evidencing ownership of 
goods, wares, and merchandise; or transferring or assigning any right, 
title, or interest in or to goods, wares, and merchandise, or, in gencral, 
any instrument commonly known as a "security", or any certificate of 
intorest or participation in, temporary or interim certificate for, 
receipt for, warrant, or right to subseribe to or purchase any of the 
foregoing, or any forged, counterfeited, or spurious representation of 
any of the foregoing. 


(c) The term "money" shall mean the legal tender of the United 
States or of any foreign country, or any counterfeit thereof. 


SEC. 3. Whoever shall transport or cause to be transported in 
interstate or foreizn commerce any goods, wares, or merchandise, securi- 
ties, or money, of the value of $5,000 or more therstofore stolen or 
taken feloniously by fraud or with intent to steal or purloin, knowing 
the same to have been so stolen or taken, shall be punished by a fine 
of not more than $10,000 or by imprisonment for not more than ten years 
or both. 








(National Stolen Property Act - Contimued). 


SEC. 4, Whoever shall receive, conceal, store, barter, sell, or 
fiispose of any goods, wares, or merchandise, securities, or money, of 
the value of $5,000 or more, or whoever shall pledge or accept as 
security for a loan any goods, wares, or merchandise, or securities of 
the value of $500 or more which, while moving in or constituting a 
part of interstate or foreign commerce, has been stolen or taken felon- 
iously by fraud or with intent to steal or purloin, knowing the same 
to have been stolen or taken, shall be punished by а fine of not more 
than $10,000 or by imprisonment of not more than ten years, or both. 


SEC. 5. In the event that a defendant is charged in the same 
indictment with two or more violations of this Act, then the aggre- 
gate value of all goods, wares, and merchandise, securities, and 
money referred to in such indictment shall constitute the value there- 
of for the purposes of sections 3 and-4 hereof. | 


SEC. 6. Any person violating bhis Act may be punished in any 
district into or through which such goods, wares, cr merchandise, or 
such securities or money, have been transported or removed. | 


SEC, 7. Nothing herein shall be construed to repeal, modify, or 


amend any part of the Act of October 29, 1919 (ch. 89), cited as the 
"Netional Motor Vehicle Theft Act." 


Approved, May 22, 1954» 








COPY 


(Publie--No. 235--73rd Congress) 
(S. 2841) 


as amended by 
(Public--No. 305--74th Congress) 
(H. R. 7617) 


To provide punishment for certain offenses committed against banks 
organized or operating under laws of the United States or any member 
of the Federal Reserve System. Е 





Be it enacted by the Sentae and House of Representatives of 
the United States of America in Congress assembled, That as used in 
this Act the term "bank" includes any member bank of the Federal Re- 
serve System, and any bank, banking association, trust company, savings 
bank, or other banking institution organized or operating under the laws 


of the United States and any insured bank as defined in subsection (c) 
of section 12 B of the Federal Reserve Act, as amendsd.* 


(section 12 B of the Federal Reserve Act, as amended, per- 
tains to the issuance of insurance by the Federal Deposit Insurance 
Corporation to banks operating in the United States. As a result of 
the amendment to the Federal Bank Robbery Act, as included in the 
above section, the provisions of the Federal Bank Robbery Act now apply 
to all banks holding insurance issued by the Federal Deposit Insurance 
Corporation regardless of the fact that the banks are not National Banks 
or Member Banks of the Federal Reserve System). 





SEC. 2. (a) Whoever, by force and violence, or by putting in fear, 
‚ feloniously takes, or feloniously attempts to take, from the person or 
presence of another any property or money or any other thing of value 
belonging to, or in the care, custody, control, management, or possession 
of, any bank shall be fined not more than $5,000 or imprisoned not more 
than twenty years, or both. 


(b) Whoever, in committing, or in attempting to commit, 
any offense defined in subsection (a) of this section, assaults any person, 
or puts in jeopardy the life of any person by the use of a dangerous weapon 
or device, shall be fined not less than $1,000 nor more than $10,000 or 
imprisoned not less than five years nor more than twenty-five years, or both. 


SEC. 3. Whoever, in committing any offense defined in this Act, 
or in avoiding or attempting to avoid apprehension for the commission 
of such offense, or in freeing himself or attempting to free himself 
from arrest or confinement for such offense, kills any person, or forces 
any person to accompany him without the consent of such person, shall 
be punished by imprisonment for not less than 10 years, or by death if 


dt 
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the verdict of the jury shall so direct. 


SEC. 4. Jurisdiction over any offense defined by this 
Act shall not be reserved exclusively to courts of the United 
States. d 


Approved, May 18, 1954. 


* The underlined portion is that which was amended by Sec. 935 
Н. К. 7617 approved Aug. 25, 19935 








COPY 


(Public--No. 305--74th Congress) 


(E. В. 7617) 


АМ АСТ 


Extending section 5209 of Revised Statutes (U. S. C., title 12, 
sec. 592) relating to the misapplication, abstraction, embezzle- 
ment, etc., on the part of bank employees to include all insured 
banks of the Federal Deposit Insurance Corporation 





Section 316 includes the following provisions: 


"section 5209 of Revised Statutes (U. S. C., title 12, 
sec. 592) is hereby amended by inserting after the words "known 
as the Federal Reserve Actt, the words tor of any insured bank 
as defined in subsection (c) of section 12B of the Federal Re- 
serve Act'!; and by inserting after the words 'such Federal Reserve 
bank or member bank', wherever they appear in such section, the 
words 'or insured bank'; and by inserting after the words 'or the 
Comptroller of the Currency’, the words ‘or the Federal Deposit 
Insurance Corporation.'" 


Approved August 23, 1955. 

















" COPY 


(Public--No. 234-734 Congress) 


(S. 2575) 


AN ACT 


To define certain crimes against the United States in connection with 
the administration of Federal penal and correctional institutions and 
to fix the punishment therefor. : 


. Be it enacted by the Senate and House of Representatives of 

the United States of America in Congress assembled, . That any person 

. employed at any Federal penal or correctional institution as an officer 
-or employee of the United States, or any other person who instigates, 
connives 8%, wilfully attempts to cause, assists in, or who conspires 
with any other person or persons to cause any mutiny, riot, or escape 
at such penal or correctional institution; or any such officer or em- 
ployee or any other person who, without the knowledge or consent of 

- «the warden or superintendent of such institution, conveys or. causes 
‘to be conveyed into such institution, or from place to place within 
such institution, or knowingly aids or assists theréin, any tool, de- 
vies, or substance designed to cut, abrade, or destroy the materials, 
or any part thereof, of which any building or buildings of such in- 
-stitution are constructed, or any other substance or thing designed 
to injure or destroy any building or buildings, or any part thereof, 
of such institution; or who conveys or causes to be cohveyed into such 
‘institution, or from place to place within such institution, or aids 
or assists therein, or who conspires with any other person or persons 
to convey or cause to be conveyed into such institution, or from place 
to place within such institution, any firearm, weapon, explosive, or 
any lethal or poisonous gas, or any other substance or thing designed 

_ to kill, injure, or disable any officer, agent, employee, or inmate 
thereof, shall be punished by imprisonment for a period of not more 
than ten years. : a 


SEO. 2. All Aots end parts of Acts in conflict herewith are 
hereby repéaled. | 


Approved, May 18, 1254. 











COPY 
(Public=-No. 215--74th Congress) 


(3. 2904) 
AN ACT 


Prohibiting the interstate transportation of prison-made products in 
certain cases. 


"Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, That it shall be 
unlawful for any person knowingly to transport or cause to be trans- 
ported, in any manner or by any means whatsoever, or aid or assist in 
obtaining transportation for or in transporting any goods, Wares, and 
merchandise manufactured, produced, or mined wholly or in part by con- 
victs or prisoners (except convicts or prisoners on parole or probation), 
or in any penal or reformatory institution, from one State, Territory, 
Puerto Rico, Virgin Islands, or District of the United States, or piace 
noncontiguous but subject to the jurisdiction thereof, or from any for-- 
eign country, into any State, Territory, Puerto Rico, Virgin islands, 
or District of the United States, or place noncontiguous but subject to 
the jurisdiction thereof, where said goods, wares, and merchandise are 
intended by any person interested therein to be received, possessed, sold, 
or in any manner used, either in the original package or otherwise in 
violation of any law of such State, Territory, Puerto Rico, Virgin Islands, 
or District of the United States, or place noncontiguous but subject to the 
jurisdiction thereof. Nothing hercin shall apply to commodities manufae- 
tured in Federal penal and correctional iustitutions for use by the Federal 
Government. 


"бес. 2. All packages containing any goods, wares, and merchandise manu- 
factured, produced, or mined wholly or in part by convicts or prisoners 
except convicts or prisoners on parole or probation, or in any penal or 
reformatory institution, when shipped or transported in interstate or for- 
eign commerce shail be plainly and clearly marked, so that the name and 
address of the shipper, the name and address of the consignce, the nature 
of the contents, and the name and locetion of the penal or reformatory 
institution where produced wholly or in part may be readily ascertained on 
ап inspection of the outside of such package. 


"Sec. 3. Any person violating any provision of this Act shall for each of- 
fense, upon convicticn thereof, be punished by a fine of not more than $1,000, 
and such goods, wares, and merchandise shall be forfeited to the United States 
and may be seized and condemned by like proceedings as those provided by law 
for the seizure and forfeiture of property imported into the United States 
contrary to law. 
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"Sec. 4. Any violation of this Act shall bé prosecuted in any court 
having jurisdiction of crime within the district in which said viola- 
tion was committed, or from, or into which any such goods, wares, or 
merchandise may have been carried or transported, or in any Territory, 
Puerto Rico, Virgin Islands, or the District of Columbia, contrary to 
the provisions of this Act." 


Approved July 24, 1955. 











COPY 


(Public--No. 233--74th Congress) 


(Н.В. 5430) 


АМ АСТ 


To provide for prosecution of Federal prisoners who escape while awaiting 
trial. 


"To amend the Act approved May 14, 1930, entitled 'Àn Act to 
reorganize the administration of Federal prisons; to authorize the 
Attorney General to contract for the care of United States prisoners; 
to establish Federal jails; and for other purposes.’ 


Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, That section 9 of 
the Act approved May 14, 1930, chapter 274 (U.S.C., title 18, sec. 753h), 
be, and the same is hereby, amended to read as follows: 


SEC. 9, Any person committed to the custody of the Attorney 
General or his authorized institution, pursuant to the direction of the At- 
torney General, or who is in custody by virtue of any process issued 
under the laws of the United States by any court, judge, or commissioner, 
or who is in custody of an officer of the United States pursuant to law- 
ful arrest, who escapes or attempts to escape from such custody or insti- 
tution, shall be guilty of an offense. If the custody or confinement is 
by virtue of an arrest on a charge of felony, or conviction of any offense 
whatsoever, the offense of escaping or attempting to escape therefrom shall 
constitute a felony and any person convicted thereof shall be punished by 
imprisonment for not more than five years or by a fine or not more than 
$5,000 or both; and if the custody or confinement is by virtue of ап ar- 
rest or charge of or for a misdemeanor, and prior to conviction, the of- 
fense of escaping or attempting to escape therefrom shall constitute a 
misdemeanor and any person convicted thereof shall be punished by imprison- 
ment for not more than one year or by a fine of not more than $1,000 or both. 
The sentence imposed hereunder shall be in addition to and independent of 
any sentence imposed in the case in connection with which such person is 
held in custody at the time of such escape or attempt to escape. If such 
person be under sentence at the time of such offense, the sentence imposed 
hereunder shall begin upon the expiration of, or upon legal release from, 
any sentence under which such person is held at the time of such escape or 
attempt to escape." 


Approved, &ugust 5, i955. 





COPY 


Public--Nos. 402-734 Congress) 





(Н.В. 9476). 


АМ АСТ 


To empower certain members of the Division of Investigation of 
the Department of Justice to make arrests in certain cases, and 
for other purposes. 


a Be it enacted by the Senate and House of Representives 
of the United States of America in Congress assembled, That the 
Director, Assistant Directors, agents, and inspectors of the Divi- 
sion of Investigation of the Department of Justice are empowered 
to serve warrants and subpenas issued under the authority of the 
United States; to make seizures under warrant for violation of 
the laws of the United States; to make arrests without warrant 
for felonies which have been committed and which are cognizable 
under the laws of the United States, in cases where the person 
making the arrest has reasonable grounds to believe that the 
person so arrested is guilty of such felony and where there is | 
a likelihood of the person escaping before a warrant can be ob- 
tained for his arrest, but the person arrested shall be immedi- 

. ately taken before a committing officer, Such members of the 
Division of Investigation of the Department of Justice are author- 

. ized and @apowered te carty Piroarme. 
A 


Approved, June 18, 1934. 











COPY 


(Public--No. 376-~73d Congress) 


(S. 2248) 


AN AOT 


To Protect trade and commerce against interference by violence, threats, 
coercion, or intimidation. 


Be it enacted by the Senate and House of Reprerentatives of the 
United States of America in Congress assembled, That the term “trade or 
commerce’, as used herein, is defined to mean trade or commerce between 
any States, with foreign nations, in the District of Columbia, in any 
Territory of the United States, between any such Territory or the District 
of Columbia and any State or other Territory, and all other trade or com- 
merce over which the United States has constitutional jurisdiction. 


SEC, 2. Any person who, in connection with or in relation to 
any act in any way or in any degree affecting trade or commerce or any 
article or commodity moving or about to move in trade or commerce-- 


(а) Obtains or attempts to obtain, by the use of or aitempt 
to use or threat to use force, viclence, or coersion, the payment of money 
or other valuable considerations, or the purchase or rental of property 
or protective services, not including, however, the payment of wages by 
a bona-fide employer to a bona-fide employee; or 


(b) Obtains the property of another, with his consent, in- 
duced by wrongful use of force or fear, or under color of official right; 
or 


(с) Commits or threatens to commit an act of physical vio- 
lence or physical injury to a person or property in furtherance of a plan 
or purpose to violate sections (а) or (b); or 


(4) Conspires or acts concertedly with any other person 
or persons to commit any of the foregoing acts; shall, upon conviction 
thereof, be guilty of a felony and shall be punished by imprisonment 
from one to ten years or by a fine of $10,000, or both, 


SEC. 3. (A) As used in this Act the term "wrongful" means in 
violation of the criminal laws of the United States or of any State or 
Territory. 


(b) The tarms "property", "money”, or "valuable considera- 
tions” used herein shall not be deemed to include wages paid by a bona- 
fide employer to a bona-fide employee. 











SEC. 4. Prosecutions under this Act shall be commenced only | 


_ upon the express direction of the Attorney General of the United States, 


SEC. 5. If any provisions of this Act or the application there- 
of to any person or circumstance is held invalid, the remainder of the 
Act, and the application of such provision to other persons or cireum= 
stances, shall not be affected thereby. 


SEC. 6. Any person charged with violating this Act may be prose~ 


cuted in any district in which any part of the offense has been committed 


by him or by his actual associates participating with him in the offense 
or by his fellow conspirators: Provided, That no court of the United States 
shall construe or apply any of the provisions of this Act in such manner 
as to impair, diminish, or in any manner affect the rights of bona-fide 
labor organizations in lawfully carrying out the legitimate objects there= 
of, as such rights are expressed in existing statutes of the United States. 


Approyed, June 18, 1994. 
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AN ACT 


To provide for the taxation of manufacturers, importers, and dealers in 
certain firearms and machine guns, to tax the sale or other disposal 
of such weapons, and to restrict importation and regulate interstate 
transportation thereof. | 


Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, That. for the purposes 
of ‘this Act-- 

(a) Тһе term "firearm" means a SOA or ` rifle having a barrel of 
less than eighteen inches in length, or any other weapon, except a pistol: 
or revolver, from which a shot is discharged by an explosive if such 
. Weapon is capable of being concealed on the person, or a machine gun, and 
includes a muffler or silencer for any firearm whether or not such fire~ 
arm is included within the foregoing definition, 

(b) The term "machine gun" means any weapon which shoots, or is ‹ 
designed to shoot, automatically or semiautomatically, more than one shot, 
without manual Polosdims. by a single function of the trigger. 

(c) The term "person" includes a partnership, eompany, association, 
or corporation, as well as a natural person. 

(d) The term "continental United States" means the States of the 
United States and the District of Columbia. - 

(e) The term "importer" means any person who imports or brings fire- 
arms into tbe continental United States for sale. - 

(2) 2 term "manufacturer" means any person who is engaged within 
the continental United States in the manufacture of firearms, or who 
otherwise produces therein any firearm for sale or disposition. 

(е) The term "dealer" means any person not a manufacturer or importer’ 
engaged within the continental United States in the business of selling 
firearms. The term "dealer" shall include wholesalers, pawnbrokers, and 
dealers in used firearms. . 

(h) The term “interstate commerce" means transportation from any 
State or Territory or District, or any insular possession of the United 
States (including the Philippine Islands), to any other State or to the 
District of Golumbia. = | 

(i) The term *Commissioner" means the Commissioner of Internal 
Revenue. : 

(3) The term "Secretary" means the Secretary of the Treasury. 

(к) The term "to transfer" or "transferred" shall include to-sell, 

assign, pledge, lease, loan, give-away, or -otherwise dispose. 
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SECTION 2. (a) Within fifteen days after the effective date 
of this Act, or upon first engaging in business, and thereafter on or be- 
fore the lst day of July of each year, every importer, manufacturer, and 
dealer in firearms shall register with the collector of internal revenue 
for each district in which such business is to be carried on-his name or 
style, principal place of business, and places of business in such dis- 
trict, and pay a special tax at the following rates: Importers or manu- 
facturers, $500 a year; dealers, other than paymbrokers, $200 a year; 
pawnbrokers, $300 a year. Where the tax is payable on the 15+ day of 
July in any year it shall be computed for one year; where the tax is pay- 
able on any other day it shall be computed proportionately from the lst 
day of the month in which the liability to the tex accrued to the lst day 
of July following. 

(b) It shall be unlawful for any person required to register under 
the provisions of this section to import, manufacture, or deal in fire- 
arms without having registered and paid the tax imposed by this section. 


SECTION 3. (a) There shall be levied, collected, and paid upon 
firearms transferred in the continental United States a tax at the rate of 
$200 for each firearm, such tax to be paid by the transferor, and to be 
represented by appropriate stamps to be provided by the Commissioner, with 
the approval of the Secretary; and the stamps herein provided shall be 
affixed to the order for such firearm, hereinafter provided for. The tax 
imposed by this section shall be in addition to any import duty imposed 
on such firearm. 

(b) All provisions of law (including those relating to special taxes, 
to the assessment, collection, remission, and refund of internal revenue 
taxes, to the engraving, issuance, sale, accountability, cancelation, and 
distribution of tax-paid stamps provided for in the internal-revenue laws, 

. anû ta penalties) applicable with respect to the taxes imposed by section 
1 of the Act of December 17, 1914, as amended (U.S.C., Supp. VII, title 26, 
Sees. 1040 and 1383), and all other provisions of the internal-revenue laws 
Shall, insofar as not inconsistent with the provisions of this Act, be 
applicable with respect to the taxes imposed by this Act. 

(с) Under such rules and regulations as the Commissioner, with the 
approval of the Secretary, may prescribe, and upon proof of the exporta- 
tion of any firearm to any foreign country (whether exported as part of 
another article or not) with respect to which the transfer «tax under this 
section has been paid by the manufacturer, the Commissioner shall refund 
to the manufacturer the amount of the tax so paid, or, if the manufacturer 
waives all claim for the amount to-be refunded, the refund shall be made 
to the exporter. | ` 


SECTION ^. (a) It shall be unlawful for any person to trans- 
fer a firearm exce..t in pursuance of a written order from the person seek- 
ing to obtain such article, on an application form issued in blank in 
duplicate for that purpose by the Commissioner. Such order shall identify 
the applicant by such means of identification as may be preseribed by 
regulations under this Act: Provided, That, if the applicant is an indi- 
vidual, such identification shall include fingerprints-and_a. photograph 
thereof. i 
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(b) The Commissioner, with the approval of the Secretary, shall 
cause suitable forms to be prepared for the purposes above mentioned, 
and shall cause the same to be distributed to collectors of internal 
revenue. 

(c) Every person so transferring a firearm shall set forth in each 
copy of such order the manufacturer's number or other mark identifying 
such firearm, and shall forward a copy of such order to the Commissioner. 
The original thereof with stamps affixed, shall be returned to the ap- 
plicant. 

(4) No person shall transfer a firearm which has previously been 
transferred on or after the effective date of this Act, unless such per- 
son, in addition to complying with subsection (c), transfers therewith 
the stamp-affixed order pravided for in this section for each such prior 
transfer, in compliance with such regulations as may be prescribed under 
this Act for proof of payment of all taxes on such firearms. 

{e) If the transfer of a firearm is exempted from the provisions 
of this Act as provided in section 13 hereof, the person transferring 
such firearm shall notify the Commissioner of the name and address of the 
applicant, the number or other mark identifying such firearm, and the date 
of its transfer, and shall file with the Commissioner such documents in 
proof thereof as ihe Commissioner may by regulations prescribe. 

(f) Importers, manufacturers, and dealers who have registered and 

‘paid the tax as provided for in section 2{a) of this Act shall not be 
required to conform to the provisions of this section with respect to 
transactions in firearms with dealers or manufacturers if such dealers 
or manufaciurers have registered and have paid suck tax, but shall keep 
such records and make such reports regarding such transactions as may be 
‘prescribed by regulations under this Act. 


SECTION 5. (a) Within sixty days after-the effective date of 
this_Act every perstn~possessing a firearm shall register, with the collec 
tor of the district in which he resides, the number or other mark identi- 
fying such firearm, together with his name, address, place where such fire- 
arm is usually kept, and place of business or employment, and, if such 
person is other than a natural person, the name and home address of an 
executive officer thereof: Provided, That no person shall be required 
to register under this section with respect to any firearm acquired after 
the effective date of, and in’ conformity with the provisions of, this Act. 

(b) Whenever on trial for a violation of section 6 hereof the des 
fendant is shown to have or to have had possession of such firearm at any 
time after such period of sixty days without having registered as required 
‚бу this section, such possession shall create a presumption that such . 

. firearm came into the possession of the defendant subsequent to the effec- 
tive date of this Act, but this presumption shall not be conclusive. 


SECTION 6. It shall be unlawful for any person to receive or 
possess any firearm which has at any time been transferred in violation of 
section 5 or 4 of this Act, 
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SECTION 7. (a) Any firearm which has at any time been trans- 
ferred in violation of the provisions of this Act shall be subject to 
seizure and forfeiture, and (except as provided in subsection (b)) all 
the provisions of internal-revenue laws relating to searches, seizures, 
and forfeiture of unstamped articles are extended to and made-to apply 
to the articles taxed under this Act, and the persons to whom this Act 
applies. 

(b) In the case of the forfeiture of any firearm by reason of a 
violation of this Act: No notice of public sale. shall be required; no 
such firearm shall be sold at public sale; if such firearm is in the 
possession of any officer of the United States except the Secretary, such 
officer shall deliver the firearm to the Secretary; and the Secretary may 
order such firearm destroyed or may sell such firearm to any State, 
Territory, or possession (including the Philippine Islands), or political 
subdivision thereof, or the District of Columbia, or retain it for the 
use of the Treasury Department or transfer it without charge to any Exec- 
utive department or independent establishment of the Government for use 
by it. 


SECTION 8. (a) Each manufacturer and importer of a firearm 
Shall identify it with & number or other identification mark approved by 
the Commissioner, such number or mark to be stamped or otherwise placed 
` thereon in a manner approved by the Commissioner. 

(b) It shall be unlawful for anyone to obliterate, remove, change, 
or alter such number or other identification mark. Whenever on trial for 
a violation of this subsection the defendant is shown to have or to have 
had possession of any firearm upon which such number or mark shall have 
been obliterated, removed, changed, or altered, such possession shall be 
deemed sufficient evidence to authorize ое, unless the defendant 
explains such possession to the satisfaction of the jury. 


` SECTION 9, Importers, manufacturers, and dealers shall keep 
such books and records and render such returns in relation to the trans- 
actions in firearms specified in this Act as the Commissioner, with the 
approval of the Secretary, may by regulations require. 


SECTION 10. (a) No firearm shall be imported or brought into 
the United States or any territory under its control or jurisdiction (in- 
cluding the Philippine Islands), except that, under regulations prescribed 
by the Secretary, any firearm may be so imported or brought in when (1) 
the purpose thereof is shown to be lawful and (2) such firearm ig unique 
or of a type which cannot be obtained within the ра States or such 
territory, 

(b) It shall be unlawful (1) fraudulently or knowingly to import 
. Or bring any firecom into the United States or any territory under its 
control ‘or jurisdiction (including the Philippine Islands}, in violation 
of the provisions of this Act; or (2) knowingly to assist in so doing; 
or (3). to receive, conceal, buy, sell, or in any manner facilitate the 
transportation, concealment, or sale of any such кыраны оеша im- 














- than $2,000 or be imprisoned for not more than five years, or both, in the 
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ported or brought in, knowing the same to have been imported or brought in 
contrary to law. Whenever on trial for a violation of this section the 
defendant is shown to have or to have had possession of such firearm, such 
possession shall be deemed sufficient evidence to authorize conviction 
unless the defendant explains such possession to the satisfaction of ‘the 


jury. Dy 





SECTION Ll, It shall be unlawful for any person who is required 
to register as provided in section 5 hereof and who shall not have ‘so regis~ 
tered, or any other person who has not in his possession a stamp-affixed 
order as provided in section 4 hereof, vo ship, carry, or deliver any fire- 
arm in interstate commerce. ` 

SECTION 12. ‘The Commissioner, with the approval of the Secretary, 
shall prescribe such rules and regulations as may be necessary for carrying 
the provisions of this Act into effect. 


SECTION 13. This Act shall not apply to the transfer of firearms 
(1) to the United States Government, any State, Territory, or possession of 
the United States, or to any political subdivision thereof, or to the Dis- 
trict of Columbia; (2) to any peace officer or any Federal officer designated 
by regulations of the Commissioner; (3) to the transfer of any firearm which - 
43 unserviceable and which is transferred as a curiosity or ornament, 


SECTION 14, Any person who violates or fails to comply with any 
of the requirements of this Act shall, upon conviction, be fined not more 


diseretion of the court. 


SECTION 15, The taxes imposed by paragraph (a) of section 600 
of the Revenue Act of 1926 (U.S.C., Supp. VII, title 26, sec. 1120) and by 
section 610 of the Revenue Act of 1932 (47 Stat. 169, 264), shall not apply 
to any firearm on which the tax provided by section 3 of this Act has been 


paid. 


SECTION 16. If any provision of this Act, or the application 
thereof to any person or circumstance, 1s held invalid, the remainder of the 
Act, and the application of such provision to other persone or circumstances, 
shall not be. affected thereby. 


SECTION 17, This Ack shall take effect on the thirtieth day after 
the date of its enactment. 


SECTION 18. This Act may be cited as the "National Firearms Act." 


Approved, Jume 26, 1934. 
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Guty re, 1937 Ces 


vestigation of any information in their possession indicating a violation 
of any of the foregoing Federal laws. 


In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of your nearest field 
office. 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., which serves as a central clearing house of records per- 
taining to criminals. The information contained in the Bureau’s iden- 


qe. tification files is based primarily upon fingerprints, which constitute 

“> the largest and most complete collection of oe value in 2 

M On А) 1, 1937 there was a total of 59522 ne ЙЕ 
FIH OR records ani едені index cards in the Bureau's archives. п ЖА 






ее fingerprint records were being — in the 
dentit cation Division daily from E contributing law enforcement 


A encies throughout the world. ASS 
F000, 


All peace officers are invited to avail themselves of the 
data on file in the Identification Division of the’ Federal Bureau of 
Investigation. The service is given without cost to all regularly con- 
stituted law enforcement officers and agencies desiring it. Fingerprint 
cards, franked envelopes, and disposition sheets for the purpose of re- 
porting action taken subsequent to arrest, are supplied without charge 
on request from contributing agencies. 





Upon receipt of a fingerprint card from a contributing law 
enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
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a subject’s complete criminal history for assistance of prosecuting at- 
torneys, judges and parole officials in their respective activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may be 
identified as fugitives. 


қ E The pou Фї fingerprints is now carried оп with 81 for- 
We eign countries, fá BES: itorial possessions of the United States and 

\ (fL - the fingerprints A persons arrested will be sent upon request of the 

A contributing law enforcement agencies. 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of iden- 
tifying latent fingerprints left at the scenes of crimes by kidnapers, 
bank robbers and extortionists. Unless latent fingerprints of such of- 
fenders are those of the individuals whose separate impressions are filed 
in the single-print collection, it is difficult for the Bureau to identify 

е the latent prints. However, if the names or aliases of any suspects are 
furnished the Bureau, together with descriptive information, then the 
actual prints may be compared with the latent impressions and thus it 


| A may he possible to establish an identification. 

| Civil Identification 

і | The latest feature of the Identification Division is its 
Civil Identification Section in which are filed the fingerprints of 
law-abiding citizens. The fingerprints of many distinguished people 

| are included in this collection. 

| By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 

Ў should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, earth- 
quakes or other disasters may also be identified through fingerprints, 
when their identity is otherwise unascertainable. In cases of kidnaping, 
it is of assistance to the investigating officials to have available the 
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These statistics are issued quarterly in a publication known as "Uniform 
Crime Reports," which is sent to law enforcement officials and other 
interested individuals and agencies. 


FBI National Police Academy 


In July, 1985, the FBI National Police Academy was be- о 
gun. Thus, for the first time, the type of instruction and training А 
offered to Special Agents was made available to local, municipal, county Ж 
and state law enforcement officers. ,% 










The course pursued by these officers is of three months’ du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in the 
performance of enforcement duties. The course is free, the only cost & 
to those attending being transportation and living expenses while in 
Washington. Those officers attending are selected representatives under 
forty-six years of age from their respective local, municipal, county and 29 
state law enforcement agencies, based upon applications which have been 
filed with the Federal ет " Investigation. 

u-, g-34- ya 
Аней NTS 
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Convictions — of the cases investigated which теге”? 
brought, to trial. ay. 617. 13,311. i 


Imposition of sentences totaling over нба years, in ad- TAENS 
dition to L duil cr, aA R eerta PER 
1,305 Location — Federal fugitives from justice. | 


The assistance, through the Identification Division, to 


various law enforcement officials in ene er fugitives. 
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Introduction 5} 


This publication is issued for the purpose of acquainting the 
public and law enforcement agencies with the work and facilities of the 
Federal Bureau of Investigation, United States Department of Justice. 
By this means it is hoped to acquaint peace officers and citizens with 
the types of services which are available and encourage a wider use of 
the Bureau’s facilities. There is presented herein an outline of the in- 
vestigative jurisdiction, Identification Division, technical laboratory, 
and uniform crime reporting project of the Bureau and itis suggested that 
this publication be retained for future reference and guidance whenever 
an opportunity arises for you to acquaint yourself in greater detail with 
these functions. 


The administration of the Federal Bureau of Investigation is 
based upon the fundamental rule and policy, in the work of every Special 
Agent in the field, of working in the closest cooperation with police 
officials in their respective jurisdictions. In investigative and iden- 
tification matters, the Bureau extends to law enforcement officers an 
invitation to work together in the interest of effective law enforce- 
ment. 


It is a pleasure to quote the following statement from an 
address by Attorney General of the United States Homer Cummings con" 
cerning the Department of Justice, of which this Bureau is an integral 
part: 


"In brief, I aim at a sane, wholesome adminis- 
tration. The Department of Justice belongs 
to the people of America. It is their servant 
ministering to their needs and I bespeal for 
it the support and the good opinion of all 
law-abiding citizens." 


ч "27 


Director 


Haine Т? 
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History 


The Federal Bureau of Investigation was founded in 1908, to 
provide the United States Department of Justice with a permanent inves 
tigative force under its immediate control. It was first known as the 
Bureau of Investigation, and later as the Division of Investigation. its 
present name, the Federal Bureau of Investigation, was finally adopted 
as more nearly descriptive of its status as the general investigative 
agency for the Federal Government. 


As Congress passed new Federal laws extending the Bureau’s 
investigative jurisdiction, its size and importance increased. Notable 
advances in the earlier years of its growth were the passage of the White 
Slave Traffic Act in 1910, materially increasing the work of the Bureau, 
and the passage in 1919 of the National Motor Vehicle Theft Act, bring- 
ing within the jurisdiction of the Bureau a large and constantly increas- 
ing class of interstate violations. 


In 1924, while the Honorable Harlan F. Stone, presently 
a Justice of the United States Supreme Court, was Attorney General of 
the United States, the Bureau was reorganized and the working policies 
which are followed today were established. One of the cardinal rules 
enunciated at that time was that the Federal Bureau of Investigation 
should be completely divorced from the vagaries of political influence. 
Another principle established was that promotion in the Bureau was to 
be based solely upon proven ability and efficiency. 


Two other events of far-reaching importance to the Bureau 
took place in 1924. The first was the adoption of the practice of giving 
preference to qualified attorneys and expert accountants in the appoint- 
ment of Special Agents. The second was the consolidation of criminal 
identification data maintained at Leavenworth Penitentiary with records 
of the International Association of Chiefs of Police to form a national 
clearing house of criminal information under the Bureau’s jurisdiction. 














This consolidation brought to Washington, as a nucleus for the Bureau’s 
Identification Division, 810,188 fingerprint records. 


During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were put nto 
general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded at 
Washington. 


Meanwhile, the Bureau was developing various services de» 
signed to promote cooperation bètween it and other law enforcement 
agencies, local, state and international. 


Recent legislation, sponsored and urged by Attorney General 
Cummings, extended the authority of the Bureau to new fields. With the 
passage of these acts, the Bureau entered upon a phase of its history 
which has caused citizens generally to become more familiar with its 
activities. Amongst these enactments are the following: Federal Anti- 
Racketeering Statute; the Federal Reward Bill; To Provide Punishment 
for Killing or Assaulting Federal Officers; Extortion by Means of Tele- 
phone, Telegraph, Radio, Oral Message, or Otherwise; Providing Venue 
for Prosecution in Extortion Cases; Fleeing from One State to Another 
to Avoid Prosecution or Giving Testimony in Certain Cases; The Nation- 
al Stolen Property Act; Robbery of Banks Organized or Operating Under 
Laws of the United States or of Any Member of the Federal Reserve Sys- 
tem, and Amended to Include All Banks Holding Insurance Issued by the 
Federal Deposit Insurance Corporation; Extending Section 6209 of Re- 
vised Statutes (United States Code, Title 12, Section 592) Relating to 
the Misapplication, Abstraction, Embezzlement, Et Cetera, on the Part 
of Bank Employees to Include All Insured Banks of the Federal Deposit 
Insurance Corporation; Crimes in Connection with Federal Penal and 
Correctional Institutions; To Provide for Prosecution of Federal Pris- 
oners Who Escape While Awaiting Trial; Power of Arrest for Special 
Agents of the Bureau, and the Right to Carry Firearms; The National 
— Act; The Federal Kidnaping Statute, and the Federal Extortion 

ct. 


ORGANIZATION 
Field Divisions 


The Director of the Federal Bureau of Inyestigation has under 
his direction forty-two field divisions strategically located in forty- 














two key cities throughout the United States. A list of the cities, to- 
gether with the addresses and telephone numbers of the field offices, 
appears herein. 


In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Special Agent in Charge, who in turn is responsible to the Washington 
headquarters of the Bureau. Each field division covers a specified 
territory but the work of all offices is coordinated. Thus, if one 
field office obtains information requiring action in another section of 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington headquarters of the Bureau. 
‘Copies of every field division report are submitted to Washington whére 
consolidation of the data is effected in each case permitting the co- 
ordination of all investigative activity. 


The number of members on the staff of each field office 
fluctuates according to the volume of the work to be performed, and 
Special Agents are ‘transferred from one office to another as the exi- 
gencies of the service require. 


Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifica- 
tion Division and Technical Laboratory and the collection of crime sta- 
tistics. It also conducts training schools for Special Agents and police 
officers. 


Personnel 
Applicants for the position of Special Agent must be hetween 


the ages of twenty-three and thirty-five, and must be graduates of rec- 
ognized law schools, expert accountants or have had extensive law enfor- 


a cement experience. 





These applicants are thoroughly investigated, and appoint- 
ment is conditioned upon the possession of personal integrity of high 
order, academic training, personality, character, and experience as well 
as other basic factors necessary for the development of new agents as 
successful investigators. 
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Approximately 85 per cent of the Special Agents of the Fed- 
eral Bureau of Investigation have had legal training or were expert 
accountants before entering the Bureau. 


University. degrees are held hy approximately 80 per cent of 
the Bureau’s Special Agents. A number of Special Agents speak fluently 
at least one of 20 foreign languages, and prior to appointment weré en- 
gaged in approximately 112 vocations in the fields of Science, Education, 
Industry and Business. 


Training 


The Bureau maintains especially equipped rooms in the De- 
partment of Justice Building set aside for training school purposes. 
The facilities of the Bureau’s Technical Laboratory, Identification Di- 
vision, gymnasiums, and indoor and outdoor ranges are utilized during 
the training course. 


A regular faculty of full-time instructors and more than fif- 
ty experts on various phases of crime detection and investigative tech- 
nique comprise the Bureau’s staff of lecturers. This staff is supple- 
mented by a group of distinguished criminologists who are connécted 
with colleges, universities, social and civic organizations, and law 
enforcement agencies throughout the United States. Training is afforded 
to all newly appointed Special Agents; to members of the FBI National 
Police Academy, which trains members of local and state law enforcement 
agencies; and to the experienced Special Agents of the Bureau, who, 
from time to time, are given retraining coursés. 


The training school curriculum includes studies and prac- 
tical training in many subjects which are organized under the following 
headings: 


Scientific and Technical 

Statistics, Records, and Report 
Writing 

Firearms Training and First Aid 

Investigations, Enforcement and 
Regulatory Procedure 

| Tests and Practical Experience 

| Administration and Organization 
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anything heing shipped from one state to another — from any freight 
or express shipment or passenger car, or that any person has received 
anything which was stolen from such shipments should be reported to the 
proper field office, 


National Bank and Federal Reserve Acts 


These statutes specify criminal offenses on the part of еш» 
ployees or agents of institutions coming under the jurisdiction of the 
above Acts, such as embezzlement, abstraction, or misapplication of 
funds, and the making of false entries in the books of a National Bank 
or a Member Bank of the Federal Reserve System, or in reports to the 
Comptroller of the Currency. An Act was approved August 23, 1935, ex- 
tending the penal provisions of the above acts to Insured Banks of the 
Federal Deposit Insurance Corporation. 


National Motor Vehicle Theft Act 


Persons who transport a stolen motor vehicle from one state 
to another state, Imowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile and 
there is reason to believe that his possession of the motor vehicle is not 
lawful and that it has been stolen and transported in interstate or for- 
eign commerce, if the facts are called te the attention of the Federal Bu- 
reau of Investigation, an investigation will be made to determine wheth- 
er there has been a violation of the National Motor Vehicle Theft Act. 


National Stolen Property Act 





This Act, approved on May 22, 1984, makes it a Federal of- 
fense to transport or cause to he transported in interstate or foreign 
commerce any goods, wares or merchandise, securities or money of the 
value of $5,000 or more theretofore stolen or taken feloniously by fraud 
or with intent to steal or purloin knowing the same to have been so sto" 
len or taken, This Act also penalizes the receiving, concealing, stor- 
ing, bartering, selling or disposing of goods, wares or merchandise, 5ё- 
curities or money of the value of $5,000 or more by a person knowing 
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the goods to be stolen. This Statute also makes it a Federal offense 
for any person to pledge or accept as security for a loan any godds, 
wares or merchandise, or securities of the value of $500 or more, which 
have been stolen or feloniously taken by fraud from an interstate or 
foreign shipment. 


Robbery of National Banks, Member Banks of the Federal 
Reserve System, and Insured Banks of the Federal Deposit 
Insurance Corporation 


On May 18, 1934, there was approved by the President a Stat- 
ute which makes ita Federal offense to rob any National Bank or Mem- 
ber Bank of the Federal Reserve System. This Act covers the taking by 
force and violence, or by putting in fear, of any property in the care, 
custody, control, management or possession of any Federal Reserve Mem- 
ber Bank or National Bank. This Statute also penalizes the assault of 
any person or the placing in jeopardy of the life of any person by the 
perpetrators of the robbery of a National Bank or Member Federal Re- 
serve Bank. ‘The Statute also expressly covers the killing or kidnaping 
of any person in connection with the robbery of a Federal Reserve Mem- 
ber Bank or a National Bank. An Act of Congress, approved August 28, 
1935, extended the provisions of the Federal Bank Robbery Act to In- 
sured Banks of the Federal Deposit Insurance Corporation, On August 
24, 1937, the Federal Bank Robbery Act was amended to cover burglaries 
and larcenies committed in National Banks, Member Banks of the Federal 
Reserve System, and Insured Banks of the Federal Deposit Insurance 
Corporation. 


Theft, Embezzlement, or Illegal Possession of Government Property 


It is a violation of a Federal law to embezzle, purloin, or 
steal any property of the United States, or to receive such property 
knowing the same to have been stolen. This Ве has investigative 
jurisdiction over offenses of this nature. 


White Slave Traffic Act 


The White Slave Traffic Act is ión referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans- 
port or cause to be- transported, or aid or assist in obtaining transpor- 
tation for, or in transporting, in interstate or foreign commerce, any 
woman or girl for the purpose of prostitution or dehauchery, or to en- 
gage in other immoral practices, shall be deemed guilty of a felony. The 
Federal Bureau of Investigation is desirous of receiving any information 
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which indicates a violation of this Act. Law enforcement agencies, 
officers, and citizens are invited to advise the Federal Bureau of In- 
vestigation of any information in their possession indicating a violation 
of any of the foregoing Federal laws. 


In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of your nearest field 
office. 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing: 
ton, D. C., which serves as a central clearing house of records per- 
taining to ‘criminals. The information contained in the Bureau’s iden- 
tification files is based primarily upon fingerprints, which constitute 
the largest and most complete collection of current value in existence. 


On September 1, 1938 there was a total of 9,248,846 finger- 
print records and 10,602,797 index cards in the Bureau’s archives. On 
September 1, 1938, approximately 6,598 fingerprint records were being 
received in the Identification Division daily from 10,656 contributing 
law enforcement agencies throughout the world. 


All neace officers are invited to avail themselves of the 
data on file in the Identification Division of the Federal Bureau of 
Investigation. The service is given without cost to all regularly con- 
stituted law enforcement officers and agencies desiring it. Fingerprint 
cards, franked envelopes, and disposition sheets for the purpose of re- 
porting action taken subsequent to arrest, are supplied without charge 
on request from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 
enforcement agency, a letter giving the criminal record, or informing of 
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the fact that no prior record has been located, is sent to the contribu: 
tor. This record is of value to the Prosecutor and the Judge before 
whom a case is tried as it is oftentimes studied before determining 
the length and character of sentence which the court imposes on a con- 
victed person. 


In conducting its identification work the Federal Bureau of 
Investigation is essentially a cooperative organization and can furnis 
to contributing law enforcement agencies only that information which it 
receives from them. The assistance of the police, sheriffs, wardens, 
state identification bureaus, and similar agencies has heen very grat | 
itying, but despite the splendid results which have been accomplished, 
it is felt that the FBI can render even more effective service when 
it receives all of the fingerprint records which law enforcement offi- 
cials are in a position to furnish. It is obvious that oven better service 
can be\given by the Bureau as its records become more complete. AH 
peace officers are therefore invited to make the fullest possible use of 
this cooperative project. 


Fingerprint records prove of value in determining if appli- 
cants for positions under the Civil Service of the Federal, State, county 
or municipal governments have a previous record on file which might 
show the applicant is not of a proper character to receive the ap- 
pointment. Applicant fingerprints, however, are only searched through 
the Bureau's criminal files when submitted by law enforcement agen- 
cies, 


Wanted Notices 


Law enforcement officials, seeking the apprehension of fugi- 
tives, follow the practice of notifying the Bureau to this effect, where- 
upon "wanted" notices are posted on the fingerprint records in the Identi- 
fication Division. If the individuals involved should subsequently be 
arrested clsewhere on other charges and their fingerprints taken and 
forwarded to the Bureau, the officials who placed the "wanted" notices 
are immediately apprised of the fact, either by air mail, special deliv- 
ery or telegraph. Approximately 575 fugitives from justice are located 
monthly through fingerprint comparison. 


International Exchange 


In March, 1982, the international exchange of fingerprint rec- 
ords was begun. This service not only provides a means for furnishing | 
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a subject’s complete criminal history for assistance of prosecuting at- 
torneys, judges and parole officials in their réspective activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may be 
identified as fugitives. 


The exchange of fingerprints is now carried on with 84 for- 
eign countries, colonies, and territorial possessions of thé United 
States and the fingerprints of persons arrested will he sent upon re- 
guest of the contributing law enforcement agencies. 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of iden- 
tifying latent fingerprints left at the scenes of crimes by kidnapers, 
bank robbers and extortionists. Unless latent fingerprints of such of- 
fenders are those of the individuals whose separate impressions are filed 
in the single-print collection, it is difficult for the Bureau to identify 
the latent prints. However, if the names or aliases of any stispects are 
furnished the Bureau, together with descriptive information, then the 
actual prints may be compared with the latent impressions and thus it 
may be possible to establish an identification. 


Civil Identification 


The latest service of the Identification Division is its 
Civil Identification Section in which are filed the fingerprints of 
law-abiding citizens. The fingerprints of many distinguished people 
are included in this collection. 


By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, earth- 
quakes or other disasters may also he identified through fingerprints, 
when their identity is otherwise unascertainable. In casés of kidnaping, 
it is of assistance to the investigating officials to have available the 
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Also among the equipment of the laboratory are reference 
collections of automobile tire tread designs, various types and sizes 
of bullets and cartridge cases of both American and foreign manufac- 
ture, a fibre file of animal and vegetable fibres, a collection of hand- 
writing specimens of many criminals, etc. 


Besides conducting technical investigations in current 
cases, the technicians at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements. 


The facilities of the Technical Laboratory are made avail- 
able wherever possible to all law enforcement agencies without charge. 
In transmitting evidence to the laboratory for the purpose of having it 
examined, it should be labeled "evidence for the laboratory." 


The FBI Law Enforcement Bulletin 


Each month the Federal Bureau of Investigation issues a 
publication entitled "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its Iden- 
tification Division. This publication lists the names, aliases, descrip- 
tions, fingerprint classifications and a reproduction of one finger im- 
pression of wanted fugitives in aggravated state crimes, together with 
the names and addresses of law enforcement agencies to be notified in 
the event the fugitives are located. The bulletin is also used as a 
medium for the dissemination of scientific information of interest to 
peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 


CRIME STATISTICS 


More than 2,500 police departments throughout the United 
States, representing a population area of over 66,000,000, make monthly 
and annual reports to the Bureau, In addition, reports are received 
from more than 1,300 sheriff's offices, state police organizations, and 
agencies in possessions of the United States. The total number of par- 
ticipating law enforcement egencies is approximately 4,000, and they 
forward reports concerning offenses known and offenses cleared by arrest, 
and the number of persons held for prosecution. This information, to- 
gether with data compiled from the fingerprint cards received in the Bu- 
reau, makes possible the collection of comparable crime statistics on a 
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nation-wide scale, These statistics are issued quarterly in a publica- 
tion known as "Uniform Crime Reports," which is sent to law enforce- 
ment officials and other interested individuals and agencies. 


FBI National Police Academy 


In July, 1935, the FBI National Police Academy was þe- 
gun. Thus, for the first time, the type of instruction and training 
offered to Special Agents wag made available to local, municipal, county 
and state law enforcement officers. 





The course pursued by these officers is of three months’ du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in the 
performance of enforcement duties. The course is free, the only cost 
to those attending being transportation and living expenses while in 
Washington. Those officers attending are solected representatives under 
forty-six years of age from their réspective local, municipal, county and 
state. law enforcement agencies, based upon applications which have been 
filed with the Federal Bureau of Investigation. 


ACCOMPLISHMENTS 


Duos the past fiscal year ending June 30, 1938, the sav- 
ings, fines, and recoveries effected in cases in which Special Agents of 
the Federal Bureau of Investigation performed investigative activities 
amounted to $47,568, 419.53 as compared to the cost of maintaining the 

_ FBI during the same period which amounted to $6,222,976. Some of the 
Bureau’s other accomplishments during the same twelve months’ period 
Were: 


Convictions in 95.98% of the cases investigated which were 
Drought to trial. 


Imposition of sentences totaling over 15,876 years, in ad- 
dition to 8 death sentences and 18 life sentences. 


Location of 1,923 Federal fugitives from justice. 


The assistance, through the Identification Division, to. 
various law enforcement officials in locating 7,003 fugitives. 
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FERE 

A PORTION OF THE FINGERPRINT FILES SECTION OF THE IDENTIFICATION DIVISION, 
FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE, 
| WHERE THE FINGER IMPRESSIONS OF CRIMINALS ARE CLASSIFIED AND COMPARED. 
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MICROSPECTROSCOPIC EXAMINATION OF SUSPECTED BLOODSTAIN. TECHNICAL 


LABORATORY, FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT 
, OF JUSTICE. 
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July 29, 1939 





MEMORANDUM 


Attached is the booklet "The Federal Bureau of. 
Investigation" revised as of June 30, 1939. 


On pages 3 and 4 appear the map showing the 
locations of the Field Division Distriots and the list 
of the Bureau Offices respectively. This will have to 
be reprinted to include Alaska, Hawaii and Puerto Rico, 
but inasmuch as the names of the buildings and the 
office phone numbers for these three last mentioned 

offices will not be available until the Special Agents 
in Charge thereof arrive in their Division, it will 
probably be several weeks before these corrections can 
be made, 


Respectfully, 


N. D. Valentine 
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During the years which followed, the Bureau’s operations were 
systematized, standardized forms for investigative reports were put into 
general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded 
at Washington. 24 

Meanwhile, the Bureau was developing various services de- 
signed to promote cooperation between it and other law enforcement 
agencies, local, state and international. 


Recent legislation ex xtended the authority of the Bureau to 
new fields. With the passage of these acts, the Bureau entered upon a 
phase of its history which has caused citizens generally to become more 
familiar with its activities. Amongst these enactments are the follow- 
ing: Federal Anti-Racketeering Statute; the Federal Reward Bill; To 
Provide Punishment for Killing or Assaulting Federal Officers; Extor- 
tion by Means of Telephone, Telegraph, Radio, Oral Message, or Other- 
wise; Providing Venue for Prosecution in Extortion Cases; Fleeing from 
One State to Another to Avoid Prosecution or Giving Testimony in Cer- 
tain Cases; The National Stolen Property Act; Robbery of Banks Organ- 
ized or Operating Under Laws of the United States or of Any Member of 
the Federal Reserve. System, and Amended to Include All Banks Holding 
Insurarice Issued by the Federal Deposit Insurance Corporation; Extend: 
ing Section 5209 of Revised Statutes (United States Code, Title 12, 
Section 592). Relating to the Misapplication, Abstraction, Embezzlement, 
Et Cetera, on the Part of Bank Employées to Include All Insured Banks 
of the Federal Deposit Insurance Corporation; Crimes in Connection 
with Federal Penal and Correctional Institutions; To Provide for Pros. 
ecution of Federal Prisoners Who Escape While Awaiting Trial; Power 
of Arrest for Special Agents-of ‘the Bureau, and the Right to Carry 
Firearms; The National Firearms Act; The Federal Kidnaping Statute, 
and the Federal Extortion Act. 


+ | ORGANIZATION - 
Field Divisions - . . 


The Director of the Federal Bureau of Investigation has under 
his direction forty-two field divisions strategically located in forty- 
two key cities throughout the United States. A list of the cities, to- 
gether with the addresses and telephone numbers of the жері. offices, 
appears herein. 
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43 flics “Ala.” 

4 Boston, Mass. * 
5 Buffalo, N. Y.Y 
76 Butte, Montana’ 
V7 Charlotte, N. C." 
%8 Chicago, Illinois Y 
199 Cincinnati, Ohio + 

u 10 Cleveland, Ohio” 
TUIL Dallas, Texas 7% 
1312 Denver, Colorado” 
17]3 Des Moines, Iowa 

us Detroit, Mich. v 


Paso Texas Y 
1917 Indianapolis, Ind. 
: 4018 Kansas City, Mo. 
4,119 Knoxville, Tenn. 
\ 3720 Little Rock, Ark. 
$ | +9921 Los Angeles, Calif. 
y#22 Louisville, Ky. 
23 Memphis, Tenn. 
21124 Miami, Florida 
3725 Milwaukee, Wis. 
2$26 Newark, N. J. 
2927 New Orleans, La. 
3028 New York, N. Y. 


31 29 Oklahoma City, Okla. 
4 V30 Omaha, Nebr. 
=P SH 


, 


22 222 Philadelphia, Pa. 
8 Pittsburgh, Pa. 









Salt Lake City, Utah 
San Antonio, Texas 
$ San Francisco, Calif. 


Pl St; Paul, Minn. 
4592 Washington, D; C. 
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SPAY Bas RAPES 


House & Custom House 


320 Federal 

10 Post Office Square, Room 1016 
400 U. S. Court House 
302 Federal 

914 Johnston 

1900 Bankers' 

1130 Enquirer 

1448 Standard 

1206 Tower Petroleum 
518 Railway Exchange 
739 Insurance Exchange 
911 Federal 


202 U. S. Court House , (^ 
2 (00 West Virginia + 


323 Federal 

1612 Federal Reserve Bank 
407 Hamilton National Bank 
500 Rector 

810 South Spring, Room 603 
633 Federal 

2401 Sterick 

1300 Biscayne 

1021 Bankers” 


- 936 Raymond-Commerce 


1308 Masonic Temple 

607 U. S. Court House, 
Foley Square 

940 First National 

629 First National Bank 


Net-Bant-&—Frust-Gom— 


1300 Liberty Trust 


620 New Federal 

411 U. S. Court House 
601 Richmond Trust 
301 Continental Bank 
478 Federal 

One Eleven Sutter, Room 1729 


404 New York 
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OFFICE PHONE 


4652 -.- 
Ь 1 татаас 3698 


4-1877 
Liberty 8470 


Cleveland 2030 


2-4734 
3-4127 


Randolph 6226 


Cherry 7127 


Prospect 2456 


2-9086 
Main 6241 
3-8998 


Cadillac 2835 


Main 501 < 


Riley 5416 
Victor 3113 
3-7928 

6734 

Mutual 3277 
Jackson 5139 
8-4236 
3-5558 

Daly 3431 


Market 2-5511 
Raymond 9354 


Rector 2-3520 


2-8186 


Atlantic 8644 


л. 


Locust 0880 
Grant 0800 


Atwater_6171 


Wasatch 1797 
Fannin 8052 
Exbrook 2679 


nin. 0460 
aríie 9558 (20 * 


Garfield 7509 
2266 United States Department of Justice National 5303 


is NATIONAL 5303. 


*Telephone number to be used for calls after 5 P.M., on Saturday Afternoons and Holidays. 
The telephone number for the Bureau at Washington, D. C. | 
The teletypewriter number for each Field Division including the Bureau at Washington is 0711 

except the New York a Division which is 1-0711. 
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In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Special Agent in Charge, who in turn is responsible to the Washington 
headquarters of the Bureau. Each field division covers a specified 
territory but the work of all offices is coordinated. Thus, if one 
field office obtains information requiring action in another section of 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington headquarters of the Bureau. 
Copies of every field division report are submitted to Washington where 
consolidation of the data is effected in each case permitting the co- 
ordination of all investigative activity. 


The number of members on the staff of each field office 


fluctuates according to the volume of the work to be performed, and 


Special Agents are transferred from one office to another as the exi- 
gencies of the service require. 


Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifica- 
tion Division and Technical Laboratory and the collection of crime sta- 
tistics. It also conducts training 9o ats for Special Agents and po- 


: : qo 
lice officers. %,. 
бо: 
Personnel ` 


. Applicants for the position of Special Agent must be between 
the ages of twenty-three and thirty-five, and must be graduates of rec- 
ognized law schools who have been admitted to the bar and had at least 
two years of legal or business experience, or graduates of recognized 
accounting schools who have had at least three years of practical com- 
mercial accounting or auditing experience. 


These applicants are thoroughly investigated, and appoint- 
ment is conditioned upon the possession of personal integrity of high 
order, academic training, personality, character, and experience as well 
as other basic factors necessary for the development of new agents as 
successful investigators, 


Approximately 85 per cent of the Special Agents of the Fed- 
eral Bureau of Investigation have had legal training or were expert 
accountants before entering the Bureau. 
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Experienced Agents are returned to Washington for inservice training 


purposes approximately - -every 18 months, so that.they may be constantly 
informed in the latest methods of scientific crime detection and crimi- 
nal apprehension. 


INVESTIGATIVE JURISDICTION 


The Federal Berea of Investigation has investigative ju- 
risdiction over all violations of Federal laws arid matters in which 
the United States is or may be a party in interest, except those mat- 
ters specifically assigned: by Congressional enactment or otherwise to 
other Federal agencies, and performing other’ duties imposed upon it by 
law. It does not have investigative jurisdiction over violations of the 


“~~ Counterfeiting, Narcotic, Customs and Smuggling,. Postal or Immigration 


Laws. Among those matters under the primary jurisdiction of this Bu- 
reau are the following: 


Administrative Investigations 
Admiralty Law Violations 
Antitrust Laws 
Applicants for Positions І 
‘Bank Embezzlements in District of Coluimbia 
Bankruptcy Frauds 
Bondsmen and Sureties 
Bribery 
Claims Agäinst- the United States 
"Claims by the United States 
` Condemnation Proceedings 
Conspiracies 
Contempt of Court 
Copyright ‘Violations 
Crimes on the High Seas 
Crimes in Alaska 
"Crimes in Connection with Federal Penal and 
Correctional Institutions т 
Crimes on Indian Reservations 
Crimes on Government Reservations 
Destruction of Government Property 
Espionage | 
Extortion Cases | 
‘Federal Anti-Racketeering Statute 











country, containing the name, photograph, fingerprints and description of 
the fugitive together with all available information which might prove 
helpful in bringing about his arrest. When the fugitive is apprehended, 
an Apprehension Order is issued so that all efforts to locate the indi- 
vidual may be discontinued. 


It is highly important in investigations relating to fugitives 
from justice that any information secured be forwarded to the nearest 
field office without delay. 


Extortion 


Whoever with intent to extort from any person, money or other 
things -of value, mails or causes to be mailed any communication con- 
taining any threat (1) to injure the person or property of any person, 

‘or (2) to kidnap any pérson, or (3) any demand or request for ransom or 
reward for the release of a kidnaped person, is chargeable with a Fed- 
eral violation. If the message is transmitted interstate by means of 
telephone, telegraph, radio, or oral message, there is likewise a viola- 
tion of the Extortion Statute. 


Federal Fugitive Act 


An Act approved on May 18, 1934, makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce with 
intent to avoid prosecution for murder, kidnaping, burglary, robbery, 
mayhem, rape, assault with a dangerous weapon or extortion, accompanied 
by threats of violence or for an attempt to commit any of the foregoing 
offenses. This Act also makes it a Federal. offense for any person to 
іғауе1 in interstate or foreign commerce to avoid giving testimony in 
any criminal proceedings in such place in which the commission of a 
о 15 charged. 


— — Statute 


_An Act approved on June 18, 1984, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by ob- 
taining or attempting to obtain by threat, force, violence or coercion, 
the payment of money or other valuable considerations for the purchase 
or rental of property or protective services. This Statute further makes 
it a Federal offense for any person to obtain the property of another 
with his consent through the wrongful use of force or fear or under the 
color of official right when interstate commerce or trade is affected. 
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In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of your nearest field 
office. 


United States Attorneys 


The. prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United. States Attorney for his information and guidance to 
determine whether. prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION BIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., which serves as a central clearing house of records per- 

. taining to criminals. The information contained in the Bureau’s iden- 
tification files is based primarily upon fingerprints, which constitute 
the largest and most complete collection of current value in existence. 


On July 1, 1939, there vas a total of 10,771,163 finger- 
print records and 12,026,576 index cards in the Bureau's archives. 
Approximately 5,500 fingerprint records are being received in the 
Identification Division.daily from 10,528 contributing law enforce— 
ment agencies throughout the world. 


` All peace officers are invited to avail themselves of the 
data on file in the Identification Division of the Federal Bureau of 
Investigation. The service is given without cost to all regularly con- 
stituted law enforcement officers and agencies desiring it. Fingerprint 
cards, franked envelopes, and disposition sheets for the purpose of re- 
porting action taken subsequent to arrest, are. supplied without charge 
on request from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 
enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
tor. This record is of value to the Prosecutor and the Judge before 
whom a case is tried as it is oftentimes studied before determining 
the length and character of sentence which the court imposes on a con- 
victed person. 
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Besides conducting technical investigations in current 
cases, the technicians at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements. 


The facilities of the Technical Laboratory are made a- 
vailable wherever possible to all law enforcement agencies without 
charge. In transmitting evidence to the laboratory for the purpose of 
having it examined, it should be labeled "evidence for the labora- 
tory." 


The FBI Law Enforcement Bulletin 


Each month the Federal Bureau of Investigation issues a 
publication entitled "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its 
Identification Division. This publication lists the names, aliases, 
descriptions, fingerprint classifications and a reproduction of one fin- 
ger impression of wanted fugitives in aggravated state crimes, together 
with the namés afd addresses of law enforcement agencies to be noti- 
fied in the event the fugitives are located. The bulletin is also used 
as a medium for the dissemination of scientific information of interest 
to peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 


CRIME STATISTICS 


More than 2,600 police departments throughout the United 
States, representing a population area of over 67,500,000, make month- 
ly and annual reports to the Bureau. In addition, reports are received 
from more than 1,600 sheriff’s offices, state policé organizations, and 
‘agencies in possessions of the United States. The total number of par- 
ticipating law enforcement agencies is approximately 4,200, and they 
forward reports concerning offenses known and offenses cleared by ar- 
rest, arid the number of persons held for prosecution. This informa- 
tion, together with data compiled from the fingerprint cards received 
in the Bureau, makes possible the collection of comparable crime sta- 
tistics on a nation-wide scale. These statistics are issued quarterly 
in a publication known as "Uniform Crime Reports," which is sent to 
law enforcement officials and other interésted individuals and agencies. 





FBI National Police Academy t 


In July, 1935, the FBI National Police Academy was be- 
gun. Thus, for the first time, the type of instruction and training 
offered to Special Agents was made available to local, municipal, county 
and state law enforcement officers. 


The course pursued by these officers is of three months’ du- 
ration, covering administrative features of police work, discussion and $ 
consideration of everyday police problems, and practical training in the 
performance of enforcement duties. The course is free, the only cost 
to those attending being transportation and living expenses while in 
Washington. Those officers attending are selected representatives under 
forty-six years of age from their respective local, municipal, county and 
state law enforcement agencies, based upon applications which have been 
filed with the Federal Bureau of Investigation. 





/ i ACCOMPLISHMENTS 


In the past fifteen years a total of $ 52,370,222.08 
was appropréated for the operation of the FBI, while savings, fines 
and recgveries ewsulting from the investigative activities of the 
FBI totaled $251,855,353.35. This does not include the value of 
the many cooperative facilities to American law enforcement agencies 
which are rendered free of charge. Some of the Bureau's StHs¥ 
accomplishments during the fiscal year ended June 30, 1939 were: 


v | Convictions in 96% of the cases investigated which were 
brought to trial. 


Imposition of sentences totaling over 16,943 years, in ad- 
14 dition to | ^. 32 life sentences. | 


/ Location of 1,890 Federal fugitives from justice, 


The assistance, through the Identification Division, to var- 
4  ious law enforcement officials in locating 7,933 fugitives. 
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Introduction 


This booklet is issued for the purpose of acquainting law 
enforcement officers and interested citizens with the jurisdiction and 
numerous functions of the Federal Bureau of Investigation. The devel- 
opment of the FBI has been along cooperative lines and at all times its 
facilities are available to local, county and state law enforcement 
agencies in all problems of mutual interest. 


The outline of the investigative jurisdiction, Identifi- 
cation Division, Technical Laboratory, uniform crime reporting project 
and the training facilities of the Federal Bureau of Investigation set 
forth herein, it is hoped will be retained for future reference and guid- 
ance. 


Law enforcement officers should feel free to contact the 
nearest Field Division of the FBI, or the headquarters in Washington, 
D. C., for assistance whenever necessary. In cases of emergency, a tele- 
gram or long distance telephone call might be necessary and the ad- 
dresses and telephone numbers of the various Field Divisions are set 
forth on page 4. 


Director 





4 


є 





THE FEDERAL BUREAU OF INVESTIGATION 


UNITED STATES DEPARTMENT OF JUSTICE 


History 


The Federal Bureau of Investigation was founded in 1908, to 
provide the United States Department of Justice with a permanent in- 
vestigative force under its immediate control. It was first known as 
the Bureau of Investigation, and later as the Division of Investigation. 
Its present name, the Federal Bureau of Investigation, was finally a- 
dopted as more nearly descriptive of its status as the general investi- 
gative agency for the Federal Government. 


As Congress passed new Federal laws extending the Bureau's 
investigative jurisdiction, its size and importance increased. Notable 
development in the earlier years of its growth followed the passage of 
the White Slave Traffic Act in 1910, and the passage of the National 
Motor Vehicle Theft Act in 1919, bringing within the jurisdiction of 
the Bureau a large and constantly increasing class of interstate vio- 
lations. 


In 1924, while the Honorable Harlan F. Stone, presently a 
Justice of the United States Supreme Court, was Attorney General of 
the United States, the Bureau was reorganized and the working policies 
which are followed today were established. One of the cardinal rules 
enunciated at that time was that the Federal Bureau of Investigation 
should be completely divorced from the vagaries of political influence. 
Another principle established was that promotion in the Bureau was to 
be based solely upon proven ability and efficiency. 


Two other events of far-reaching importance to the Bureau 
took place in 1924. The first was the adoption of the present standards 
of qualifications for appointment as a Special Agent. To be eligible 
for appointment, applicants had to be graduates of recognized law 
schools or expert accountants. The second was the creation of the FBI 
Identification Division with the consolidation of criminal identifi- 
cation data maintained at Leavenworth Penitentiary with records of the 
International Association of Chiefs of Police to form a national 
clearing house of criminal information in Washington, D. C. The 
Identification Division of the FBI started with 810,188 fingerprint 
records as a nucleus. 











Ñ 
During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were put into 
general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded 
at Washington. СОСКИ 
Meanwhile, the Bureau was developing various services de- 
signed to promote cooperation between it and other law enforcement 
agencies * local, state and international. 
. Recent legislation extended the — of the Bureau to 
new- —— With the passage of these acts, the Bureau entered upon a 
phase of its history which has caused citizens generally to become more 
familiar with its activities. Amongst these enactments are the follow- 
ing: Federal Anti-Racketeering Statute; the Federal Reward Bill; To 
Provide Punishment for Killing or Assaulting Federal Officers; Extor- 
tion by Means of Telephone, Telegraph, Radio, Oral Message, or Other- 
wise; Providing Venue for Prosecution in Extortion Cases; Fleeing from 
One- State to Another to Avoid Prosecution or Giving Testimony in Cer- 
tain Cases; The National Stolen Property Act; Robbery of Banks Organ- 
ized or Operating Under Laws of the United States or of Any Member. of 
the Federal Reserve System, and Amended to Include All Banks Holding 
Insurance Issued by the Federal Deposit Insurance Corporation; Extend-. 
ing Section 5209 of Revised Statutes (United States Code, Title 12, 
Section 592) Relating to the Misapplication, Abstraction, Embezzlement, 
Et Cetera, on the Part of Bank Employées to Include All Insured Banks 
of the Federal Deposit Insurance Corporation; Crimes in Connection 
with Federal Penal and Correctional Institutions; To, Provide for Pros- 
ecution of Federal Prisoners. Who Escape While Awaiting Trial; Power 
of Arrest for Special Agents of the Bureau, and the Right to Carry 
Firearms; The National Firearms Act; The Federal Kidnaping Statute; 
and.the Federal Extortion Act. 


ORGANIZATION 
Field Divisions ' 


Uc The ed of thé Federal Bureau of Investigation has under 
lis direction fifty«bwer field divisions strategically located in fifty# 
tye key. cities throughout the United States and its possessions. A 
list of. the cities, together with the addresses and telephone numbers 
of-the field offices, appears herein. s 
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1 Albany, New York 
2 Atlanta, Ga. 

3 Baltimore, Md. 

4 Birmingham, Ala. 
5 Boston, Mass, 

6 Buffalo, N. Y. 

7 Butte, Montana 

8 Charlotte, N. C. 
9 Chicago, -Illinois 
10 Cincinnati, Ohio 
11 Cleveland, Ohio 
12 Dallas, Texas 

13 Denver, Colorado 
i4 Des Moines, Iowa 
15 Detroit, Mich. 

16 £1 Paso, Texas 
17 Grand Rapids, Mich. 
18 Honolulu, Hawaii 
19 Huntington, W. Va. 
20 Indianapolis, Ind. 
21 Juñeau, Alaska 
22 Kansas City, Mo. 
23 Knoxville, Tenn. 
24 Little Rock, Ark. 
29 Los Angeles, Calif. 
26 Louisville, Ky. 
21 Memphis, Tenn. 
28 Miami, Floride 
29 Milwaukee, Wis. 
30 Newark, N. J. 

31 New Orleans, La. 
32 New York, N. Y. 


38 Oklahoma City, Okla. 


34 Omaha, Nebr. 

35 Panama Canal Zone 
36 Philadelphia, Pa. 
37 Phoenix, Arizona 
38 Pittsburgh, Pa. 

39 Portland, Ore. 

40 Richmond, Virginia 
41 St. Louis, Mo. 

42 St. Paul, Minn. 


48 Salt Lake City, Utah 


44 San Antonio, Texas 
45 San Diego, Calif. 


: 46 San Francisco, Calif. 
47° San Juan, Puerto Rico 


48 Savannah, Georgia 
49 Seattle, Washington 
50 Sioux Falls, S. D. 
51 Springfield, Illinois 
52 Washington, D. C. 


707 National Savings Bank 


501 Healey 
800 Court Square 
320 Federal 


10 Post Office —— Room 1016 


400 U. S. Court House 
302 Federal 

914 Johnston 

1900 Bankers’ 

1130 Enquirer 

1448 Standard 

1206 Tower Petroleum 
518 Railway Exchange 
739 Insurance Exchange 
911 Federal 

202 U. S. Court House 


715 Grand Rapids National Bank 


302 Dillingham 
700 West Virginia 
323 Federal 


515 Federal and Territorial 


707 U. S. Court House 


407 Hamilton National Bank . 


500 Rector 


810 South Spring, Room 603 


633 Federal . 

2401 Sterick 

1300 Biscayne 

1021 Bankers’ 

936 Raymond-Commerce 

1308 Masonic Temple 

607 U. S. Court House, 
Foley Square 

940 First National 


629 First National Bank 


Balboa Heights 

1300 Liberty Trust 
307 W. C. Ellis 

620 New Federal 

411 U. S. Court House 
601 Richmond Trust 


423 U.S. Court House & Custom House 


404 New York | 
301 Continental Bank 
478 Federal 


728 San Diego Trust & Savings 
One Eleven Sutter, Room 1729 


606 Banco Popular 
305 Realty 
800 Joseph Vance 


400 Northwest Security National Bank 


1107 Illinois 


Wainut 3698 


4-1877 
Liberty 8470 
Cleveland 2030 
2-4734 

3-4127 ; 
Randoiph 6226 
Cherry 7127 
Prospect 2456 
2-9086 

Main 6241 
8-8998 
Cadillac 2832 
Main 1711 
6-5337 

4621 

8928 

Riley 5416 
618 

Victor 3113 
3-7928 

6734 

Mutual 3277 
Jackson 5139 
8-4236 

3-5558 

Daly 3431 
Market 2-5511 . 
Raymond 9354 


Rector 2-3520 


2-8186 
Atiantic 8644 
-2-2643 
Locust 0880 
4-5766 

Grant 0800 
Atwater 6171 
3-0169 


Garfield 0360 (2120)* 
Garfield 7509 
Wasatch 1797 

Fannin 8052 

Main 3044 

Exbrook 2679 

San Juan 962 


Main 0460 
2885 
7923 


2266 United States Department of Justice National 5303 

*Telephone number to be used tor calis after 5 P.M., on Saturday Afternoons and Holidays 

The telephone number for the Bureau at Washington, D. C. is NATIONAL 5303. 

The teletypewriter number for each Field Office including the Bureau at Washington is 0711 
except the New York City Office which is 1-0711 
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In order to handle economically and efficiently the work in- 

volved in investigating violations of laws under its investigative juris- 

diction, each of these field offices operates under the direction of a 

Special Agent in Charge, who in turn is responsible to the Washington 

headquarters of the Bureau. [Each field division covers a specified 

territory but the work of all offices is coordinated. Thus, if one 

field office obtains information requiring action in another section of 

Б the country, the facts are transmitted immediately to the appropriate 

field office, and also to the Washington headquarters of the Bureau. 

Copies of every field division report are submitted to Washington where 

5 consolidation of the data is effected in each case permitting the co- 
ordination of all investigative activity. 


The number of members on the staff of each field office 
fluctuates according to the volume of the work to be performed, and 
Special Agents are transferred from one office to another as the exi- 
gencies of the service require. 


Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifi- 
cation Division and Technical Laboratory and the collection of crime 
; statistics. It also conducts training academies for Special Agents and 
^ police officers. 


Personnel 


Applicants for the position of Special Agent must be between 
the ages of twenty-three and thirty-five, and must be graduates of rec- 
ognized law schools who have been admitted to the bar and had at least 
two years of legal or business experience, or graduates of recognized 
accounting schools who have had at least three years of practical com- 
mercial accounting or auditing experience. : 


These applicants are thoroughly investigated, and appointment 
is conditioned upon the possession of personal integrity of high order, 
academic training, personality, character, and experience as well as 
other basic factors necessary for the development of new agents as suc- 
cessful investigators. 


| t. pproxjmately 84 per cent/of the Spécial Agents of the Fed- 
. eral Bufeau of/ Investig4tion have had lega train; g or yere expert 
t Б 
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ассоибіапів kéfore enféring the Bureau. 
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the-Bureau's Special Agents. A number of Special Agents speak flu” 
ently at least one of 20 foreign languages, and prior to appointment 
were engaged in approximately 112 vocations in the fields of Science, 
Education, Industry and Business. 


Training 


The Bureau maintains especially equipped rooms in the De- 
partment of Justice Building set aside for training academy purposes. 
The facilities of the Bureau's Technical Laboratory, Identification Di- 
vision, gymnasiums, and indoor and outdoor ranges are utilized during 
the training course. . 


A regular faculty of full-time instructors and more than fif- 
ty experts on various phases of crime detection and investigative tech- 
nique comprise the Bureau's staff of lecturers. This staff is supple- 
mented by a group of distinguished criminologists who are connected 
with colleges, universities, social and civic organizations, and law 
enforcement agencies throughout the United States. Training is afforded 
to all newly appointed Special Agents; to members of the FBI National 
Police Academy, which trains members of local and state law enforce- 
ment agencies; and to the experienced Special Agents of the Bureau, 
who, from time to time, are given retraining courses. 


The training academy curriculum includes studies and prac- 
tical training in many subjects which are organized under the following 
headings: 


Scientific and Technical 

Statistics, Records, and Report 
Writing 

Firearms Training and First Aid 

Investigations, Enforcement and 
Regulatory Procedure 

Tests and Practical Experience 

Administration and Organization 


Training is, likewise, provided for the Bureau's executive 
staff and clerical and stenographic employees. 
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{| Federal Kidnaping Act 


Federal Reserve Bank Act 

Frauds Against the Government 
Harboring of Federal Fugitives 

Illegal Wearing of Service Uniforms 
Impersonation of Federal Officials 
Interstate Transportation of Explosives 
Interstate Flight to Avoid Prosecution or 

Testifying in Certain Cases 

Intimidation of Witnesses 

International Claims 

Killing or Assaulting Federal Officer 
Larceny from Interstate Shipments 
Location of Escaped Federal Prisoners 
Migratory Bird Act 

National Bank Act 

National Motor Vehicle Theft ct 
National Stolen Property Act 

Neutrality Violations 

- Obstruction of Justice 

Peonage Statutes 

Passports and Visas 

Patent Violations 

Parole and Probation Violations, Federal 
Perjury 

Personnel Investigations 

Red Cross Violations 

Robbery of National Banks, Member Banks ob 
Federal Reserve System, and Insured Banks 
of the Federal Deposit Insurance Corporation 
Theft or Embezzlement of Government Property 
Treason 

Veterans дашын дй Violations 

White Slave Traffic Act 





Among the laws most frequently violated which are under 





the 


investigative jurisdiction of the Federal Bureau of Investigation are 
the following: 


Laws 


Antitrust 


Í m! 


Violations of these statutes are usually reported by business 
concerns which have suffered injury by reason of a combination or con- 








country, containing the name, photograph, fingerprints and description 
of the fugitive together with all available information which might 
prove helpful in’ bringing about his arrest. When the fugitive is ap-. 
prehended, an Apprehension Order is issued so that all efforts to locate 
the individual may be discontinued. 


It is highly important in investigations relating to fugitives 
from justice that any information secured be forwarded to the nearest 
field office without delay. 


Extortion 


. Whoever with intent to extort from any person, money or other 
things of value, mails or causes to be mailed any communication~con- 
taining any threat (1) to injure the person or property of any person, 
or (2) to kidnap any person, or (3) containing any demand or request 
for ransom or reward for the release of a kidnaped person, is charge- 
able with a: Federal violation; If the message is transmitted interstate 


by means of telephone, telegraph, radio, or orally, there is likewise 


a violation of the Extortion Statute. 
Federal Fugitive Act 


An Act approved on Мау. 18, 1934, makes it a Federal tense 
for any person to move or travel in interstate or foreign commerce with 
intent to avoid prosecution for murder, kidnaping, burglary, robbery, 
mayhem, rape, assault with a dangerous weapon or extortion, accompan- 
ied by threats of violence or for an attempt to commit any of the fore- 
going offenses. This Act also makes it a Federal offense for any per- 
son to travel in interstate or foreign commerce ‘to avoid giving testi- 
mony in any Criminal proceedings in. 1. such place. in which the Commission 
23 a felony is charged. ; 


Federal Anti-Racketeering Statute 


An Act approved on June 18, 1934, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by ob- 
taining or attempting to obtain by threat, force, violence or coercion, 
the payment of money or other valuable considerations for the purchase 
or rental of property or protective services. This Statute further makes 
it a Federal offense for any person to obtain the property of another 
with his consent through the wrongful use of force or fear or under the 
color of official right when interstate commerce. or trade. is affected. 
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In the event of an emergency a telegram may be sent Govern- 


ment rate collect to the Special Agent in Charge of our nearest field 
office, 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., which serves as a central clearing house of records per- 
taining to criminals. The information contained in the Bureau's iden- 
tification files is based primarily upon fingerprints, and constitutes 
the largest and most complete collection of current value in existence. 


2,6 
On 2а ыы i. % there was a total of over 1 300, 000 


9 
fingerprint records and if 00,000 index cards in the Bureau's archives. 
Approximately 9,600 fingerprint records are being received in the Iden- 
tification Division daily from nearly 11,000 contributing law enforce- 
ment agencies throughout the world. 


All peace officers are invited to avail themselves of the data 
on file in the Identification Division of the Federal Bureau of Investi- 
gation. The service is given without cost to all regularly constituted 
law enforcement officers and agencies desiring it. Fingerprint cards, 
franked envelopes, and disposition sheets for the purpose of reporting 
action taken subsequent to arrest, are supplied without charge on re- 
quest from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 
enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
tor. This record is of value to the Prosecutor and the Judge before 
whom a case is tried as it is oftentimes studied before determining the 
length and character of sentence which the court imposes on a convicted 
person. ; 
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The exchange of fingerprints is now carried on with of for- 
eign countries, colonies, and territorial possessions of the United 
States and the fingerprints of persons arrested will be sent upon re- 
quest of the contributing law enforcement agencies, 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the .purpose/ of 


identifying latent fingerprints left at the scenes of crimes by Rid- 


napers, bank robbers and extortionists. Unless latent fingerprints of 
such offenders are those of the individuals whose separate impressions 
are filed in the single-print collection, it is difficult for the Bureau 
to identify the latent prints. However, if the names or aliases of any 
suspects are furnished the Bureau, together with descriptive informa- 
tion, then the actual prints may be compared with the latent impres- 
sions and thus it may be possible to establish an identification. 


Civil Identification 


The latest service of the Identification Division is its Civ- 
il Identification Section in which are filed the fingerprints of law- 
abiding citizens. The fingerprints of many distinguished people are 
included in this collection. 


By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, 
earthquakes or other disasters may also be identified through finger- 
prints, when their identity is otherwise unascertainable. In cases of 
kidnaping, it is of assistance to the investigating officials to have 
available the fingerprints of the victim. These are but a few of the 
purposes which may be served by having one's fingerprints on file in 
the Bureau's Civil Identification Section. All citizens are invited to 
place their prints on record in the civil identification files which 
are kept entirely separate from those in the criminal file. 
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Besides conducting technical investigations in current 
cases, the technicians at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements, 


The facilities of the Technical Laboratory are made a- 
vailable wherever possible to all law enforcement agencies without 
charge. In transmitting evidence to the laboratory for the purpose of 
having it examined, it should be labeled “evidence for the labora- 


tory." 
THE FBI LAW ENFORCEMENT BULLETIN 


Each month the Federal Bureau of Investigation issues a 
publication entitled "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its 
Identification Division. This publication lists the names, aliases, 
descriptions, fingerprint classifications and a reproduction of one fin- 
ger impression of wanted fugitives in aggravated state crimes, together 
with the names and addresses of law enforcement agencies to be noti- 
fied in the event the fugitives are located. The bulletin is also used 
as a medium for the dissemination of scientific information of interest 
to peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 


UNIFORM CRIME REPORTING 


More than 2,600 police departments throughout the United 
States, representing a population area of over 67,700,000, make month- 
ly and annual reports to the Bureau concerning offenses known and of- 
fenses cleared by arrest, and the number of persons held for prosecu- 
tion. In addition, reports are received from more than 1,600 sheriffs’ 
offices, State police organizations, and agencies in territories and pos- 
sessions of the United States, The total number of participating law 
enforcement agencies is approximately 4,300, and the information for- 
warded together with the data compiled from the fingerprint cards 
received in the Bureau makes possible the collection of comparable 
crime statistics on a nation-wide scale. These statistics are issued 
quarterly in a bulletin known as "Uniform Crime Reports" which is 
sent to law enforcement officials and other interested individuals and 


agencies. 
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FBI NATIONAL POLICE ACADEMY 


In July, 1935, the FBI National Police Academy was begun. 
Thus, for the first time, the type of instruction and training offered 
to Special Agents was made available to local, municipal, county and 
state law enforcement officers. 


The course pursued by these officers is of three months' du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in 
the performance of enforcement duties. The course is free, the only 
cost to those attending being transportation and living expenses while 
in Washington. Those officers attending are selected representatives 
under forty-six years of age from their respective local, municipal, 
county and state law enforcement agencies, based upon applications 
which have been filed with the Federal Bureau of Investigation. 


ACCOMPLISHMENTS 


In the past fifteen years a total of $52,370,222.08 was ap- 
propriated for the operation of the FBI, while savings, fines and re- 
coveries resulting from the investigative activities of the FBI totaled 
$251, 855, 353.35. This does not include the value of the many coopera- 
tive facilities to American law enforcement agencies which are rendered 
free of charge. Some of the Bureau's accomplishments during the fis- 
cal year which ended June 30, 1939, were: 


Convictions in 96% of the cases investigated which were 
brought to trial. F 


Imposition of sentences totaling over 16,948 years, in ad- 
dition to 12 life sentences. 


Location of 1,890 Federal fugitives from justice. 


The assistance through the Identification Division, to var- 
ious law enforcement officials in locating 7,933 fugitives. | 




















OFFICE 


Albany, New York 

Attánta, Georgia 
Baltimore, Maryland 

Birminghem, Alabama 
Boston, Massachusetts 

Buffalo, New York 

Butte, Montana 

Charlotte, North Carolina 

Chicago, Illinois 

Cincinnati, Ohio 
leveland, Ohio 

Dallas Texas 

Denver, Colorado 

Des Moinss, Тома. 

Detroit, Michigan 

Hl Paso, Texas 

Grand Rapids, Michigan 

Honolulu, Hawaii 


. Huntington, West Virginia 


Indianapolis, Indiana 
Juneau, Alaska 

Kensas City, Missouri 
Knoxville, Tennessee 
Little Rock, Arkansas 
Los Angeles, Califorria 


Louisville, Kentucky 
Memphis, Tennessee 
Miemi, Florida 
Milwaukee, Wisconsin 
Newark, New Jersey 

New Orleans, Louisiana 
New York, New York 
Oklahoma City, Oklahoma 
Omaha, Nebraska 
Philadelphia, Pennsylvania 
Phoenix, Arizona 
Pittsburgh, Pennsylvania 
Portland, Oregon 
Richmond, Virginia 

St. Louis, Missouri 


St. Paul, Minnesota 
Salt Lake City, Utah 
San Antonio, Texas, .. 
Sen Diego, California 


San Francisco, California 


728 San Diego Trust and, Savings ^ 


BUILDING 


707 National Savings Bank 

501 Healey 

800 Court Square 

320 Federal ` 

10 Post Office Square, Room 1016 

1,00 Us Se Court House 

302 Federal 

911; Johnston 

1900 Bankérs! 

1130 Enquirer 

114,8 Standard 

1200 Tower Petroleum 

518 Railway Exchange 

729 Insurance Exchange 

911 Federal 

202 U. S. Court House 

715 Grand Repids National Bank 

302 Dillingham 

700 West Virginia 

323 Federal 

515 Federal and Territorial 

707 0. 8... Court House 

107 Hamilton National Bank 

500 Rector 

527 U. S. Post Office and Court 
House 

633 Federal 

2101 Sterick 

1300 Biscayne 

1021 Bankers! 

936 RaymondeTommerce 

1508 Masonic Temple 

607 U. S. Court House, Foley Square 

940 First National 

629 First National Bank 
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407 W. C. Ellis 

620 New Federal 

hll Ue. S. Court House 

601 Richmond Trust 

403 0. 8. Court House and 
Custom House 

Lol, New York 

301 сше: Bank 

1/78 Federal - 


Bank 
One Eleven Sutter, Room 1729 





OFFICE PHONE 


5-[595 
Walnut 3698 
Plaze 6776 
4-1877 
Liberty 8h70 
Cleveland 2030 
2-73, 
3-127 
Randolph 6226 
Cherry 7127 
Prospect 2h56 
2-9086 

Main 6211 
3-8998 
Cadillac 2832 
Main 1711 
6-5337 

4621 

8928 

Riley 5h16 
618 

Victor 3113 
53-7928 

6734 


Michigan 0761 
Jackson 5139 
8-4256 

2-5558 

Daly 3131 

Market 2-5511 
Raymond 9351; 
Rector 2-3520 
2-8186 

Atlantic 86hh, 


4-5766 

Grent 0860 
Atweter 6171 
53-0169 


Garfield 0360(2120) 


Garfield 7509 
Wasatch 1797 
Fannin 8052 


Mein 20h 
Exbrook 2679 
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46. 
H7. 
48. 
19. 
50. 


OFFICE 


Savannah, Georgia 
Seattle, Washirgton 
Sioux Falls, South Dakota 
Springfield, Illinois 
Washington, D. C. 


BUILDING 


305 Realty 

800 Joseph Vence 

1,00 N. W. Security National Bank 
1107 Illinois 

2266 U.S. Department of Justice 


OFFICE PHONE 


3-305), 

Mein 060 
2885 

7923 

National 5304 


*Telephone number to be used for calls after 5 P.M., on Saturday Afternoons and 
Holidays. 
The telephone number for the Bureau at Washington, De. C. is Nationel 5505. 

The teletypewriter number for each Field Office including the Bureau at Washington 
is 0711 except the New York City Office which is 1-0711. 
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PHYSICAL INSTRUCTION, TRAINING SCHOOL, FEDERAL 


BUREAU OF INVESTIGATION, U.S. DEPARTMENT OF JUSTICE. 


HAMMERLOCK FROM A JIU JITSU WRIST HOLD. 


FEDERAL BUREAU OF INVESTIGATION 
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DELETED PAGE INFORMATION SHEET 


Wo Duphcaton Fees are charged for Deleted Page Information Sheets}. 


Total Deleted ВРазе{ $} — 18 
Page 3 — Duphcate &€2-HQ-21440 Ser 730x 
Page 5 ~ Duphcate 62-HO-21446 Ser 1036X 


Page Y — Dupitcate 62-HO-21440 Ser 1047 
Page 13 ~ Duplicate 62-HQ-21440 Ser 1047 


Page 15 ~ Duplicate 62-HO-21440 Ser 1047 


Page 16 ~ Duphcate 42-H0Q-21440 Ser 1047 
Page 18 — Duphcate 62-HO-21440 Ser 1047 
Page 20 -- Duphcate 62-HO-21446 Ser 1047 
Page 21 — Duphkcate 62-HO-21440 Ser 1047 
Page 23 — Duphkcate 62-HO-21440 Ser 1047 
Page 24 — Duplicate 62-HO-21440 Ser 1047 
Page 25 — Dupkcate 62-HOQ-21440 Ser 1047 
Page 27 — Duplicate 62-HO-21440 Ser 1047 
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Introduction 


This booklet is issued for the purpose of acquainting law 
enforcement officers and interested citizens with the jurisdiction and 
numerous functions of the Federal Bureau of Investigation. The devel- 
opment of the FBI has been along cooperative lines and at all times its 
facilities are available to local, county and state law enforcement 
agencies in all problems of mutual interest. 


The outline of the investigative jurisdiction, Identifi- 
cation Division, Technical Laboratory, uniform crime reporting project 
and the training facilities of the Federal Bureau of Investigation set 
forth herein, itis hoped will be retained for future reference and guid- 
ance. 


Law enforcement officers should feel free to contact the 
nearest Field Division of the FBI, or the headquarters in Washington, 
D. C., for assistance whenever necessary. In cases of emergency, a tele- 
gram or long distance telephone call might be necessary and the ad- 
dresses and telephone numbers of the various Field Divisions are set 
forth on page 4. Any information relating to espionage, counter- 
espionage, sabotage, subversive activities and violations of the 
Neutrality Laws should be immediately reported to the nearest FBI 


office. 
Ч "ү 7 
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History 
z / 
E > The Federal Bureau of Investigation was founded in 1908, to 
= provide the United States Department of Justice with a permanent in- 
DES vestigative force under its immediate control. It was first known as 
— the Bureau of Investigation, and later as the Division of Investigation. 


Its present name, the Federal Bureau of Investigation, was finally a- 
m dopted as more nearly descriptive of its status as the general investi- 
5 gative agency for the Federal Government. 
t 
As Congress passed new Federal laws extending the Bureau's 
| investigative jurisdiction, its size and importance increased. Notable 
Ea development in the earlier years of its growth followed the passage of ыт 
| the White Slave Traffic Act in 1910, and the passage of the National pw v 
Motor Vehicle Theft Act in 1919, bringing within the jurisdiction of  . 
the Bureau a large and constantly increasing class of interstate vio- 
lations, 
/ 
In 1924, while the Honorable Harlan F. Stone, presently a. 
Т Justice of the United States Supreme Court, was Attorney General of 
d the United States, the Bureau was reorganized and the working policies 
P which are followed today were established. One of the cardinal rules 
y enunciated at that time was that the Federal Bureau of Investigation 
T Should be completely divorced from the vagaries of political influence. 
Another principle established was that promotion in the Bureau was to 2% 
ae be based solely upon proven ability and efficiency. 


$ Two other events of far-reaching importance to the Bureau 
took place in 1924. The first..was the adoption of the present standards 
of qualifications for appointment as a Special Agent. To be eligible 2 ж 
т for appointment, applicants had to be graduates of recognized law 
schools or expert accountants. The second was the creation of_the FBI 
ы) Identification Division with the consolidation of criminal identifi- 
cation data maintained at Leavenworth Penitentiary with records of the 
International Association of Chiefs of Police to form a national 
clearing house of criminal information in Washington, D. C. The 
Identification Division of the FBI started with ait, 188 fingerprint 
records as a ‘nucleus. 
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During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were put into 
general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded 


at Washington. 


Meanwhile, the Bureau was developing various services de- 
signed to promote cooperation between it and other law enforcement 
agencies - local, state and international. 


Recent legislation extended the authority of the Bureau to 
‘new fields. With the passage of these acts, the Bureau entered upon a 
phase of its history which has caused citizens generally to become more 
familiar with its activities. Amongst these enactments are the follow- 
ing: Federal Anti-Racketeering Statute; the Federal Reward Bill; To 
Provide Punishment for Killing or Assaulting Federal Officers; Extor- 
tion by Means of Telephone, Telegraph, Radio, Oral Message, or Other- 
wise; Providing Venue for Prosecution in Extortion Cases; Fleeing from 
Oné State to Another to Avoid Prosecution or Giving Testimony in Cer- 
tain Cases; The National Stolen Property Act; Robbery of Banks Organ- 
ized or Operating Under Laws of the United States or of Any Member of 
the Federal Reserve System, and Amended to Include All Banks Holding 
Insurance Issued by the Federal Deposit Insurance Corporation; Extend- 
ing Section 5209 of Revised Statutes (United States Code, Title 12, 
Section 592) Relating to the Misapplication, Abstraction, Embezzlement, 
Et Cetera, on the Part of Bank Employees to Include All Insured Banks 
of the Federal Deposit Insurance Corporation; Crimes in Connection 
with Federal Penal and Correctional Institutions; To Provide for Pros- 
ecution of Federal Prisoners Who Escape While Awaiting Trial; Power 
of Arrest for Special Agents of the Bureau, and the Right to Carry 


Firearms; The National Firearms Act; The Federal Kidnaping Statute; ` 


and the Federal Extortion Act. 


ORGANIZATION 
Field Divisions 


| The Director of the Federal Bureau of Investigation has under 
his direction fifty field divisions strategically located in fifty key 
cities throughout the United States and its possessions. A list of the 
cities, together with the addresses and telephone numbers of the field 
offices, appears herein. 
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During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were put into 
general use, manuals of rules, regulations and instructions were issued 
and a training school for newly appointed Special Agents was founded at 
Washington» 


Meanwhile, the Bureau was developins various services design- 
ed to promote cooperation between it and other law enforcement agencies - 
local, state and international. 


Recent legislation extended the authority of the Bureau to 
new fields. With the passage of these acts, the Bureau entered upon * 
a phase of its history which caused citizens generally to become more ~; 
familiar with its activities. Amongst these enactments are the follow 
ing: Federal Anti-Racketeerins Statute; the Federal Reward Bill; To S 
Provide Punishment for Killing or Assaulting Federal Officers; Extor- h adt 
tion by Means of Telephone, Telegraph, Hadio, Orsi Hessage, or Other- - 
wise; Providing Venue for Prosecution in Extortion Cases; Jleeing from : 
One State to Another to Avoid Prosecution or Giving Testimony in Cer- 2 
tain Cases; The National Stolen Property Aet; Robbery of Banks Organ- 
ized or Operating Under Laws of the United States or of Any Member of 
the Federal Reserve System, and Amended to Include All 3anks Holding — 
Insurance Issued by the Federal Deposit Insurance Corporation; Zxtend- 
ing Section 5209 of Revised Statutes (United States Code, Title 12, с 
Section 592) Relating to the Misapplication, Abstraction, Embezzlement, 
Et Cetera, on the Part of Bank Employees to Include All Insured Banks | : 
of the Federal Deposit Insurance Corporation; Crimes in Connection 
with Federal Penal and Correctional Institutions; To Provide for Ггоѕ- 
ecution of Federal Prisoners Who Escape While awaiting Trial; Power be 
of Arrest for Special Agents of the Bureau, and the Right to Carry > 2 
Firearms; The National Firearms act; The Federal Eidnaping Statute; — 
and the vYederal “ixtortion Act. ғ, 


: The National emergency has brouzht about another transition 
p. in ышы T of investigating espionage, sabotage, violations т 
n y Laws and Other matters pertaining to the National | 
ense has been delegated to this Bureau, A program of surveying the M M 
ое facilities of manufacturing establishments having contracts | 
o provide the Government with defense materials was inaugurated. The 


coordination of all law enforcement activity regarding matters of 


National Defense has also been the responsibility of the FBI, i | 
ALSO UUULOVVU e | — 
ORGANIZATION 
Field Divisions E 
РЕ ТИЕ of the Federal Bureau of Investigation has under + 


his direction. fifty-three field divisions strategically located in fifty- 
three key cities throughout the United States and its possessions, A 
list of the cities, together with the addresses and telephone numbers of 
the field offices, appears herein. 
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OYFICE 
1l Albany, New York 
Atlanta, Georgia 
Baltimore, Maryland 
Birmingham, Alabama 
Boston, Massachusetts 


Buffalo, Беу York 
Butte, Montana 
Charlotte, N. C. 
Chicago, Illinois 
lO Cincinnati, Ohio 


ооо APAN 


11 Cleveland, Ohio 
12 Dallas, Texas 

13 Denver, Colorado 
14 Des Moines, Iowa 
15 Detroit, Michigan 
16 Hl Paso, Texas 
17 Grand Rapids, Michigan 
18 Tionolulu, Hawaii 

19 Houston, Texas 

ZO Huntington, Y. Va. 

21 Indianapolis, Ind. 

22 Juneau, Alaska : 

23 kansas City, Mo. 

24 Knoxville, Tenn. 

25 Little Rock, Ark. 

26 Los Anseles, Calif. 


27 Louisville, Ky. 

28 Memphis, Tenn. 

29 Miami, Florida 

30 Milwaukee, Wisconsin 
Sl Newark, New Jersey 

32 New Haven, Conn. 

3 Wew Orleans, Louisiana 
34 Mew York, New York 


35 Oklahoma City, Okla. 
36 Omaha, Nebraska 

37 Philadelphia, Pa. 
38 Phoenix, Arizona 

39 Pittsburgh, Pa. 

40 Portlaná, Oregon 

41 Richmond, Virginia 
42 St. Louis, Missouri 


43 St. Paul, Minnesota 
44 Salt Lake City, Utah 
45 San Antonio, Texas 
46 San Diego, California 


47 San Francisco, Calif. 
48 San Juan, Puerto Rico 
49 Savannah, Georgia 

50 Seattle, vashington 
51 Sioux Talls, 5, 5, 


52 Springfield, Illinois 
53 Washington, D. б, 


BUILDING 
707 Hational Savings Bank 
501 Healey 
800 Court Square 
320 Federal 
10 Post Office Square, 
Room 1016 
400 U. S. Court House 
302 Federal 
914 Johnston 
1900 Bankers? 
637 U. S. Post Office and 
Court House 
1448 Standard 
1200 Tower Petroleum 
518 Railway Exchange 
739 Insurance Exchange 
911 Federal 
202 U. S. Court House 
715 Grand Rapids National 
Bank 
302 Dillingham 
2706 Gulf 
700 West Virginia 
323 Federal 
515 Federal and Territorial 
707 U. S. Court House 
407 Hamilton National Bank 
500 Rector 
527 U. S. Post Office and 
Court House 
633 Federal 
2401 Sterick 
1300 Biscayne 
1021 Bankers! 
956 Haymond-Commerce 
510 The Trust Company 
1508 Masonic Temple 
607 U. S. Court House, 
Foley Square 
940 First National 
629 First National Bank 
4060 Ч. 5. Court House 
307 Jj. С. Ellis 
620 New Federal 
411 U. 6. Court House 
601 Richmond Trust 
425 U. S, Court House & 
Custom House 
404 New York 
501 Continental Bank 
478 Federal 3 
728 San Diego Trust and 
Savings Bank 
One Eleven Gutter, Room 1729 
504 Banco Popular 
305 Realty 
800 Joseph Vance . 
400 3, TT, Security National 
: Rants x 
1107 Illinois 
2266 U. S. Department of 
Justice 
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OFFICE PHONE. 
5-4595 

Walnut 3698 
Plaza 6776 
4-1877 


Liberty 8470 
Cleveland 2030 
2-2304 

3-4127 
Randolph 6226 


Cherry 7127 
Prospect 2456 
2-9086 

Kain 6241 
3-8998 
Cadillac 2852 
Jain 1711 


6-5337 

4621 
Capitol 9717 
8928 

Riley 5416 
618 

Victor 3115 
5-7928 
82-5158 


Michigan 0761 
Jackson 5159 
8-4236 

3-5558 

Daly 3431 
Market 2-5511 
7=1217 
Raymond 9354 


Rector 2-3520 


2-8186 
Atlantic 8644 
“alnut 0555 
4-5766 

Grant 0800 
Atwater 6171 
3-0169 


Central 4115 


Garfield 7509 
4-4338 
Fannin 8052 


Lain 3044 
ixbrook 2679 
1971 

53-3054 

Vain 0460 


pe 
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Republic 7100 


The telephone number for the Bureau at Washington, р. С. is REPUBLIC 7100 
The teletypewriter number for each Field Office including the Bureau at 
Vashington is 0711 except the New York City Office which is 1-0711. 
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i. ln order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Special Agent in Charge, who in turn is responsible to the Vashington 
headquarters of the Bureau. Rach field division covers a specified 
territory but the work of all offices is coordinated, Thus, if one 
field office obtains information requiring action in another section of 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington headquarters of the Bureau, 

woe Copies of every field division report are submitted to Vashington where 

consolidation of the data is effected in each case permitting the co- 

ordination of all investigative activity. 

Le І t 
- The number of members on the staff of each field office 
fluctuates according to the volume of the work to be performed, and 
у Аы Special Agents are transferred from one office to another as the exi- 
т gencies of-the service require. 
1 
- Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifi- 
cation Division and Technical Laboratory and the collection of crime 
statistics, It also conducts training academies for Special Agents and 
police еы 


Personnel 


T, Applicants for the position of Special Agent must be between 
the ages of twenty-three and thirty-five, and must be graduates of rec- 

=. ognized law schools, or graduates of recognized accounting schools who 

2 have had at least three years of practical commercial accounting or 
auditing experience, S 





- These applicants are thoroughly investigated, and appoint- 7 
i ment is conditioned upon the possession of personal integrity of high 
order, loyalty to country, academic training, personality, character, 

and experience as well as other basic factors necessary for the 
development of new agents as successful investigators. 














In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
Special Agent in Charge, who in turn is responsible to the Washington 
headquarters of the Bureau. Each field division covers a specified 
territory but the work of all offices is coordinated. Thus, if one 
field office obtains information requiring action in another section of. 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington headquarters of the Bureau.. 
Copies of every field division report are submitted to Washington where 
consolidation of the data is effected in each case permitting the co- 
ordination of all investigative activity. 


The number of members on the staff of each field office 
fluctuates according to the volume of the work to be performed, and 
Special Agents are transferred from one office to another as the exi- 
gencies of the service require. 


Bureau Headquarters 





Besides directing and coordinating the activities of the field 
offices, the administrative staff at the Washington headquarters of the 
Bureau has under its direct supervision the operation of the Identifi- 
cation Division and Technical Laboratory and the collection of crime 
statistics. It also conducts training academies for Special Agents and 
police officers. 


Personnel - Y 


Applicants for the position of Special Agent must be between 
the ages of twenty-three and thirty-five, and must be graduates of rec- 
ognized law schools who have been admitted to the bar and had at least 
two years of legal or business experience, or graduates of recognized 
accounting schools who have had at least three years of practical com- 
mercial accounting or auditing experience. 


These applicants are thoroughly investigated, and appointment 
is conditioned upon the possession of personal integrity of high order, 
academic training, personality, character, and experience as well as 
other basic factors necessary for the development of new agents as suc- 
cessful investigators. 
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м A number of Special Agents speak fluently at least one of 

20 foreign languages, and prior to appointment were enraged in ape 
proximately 112 vocations in the fields of Science, Education, Industry 
and Business, 

} 


Training 


) 

The Bureau maintains especially equipped rooms in the De- 
partment of Justice Building set aside for training academy purposes. 
A training center designed to be used in connection with firearms 
instruction and the FBI National Police Academy was also inaugurated 
on the Quantico, Virginia, Marine Corps Reservation with the opening 
of a Barracks Building in the late Spring of 1940. In view of the 
emergency the center is being used as training quarters for new 
Special Agents, The facilities of the Bureauts Technical Laboratory, . 
Identification Division, gymnasiums, and indoor and outdoor ranges 
are utilized during the training course. 

f 

A regular faculty of full-time instructors and more than 
fifty experts on various phases of crime detection and investigative 
technique comprise the Bureau's staff of lecturers. This staff is 
supplemented by a group of distinguished criminologists who are 
connected with colleges, universities, social and civic organizations, 
and law enforcement agencies throughout the United States, Training 
is afforded to all newly appointed Special Agents; to members of the 
FBI National Police Academy, which trains members of local and state 
law enforcement agencies; and to the experienced Special Agents of 
the Bureau, who, from time to time, are given retraining courses. 


i 
The. training academy curriculum includes studies ang prac- 
tical training in many subjects which are organized under the follow- 
ins headings: 


ў 

Scientific and Technical 
Statistics, Records, and Report 

Writing 
Firearms Training and First Aid 
Investigations, Toren eee 

cem a tory Protédure 5 
Tests and Practical Experience 
Administration and Organization 
! 


i Training is, likewise, provided for the Bureau's executive 
staff and clerical and stenographic employees. 














A number of Special Agents speak fluently at least one of 
20 foreign languages, and prior to appointment were engaged in ap- 
proximately 112 vocations in the fields of Science, Education, Industry 
and Business. 


Training 


The Bureau maintains especially equipped rooms in the De- 
partment of Justice Building set aside for training academy purposes. 
The facilities of the Bureau's Technical Laboratory, Identification Di- 
vision, gymnasiums, and indoor and outdoor ranges are utilized during 
the training course. 


A reguiar faculty of full-time instructors and more than fif- 
ty experts on various phases of crime detection and investigative tech- 
nique comprise the Bureau's staff of lecturers. This staff is supple- 
mented by a group of distinguished criminologists who are connected 
with colleges, universities, social and civic organizations, and law 
enforcement agencies throughout the United States. Training is afforded 
to all newly appointed Special Agents; to members of the FBI National 
Police Academy, which trains members of local and state law enforce- 
ment agencies; and to the experienced Special Agents of the Bureau, 
who, from time to time, are given retraining courses. 


The training academy curriculum includes studies and prac- 
tical training in many subjects which are organized under the following 
headings: 


Scientific and Technical 

Statistics, Records, and Report 
Writing 

Firearms Training and First Aid 

Investigations, Enforcement and 
Regulatory Procedure 

Tests and Practical Experience 

Administration and Organization 


Training is, likewise, provided for the Bureau's executive 
staff and clerical and stenographic employees. 
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country, containing the name, photoeraph, fingerprints and description of 
' the fugitive together with all available information which might prove help- 
: ful in bringing about his arrest. «hen the fugitive is apprehended, an 
Apprehension Order is issued so that all efforts to locate the individual 
may be discontinued. 
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It is highly important in investigations relating to fugitives 


iro" justice that any information ‘secured be forwarded to the nearest 
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im the FBI: — | E 


Picld “fice without delay, 





Кт ihe Sunnak of 1939 the Ohief 
Éxecutiyé of the United States: coordinated under the Federal Bureau 

. of Investigation 611 investigative activity relating to onpionage, 
counteréspionage, sabotage, neutrality violations and related 
mattera, On September 6, 1939, the President isauad tha following | 
directivo calling upon ell lew enforcenent agencias to cooperate fi 


“> 





"The Alta General hag been Yo uested by me 

to instruct the Federal, Bureau of Investigation 

of the Department of Justice to take bharge of 
investigative work in matters relating to espionage, 
sabotage, ond іса илва of the neutrality’ regulations. 


This task mist bé. conducted ín a comprehensive: 
and effective manner ой. а national basis, and 
ail informbion must be carsfidiy sifted out and 
correlated in order to avoid confusion and іт» 


responsibility, р Е | T. 


fo this end Í request. ы police p sheriffs, 
and all other law enforcement officers in the 
United States promptly to turn over to the nesrest 
representative of ths Federal Bureau of Investi« 
gation any’ information obtained by them relating | 
to espíonage, counterespionage, sabotagó, sube C 
veraive activities and violations of ths neutrality |. 4 E , 
дав O_o 4 


` By executive order of March 22, 1940, the President, ————- 


M in adcortance wth an Act passed January 12, 1938, defined numerous 
| vital milltaxy end naval. installations or equipment which require 
protection against the general dissemination of information 
related thereto, The 1938 Act, penalizes. taking photographs or 
making representationd of any of the installations or equipment ' 
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' casing the injury ocours while the veigel is within ths admiralty 


un milita 








later to be defined without proper authority. 
Tho Toderal Espionage Laws make unlawful the 


obtaining or permitting to be obtained information affecting i 
the national defense, either in peace tine or wat, with the А 
intent to use such information to the detriment of the United : 


States or in the benefit of some foreign power, Going upon 


,& militery reservation or like prohibited place; copying s 


or assisting others to copy maps ond similor documenta; 

recéiving, obtaining, or abbempting to obtain such infoxdiation; 
&nd having unlawful possession of military writisjs апа Binilar 
materiels with auch intent ànd purpogé are prohibitéd,  bikewiue 
there ía a penalty if one having “Lawful, posséssion of ‘confidential 
data loses the same’ or allows $t to reach iuproper hends | through 
gross negligence. fhe Espionage Las Тагала woke it a Federal 
offense to disclose information dffedcting the hational. defense’: - 


' with intent or rsagon to believe it will bs, ysed ‘to the detrinent 


of tha United States or tó tho benefit of sons foreign poser. 
This is applicable during péace tines, as well ‘da during war, but 
the war time penalties are more stringent. There is also a ' 
federal statute pertaining to: seditious or disloyal acta or words . 
in tine of war, atid.a conspiracy to violate из oF HOHE 
espionage Law is ‘an offerise Likewise. — | 

^ “Ia connection vith aubotage —R — ‘tines 
44 18 в Federal. offends to wilfully injure or cothit. depredation 
against United States property; property belonging to a corporation. 
in which the United States is a stockholder, or ery property 
being manufactured under contract forthe War and Navy Departments. 
Another Federal Statute penalizes the danige” to vessels engaged 
in foreign commerce and the cargoes of such vessels ‘and the penalty 
“Ая also applicable to foreign ships if the overt’ aet ultimately 
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and maritine jurisdiction of the United “States. Theres is also 

a penalty provided if, with intent to prevent the exportation 

of articles. in foreign. е, ons damügés the articles or the 

places they nay bs while in such comiiaree, Other statutes prohibit 

damage to fortifications or karbar defenses, the unlawful з 
reservations, and the wrecking or Ad ә AAA 

“wreck & train engaged in int vers ate commerce. ' 





"Esbotage atatutes effective only in time of war penalize 


— d Xo or destructlon-of wan materiel, premises, or ubili ties wn 


with intent to injure or obstruct the United States or any © 
associate nation {irn preparing for or cariyivig ой а war, "Likewiso а 
making or causing war material to be made in & defective menner » 
or moking defective херезия. 28 puniphable, > "M Миз > 
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Extortion 


Whoever with intent to extort from any person, money or other 
things of value, mails or causes to be mailed any communication containing 
any threat (1) to injure the person or property of any person, or (2) to 
kidnap any person, or (3) containing any demand or request for ransom or 
reward for the release of a kidnaped person, is chargeable with a Federal 
violation. If the message is transmitted interstate by means of telephone, 

‘telegraph, radio, or orally, there is likewise a violation of the Extortion 
Statute.. 


Federal Fugitive Act 


Ас Ас% approved on May 18, 1934, makes it a Federal offense for any 
person to move or travel in interstate or foreign commerce with intent to 
avoid prosecution for murder, kidnaping, burglary, robbery, mayhem, rape, 
assault with a dangerous weapon or extortion, accompanied by threats of 
violence or for an attempt to commit any of the foregoing offenses. This 
Act also makes it a Federal offense for any person to travel in interstate 
or foreign commerce to avoid giving testimony in any criminal proceedings in 
such place in which the commission of a felony is charged. 


¥ederal Anti-Racketeerins Statute 


An Act approved on June 18, 1934, makes it a Federal offense for 
any person in any way to affect interstate trade or commerce by obtaining 
or attempting to obtain by threat, force, violence or coercion, the pay- 
ment of money or other valuable considerations for the purchase or rental 
of property or protective services. This Statute further makes it a Federal 
offense for any person to obtain the property of another with his consent 
through the wrongful use of force or fear or under the color of official 
right when interstate commerce or trade is affected. 4) 
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National Bank and Federal Reserve Acts | | 


These statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of the 
above Acts, such as embezzlement, abstraction, or misapplication of | 
funds, and the making of false entries in the books of a National Bank "9 
or a Member Bank of the Federal Reserve System, or in reports to the 
Comptroller of the Currency. An Act was approved August 23, 1935, ex- 
tending the penal provisions of the above Acts to Insured Banks of the 
Federal Deposit Insurance Corporation. - 


National Motor Vehicle Theft Act 





Persons who transport a stolen motor vehicle from one state -. 
to another state, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 
been stolen, may be prosecuted in the United States courts under this 
Act, which is also known as the Dyer Act. 


When an individual is found in possession of an automobile and 
there is reason to believe that his possession of the motor vehicle isnot 
lawful and that it has been stolen and transported in interstate or for- 
eign commerce, if the facts are called to the attention of the Federal Bu- 
reau of Investigation, an investigation will be made to determine wheth- 
er there has been a violation of the National Motor Vehicle Theft Act. 


National Stolen Be erty Act 

This Act, approved on May 22, 1934, makes it a Federal of- 
fense to transport or cause to be transported in interstate or foreign 
commerce any goods, wares or merchandise, securities or money of the 
value of $5,000 or more theretofore stolen, embezzled or taken 
feloniously by fraud or with intent to steal or purloin knowing the 
same to have been so stolen or taken. This Act also penalizes the 
receiving, concealing, storing, bartering, selling or disposing of 
goods, wares or merchandise, securities or money of the value of $5,000 
or more by a person knowing the goods to be stolen. This Statute also 
makes it a Federal offense for any person to pledge or accept as security 
for a loan any goods, wares or merchandise, or securities of the value 
of „500 or more, which have been stolen or feloniously taken by fraud 
from an interstate or foreign shipment. 
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In the event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of our nearest field 
office. 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts - : 
throughout the United States. All information obtained by employees — 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to. 
determine whether prosecutions should be initiated against the individ- — 
uals РЕ z 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., whiçh serves as a central clearing house of records per- 
taining to criminals. The information contained in the Bureau's iden- 
tification files is based primarily upon fingerprints, and constitutes 
the largest and most complete collection of current value in existence, 


“On October 1, 1940, there was a total of over 14 ,000 ‚000 
fingerprint records and 14, 938, 000 index cards in the Bureau 5 "archives. 
More than 11,500 fingerprint records are being received in the Identi- 
fication Division daily from over 11,000 contributing law enforce- 
ment agencies throughout the world. 


All peace officers are invited to avail themselves of the data 
on file in the Identification Division of the Federal Bureau of Investi- 
gation. The service is given without cost to all regularly constituted 
law enforcement officers and agencies desiring it. Fingerprint cards, 
franked envelopes, and disposition sheets for the purpose of reporting 
action taken subsequent to arrest, are supplied without charge on re- 
quest from contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 
enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
tor. This record is of value to the Prosecutor and the Judge before 
whom a case is tried as it is oftentimes studied before determining the 
length and character of sentence which the court imposes on a convicted 
person. = 
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In conducting its identification work the Federal Bureau of 
Investigation is essentially a cooperative organization and can furnish 
to contributing law enforcement agencies only that information: which it 
receives from them. The assistance of the police, sheriffs, wardens, 
state identification bureaus, and similar agencies has been very grat- 
ifying, but despite the splendid results which have been accomplished, 
it is felt that the FBI can render even more effective service when 
it receives all of the fingerprint records which law enforcement offi- 
cials are in a position to furnish. It is obvious that even better ser- 
vice can be given by the Bureau as its records become more complete. 
All peace officers are therefore invited to make the fullest possible 
use of this cooperative project. 


^e 


Fingerprint records prove of value in determining if appli- 
cants for positions under the Civil Service of the Federal, State, county 
or municipal governments have a previous record on file which might 
show the applicants are not of a proper character to receive the ap- 
pointment. Applicant fingerprints, however, are only searched through 
the Bureau's criminal files when’ submitted by law enforcement agen- 
cies. 


Wanted Notices 


Law enforcement officials, seeking the apprehension of fugi- 
tives, follow the practice of notifying the Bureau to this effect, where- 
upon "wanted" notices are posted on the fingerprint records in the Iden- 
tification Division. If the individuals involved should subsequently be 
arrested elsewhere on other charges and their fingerprints taken and 
forwarded to the Bureau, the officials who placed the "wanted" notices 
are immediately apprised of the fact either by air mail, special deliv- 
ery or telegraph. Approximately 650 fugitives from justice are located 
monthly through fingerprint comparison. 


International Exchange 


In March, 1932, the international exchange of fingerprint rec- 
ords was begun. This service not only provides a means for furnishing 
a subject's complete criminal history for assistance of prosecuting at- 
torneys; judges and parole officials in their respective activities, but 
is also of the utmost importance as a medium whereby persons who are 
wanted in a country other than that in which they are arrested may be 
identified as fugitives. 
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The exchange of fingerprints is now carried on with 87 for- 
eign countries, colonies, and territorial possessions of the United 
States and the fingerprints of persons arrested will be sent upon re- 
quest of the contributing law enforcement agencies. 


Single Fingerprint Section 


In addition there is maintained a separate collection of fin- 
gerprints of kidnapers, bank robbers, extortionists, and other notorious 
criminals, which are filed, each finger singly. This collection is an 
auxiliary to the main file and is used primarily for the purpose of 
E identifying latent fingerprints left at the scenes of crimes by kid- 

napers, benk robbers and extortionists. Unless latent fingerprints of 
Nba such offenders are those of the individuals whose separate impressions 
are filed in the single-print collection, it is difficult for the Bureau 
tó identify the latent prints. However, if the names or aliases of any 
— suspects aré furnished the Bureau, together with descriptive informa- 
> ` tion, then the actual prints may be compared with the latent impres- 
sions and thus it may be possible to establish an identification. 





Civil Identification 


| The latest service of the Identification Division is its Civ- 
il Identification Section in which are filed the fingerprints of law- 
abiding citizens. The fingerprints of many distinguished people are 
included: in this collection. 


By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


” ` When other means fail, missing persons can be located and 
f. amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, 
earthquakes or other disasters may also be identified through finger- 
prints, when their identity is otherwise unascertainable. In cases of 
; kidnaping, it is of assistance to the investigating officials to have 
“% available the fingerprints of the victim. These are but a few of the 

purposes which may be served by having one's fingerprints on file in 

thé Bureau's Civil Identification Section. All citizens are invited to 


\ place their prints on record in the civil identification files which 
^ are kept entirely separate from those in the criminal file. 
TUN ^ — * -- ----- -- —— — — — — — —- з 
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$ y Y : Other Services 


A 
= in its Identification Division the FBI also j 
n = f maintains the 
| Government file, which in addition to Civil Service cards, includes 
fingerprint records submitted by the U. S. Army, Navy, Coast Guard 
Marine Corps and other Government Services, i : 


| | The fingerprint cards taken in connection with the 
- registration of aliens are also filed with the FBI, 
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TECHNICAL LABORATORY 


In the. latter. part of the year 1932 the Federal Bureau of In- 
vestigation, United States Department of Justice, established a Techni- 
cal Laboratory to perform work of a scientific character, which might 
prove of assistance in its investigative cases. Previously it had been 
customary, in instances considered desirable’ for the. Bureau to have tech- 
nical experts outside its organization make scientific analyses. The 
importance and growth of this phase of the Bureau's investigative ac- 
tivity and the desirability of having the work under its close supervi- . 
sion led to the conclusion that the establishment of a Technical Lab- 
oratory was essential. The development of this laboratory has ‘bééen 
carefully planned by the Bureau with the assistance and advice of known 
and recognized authorities in the field of scientific endeavor. | 


At. the present, examinations aré made in the laboratory of 
documents or letters to determine the identity of the handwriting ap- 
pearing thereon, as well as any other information which may pfove help- 
ful in the investigation of the case, facilitated by the use of pre- 
cision rulers, a synchrisiscope, binocular magnifiers, micrometer calipers, 
color charts, and special apparatus for ultra-violet light and infra-red 
sources. : E ^ р 


In addition, comparison microscopes, a helixometer and spe- 
cial photographic ‘equipment are used in the important phase’ of the 
scientific work relating to the examination of bullets arid exploded 
shells. 


Reproducing by moulage or other methods is another feature 

which the laboratory is equipped to undértake.. This consists of thé 
making of casts of objects of evidence or of parts of the human body 
for record purposes. Microanalyses of hair and textile fibres are like- 
wise considered an essential and important part of the technical duties, 
and chemical analyses of stains including blood tests are performed from 
time to time. Spectrographic and spectrometer apparatus is available 
and. X- -гау` 'equipment i; is. in L-USe 7 — 








“Also among the equipment of the laboratory are reference 
collections of automobile tire tread designs, various types and sizes 
of bullets and cartridge cases of both American and foreign manufac- 
ture, a fibre file of animal and vegetable fibres, a collection of hend- 
writing specimens of many criminals, etc. 
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- \Avarded together with the data compiled from the fingerprint cards... .  . .. 
^' received in the Bureau makes possible the collection of comparable 
Y crime statistics on a nation-wide scale. These statistics are issued 
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Besides conducting technical investigations in current - 
cases, the technicians at the Bureau Laboratory engage in research to 
develop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements. 


The facilities of the Technical Laboratory are made a- 
vailable wherever possible to all law enforcement agencies without 
charge. In transmitting evidence to the laboratory for the purpose of 
having it examined, it should be labeled “evidence for the labora- 
tory." ` Я 


THE FBI LAW ENFORCEMENT BULLETIN * 


Each month the Federal Bureau of Investigation issues a 
publication entitled "The FBI Law Enforcement Bulletin" which is sent 
to all law enforcement officials who contribute fingerprints to its 
Identification Division. This publication lists the names, aliases, 
descriptions, fingerprint classifications and a reproduction of one fin- 
ger impression of wanted fugitives in aggravated state crimes, together 
with the names and addresses of law enforcement agencies to be noti- 
fied in the event the fugitives are located. The bulletin is also used 
as a medium for the dissemination of scientific information of interest 
to peace officers and as a forum for the expression of ideas furthering 
cooperation and modern methods of crime detection. 
















UNIFORM CRIME REPORTING "m 

у. 

More than 2,600 police departments throughout the United ~ 

States, representing a population area of over 67,900,000, make month- ты? 


ly and annual reports to the Bureau concerning offenses known and of- 
fenses cleared by arrest, and the number of persons held for prosecu- 
tion. In addition, reports are received from more than 1,600 sheriffs' 
offices, State police organizations, and agencies in territories and pos- 
sessions of the United States. The total number of participating law 
enforcement agencies is approximately 4,300, and the information for- 


quarterly in a bulletin known as "Uniform Crime Reports" which is 
sent. to law enforcement officials and other interested individuals and 
agencies. 


24 


А» MX. 
—D 





- vi 


- 





FBI NATIONAL POLICE ACADEMY 


In July, 1935, the FBI National Police Academy was begun. 
Thus, for the first time, the type of instruction and training offered 
to Special Agents was made available to local, municipal, county and 
state law enforcement officers. 


| The course pursued by these officers is of three months' du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in 
the performance of enforcement duties. The course is free, the only 
cost to those attending being transportation and living expenses while 
in Washington. Those officers attending are selected representatives 
under forty-six yéars of age from their respective local, municipal, 
county and state law enforcement agencies, based upon applications 
which have been filed with the Federal Bureau of Investigation. 


ACCOMPLISHMENTS 


For the past year a total of $7,500,000.00 was ap- 
propriated for the regular operation of the FBI, while savings, 
fines and recoveries resulting’ from the investigative activities 
of the FBI totaled $58,390,180.64, This does not include the’ 
value of the many cooperative facilities to American law en- 
forcement agencies which are rendered free of charge. Some of 
the Bureau's accomplishments during the fiscal year which ended 
June 30, 1940, were: 


— 


Convictions in 96.46% of the cases investigated which 
were brought to trial. 


Imposition of sentences totaling over 17,855 years in 
addition to 10 life sentences. 


Location of 2,393 Federal fugitives from justice. 


The assistance through the Identification Division, to 
various law-enforcement officials in locating 7,809 fugitives. 
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Introduction 


This booklet is issued for the purpose of acquainting law 
enforcement officers and interested citizens with the jurisdiction and 
numerous functions of the Federal Bureau of Investigation. The devel- 
opment of the FBI has been along cooperative lines and at all times 
its facilities are available to local, county and state law enforcement 
agencies in ali problems of mutual interest. 


This outline of the investigative jurisdiction, Identifi- 
cation Division, Technical Laboratory, uniform crime reporting project 
and the training facilities of the Federal Bureau of Investigation set 
forth herein, should be retained for future reference and guidance. 


Law enforcement officers should feel free to contact the 
nearest Field Division of the FBI, or the headquarters in Washington, 
D. C., for assistance whenever necessary. In cases of emergency, a tele- 
gram or long distance telephone call might be necessary and the ad- 
dresses and telephone numbers of the various Field Divisions are set 
forth on vasel Any information relating to espionage, counterespio- 
nage, sabotage; subversive activities and violations of the Neutrality 
Laws should be immediately reported to the nearest FBI office. 


> Director 
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History 


ae Federal Bureau of Investigation was founded in 1908, to 
provide the United -. states Department of Justice with a permanent in- 
vestigative (b scar its immediate control. It was first known as 
the Bureau of Investigation, and later as the Division of Investigation. 
Its present name, the Federal Bureau of Investigation, was finally 
adopfed as more nearly descriptive of its status as the general investi- 
gative agency for the Federal Government. 


Ás Congress acuta new Кедер laws extending the Hurtan! S 
investigative jurisdiction, its size and importance increased. Notable 
development in the earlier years of its growth followed the passage of 
the White Slaye Traffic Act in 1910, and the passage of the National 
Motor Vehicle Theft Act in 1919, bringing within the jurisdiction of 
the Bureau a large and constantly increasing class of interstate vio- 
lations. 


In 1924, while the Honorable Harlan Е. Stone, presently a 
justice of the United States Supreme Court, was Attorney General of 
the United States, the Bureau was reorganized and the working policies 
which are followed today were established. One of the cardinal rules 
enunciated at that time was that the Federal Bureau of Investigation 
should be completely divorced from the vagaries of political influence. 
Another principle established was that promotion in the Bureau was to 
be based solely upon proven ability and efficiency. 

... Two other events of far- -reaching importance to the Bureau 
took. place in 1924, The first was the adoption of the present standards. 
of qualifications for appointment as a Special Agent. To be eligible 
for appointment, applicants had to be graduates of recognized law 
schools or expert accountants. The second was the creation of the FBI 
Identification Division with the -consolidation. of criminal identifi- 
cation data maintained at Leavenworth Penitentiary with records of the 
International Association of Chiefs of Police to form a national 
clearing house of criminal information in Washington, D. C. The 
Identification Division of the FBI started with 810,188 fingerprint 
records as a nucleus. 











During the years which followed, thé Bureau's operations were 
systematized, standardized forms for investigative reports were put into 
general use, manuals of rules, régulations and instructions were issued 
and a training school for newly appointed Special Agents was founded at 
Washington. 

Meanwhile, the Bureau was developing various services designed 
to promote cooperation between it and other law enforcement agencies - 
local, state and international. 


Recent legislation extended the authority of the Bureau to 
new fields. With the passage of these Acts, the Bureau entered upon 
a phase of its history which caused citizens generally to become more 
familiar with its activities. Amongst these enactments are the follow- 
ing: Federal Anti-Racketeering Statute; the Federal Reward Bill; To 
Provide Punishment for Killing or Assaulting Federal Officers; Extor- 
tion by Means of Telephone, Telegraph, Radio, Oral Message, or other- 
wise; Providing Venue for Prosecution in Extortion Cases; Fleeing from 
One State to Another to Avoid Prosecution or Giving Testimony in Cer- 
tain Cases; The National Stolen Property Act; Robbery of Banks Organ- 
ized or Operating Under Laws of the United States or of Any Member of 
the Federal Reserve System, and Amended to Include All Banks Holding 
Insurance Issued by the Federal Deposit Insurance Corporation; Extend- 
ing Section 5209 of Revised Statutes (United States Code, Title 12, 
Section 592) Relating to the Misapplication, Abstraction, Embezzlement, 
Et Cetera, on the Part of Bank Employees to Include All Insured Banks 
of the Federal: Deposit Insurance Corporation; Crimes in Connection with 
Federal Penal and Correctional Intitutions; To Provide for’ Prosecution 
of Federal Prisoners Who Escape While Awaiting Trial; Power of Arrest 
for Spécial Agents of the Bureau, and the Right to Carry Firearms; The 
National Firearms Act; The Federal Kidnaping зе апі me Federal 
Extortion Act. : rá 


The National emergency has brought about another EE 5и 
in the FBI. The duty of investigating espionage, sabotage, violations 
of the Neutrality Laws and other matters pertaining to the National 
Defense has been delegated to this Bureau. A program of survéying the 
protective facilities of manufacturing’ establishments having contracts 
to provide the Government with defense materials was inaugurated. The 
coordination of ail law enforcement activity regarding matters of 
National Defense has also been the responsibility of the FBI. 
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1 Albany, New York 

2 Atlanta, Georgia 

3 Baltimore, Maryland 
4 Birmingham, Alabama 
5 Boston, Massachusetts 
6 Buffalo, New York 

7 Butte, Montana 

8 Charlotte, N. C. 

9 Chicago, Illinois 

10 Cincinnati, Ohio 

11 Cleveland, Ohio 

12 Dallas, Texas 

13 Denver, Colorado 

14 Des Moines, lowa 

15 Detroit, Michigan 
16 El Paso, Texas 

17 Grand Rapids, Mich, 
18 Honolulu, Hawaii 

19 Houston, Texas 

20 Huntington, W. Va. 
21 Indianapolis, Indiana  — 


22 Jackson, Mississippi 
25 Juneau, Alaska 

2), Kansas City, Missouri 
25 Knoxville, Tennessee 
26 Little Rock, Arkansas 
27 Los Angeles, Calif. 
28 Louisville, Kentucky 
29 Memphis, Tennessee 

30 Miami, Florida 

31 Milwaukee, Wisconsin 
32 Newark, New Jersey 

33 New Haven, Connecticut 
ЭҢ New Orleans, Louisiana 
35 New York, New York 
36 Oklahoma City, Okla. 
37 Omaha, Nebraska 

38 Philadelphia, Ра. 

39 Phoenix, Arizona 

LO Pittsburgh, Pas 

hl Portland, Oregon 

l2 Providence, R. I. 

3 Richmond, Virginia 
hl, Saint Louis, Missouri 
lb Saint Paul, Minnesota 
l6 Salt Lake City, Utah 
li] Sen Antonio, Texas 

h8 Sen Diego, California 
l9 san Francisco, Calif. 
50 San Juan, Puerto Rico 
51 Savannah, Georgia 

52 Seattle, Washington 
53 Sioux Falls, S. D. 

5h Springfield, Illinois 
55 Washington, D. C. 


707 National Savings Bank 
501 Healey 
800 Court Square 

320 Federal 


10 Post Office Square, Room 1016 


400 U. S. Court House 
302 Féderal 

914 Johnston 

1900 Bankers' 


637 0. S. Post Office & Court House 


1448 Standard 

1200 Tower Petroleum 
518 Railway Exchange 
739 Insurance Exchange 
911 Federal 

202 U. S. Court House 
715 Grand Rapids National Bank 
302 Dillingham 
2706 Gulf 

700 West Virginia 
323 Federal 


700 Mississippi Tower 


515 Federal and Territorial 


707 U. S. Court House 


° HOT Hamilton National Bank 


500 Rector 

900 Security 

633 Federal 

2101 Sterick 

1300 Biscayne 

1501 Bankers? 

1856 Raymond-Comerce 
510 The Trust Company 
1408 Masonic Temple 


607 U. S. Court House, Foley Square 


ОЦО First National 

629 First National Bank 
1,060 U. S. Court House 
307 W. C. Ellis 

620 New Federal 

111 9. S. Court House 


508 Industrial Trust Company 


601 Richmond Trust 


125 U. S. Court House & Custom House 


hol, New York 
301 Continental Bank 
1,78 Federal 


728 San Diego Trust & Savings Bank 
One Eleven Sutter, Room 1729 


50}. Benco Popular 
505 Realty 
800 Joseph Vance 


1,00 Northwest Security National Bank 


1107 Illinois 


2266 U. — of Justice 


5-4595 
Walnut 3698 
Plaza 6776 
4-1877 
Liberty 8470 
Cleveland 2030 
2-2304 
'8-4127 
Randolph 6226 
Cherry 7127 
Prospect 2456 
2-9086 — 
Main 6241 
3-8998 
Cadillac 2832 
Main 1711 
6-5337 

4621 

Capitol 9717 
8928 

Riley 5416 


35-5221 

618 

Victor 3113 
3-7928 

2-3158 
Michigan 1161 
Jackson 5139 
8-256 

3-5558 

Daly 3431 
Market 2-5511 
7-1217 
Raymond 935l 
Rector 2-3520 
2-8186 
Atlentic 86h) 
Walnut 0555 
4-5766 
Grant 0800 
Atwater 6171 
Dexter 1991 


3-0169 
Central 115 _ 
Garfield -7509 
Д-Д3358 — 
Fannin 8052 
Main 201 
Exbrook 2679 
1971 

3-305), 

Main 01,60 
2885 

2-9675 


Republic 7100 
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Field Divisions 


The Director of the Federal Bureau of Investigation has 
under his direction fifty-five Field Divisions strategically located 
| in fifty-five key cities throughout the United States and its 
! possessions. A list of the cities, together with the addresses and 
| telephone numbers of the field offices, appears herein, | 


> | In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a 
* Special Agent in Charge, who in turn is responsible to the Washington 
Headquarters of the Bureau. Each Field Division covers a specified 
territory but the work of all offices is coordinated. Thus, if one 
field office obtains information requiring action in another section of 
the country, the facts are transmitted immediately to the appropriate 
field office, and also to the Washington Headquarters of the Bureau. 
Copies of every Field Division report are submitted to Washington where 
consolidation of the data is effected in each case permitting the coor- 
5 dination of all investigative activity. 


з 


The number of members on the staff of each field office fluc-,: 
a tuates according to the volume of the work to he performed, and Special 
Agents are transferred from one office to another as the exigencies of 
the service require. 


Bureau Headquarters 


Besides directing and coordinating the activities of the field 
offices, the administrative stafí at the Washington Headquarters of the 
Bureau has under its direct supervision the operation of the Identifi- 
cation Division and Technical Laboratory and the collection of crime 
statistics. It also. conducts training academies for Special Agents and 
police officers. 


Personnel 


An applicant for the position of Special Agent must be 
between the ages of twenty-three and thirty-five, and must be a 
graduate of a recognized law school, or a graduaté of a recognized 
accounting school with at least three years of practical commercial 
accounting or auditing experience, or possess a college degree 
and have either extensive investigative experience or a comprehen- 
sive kmowledge of a foreign language. 


г 
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These applicants are thoroughly investigated,’ and appoint- 
` ment is conditioned upon the possession of personal integrity of high 
order, loyalty to country, academic training, personality, character, 
and experience as well as other basic factors necessary for the devel- 
opment of new Agents as successful investigators. 


A number of Special Agents speak fluently at least one of 
31 foreign languages, and prior to appointment were engaged in ap- 
proximately 138 vocations in the fields of Science, Education, Industry 
and Business. 


Training 


— — 


` fhe Bureau maintains especially equipped rooms in the 
Department of Justice Building set aside for training purposes. 
The facilities of the Technical Laboratory and Identification 
Division are also utilized. Ти addition, a training center was 
established on the Marine Corps Reservation at Quantico, Virginia, 
in the late Spring of 190. Here is located the FBI Academy, a 
modern brick structure housing classrooms, dormitories, a dining 
room, and gymnasium under one roof. Just west of the Academy is 
the FBI Range, recognized ás one of the safest and best equipped 
firing ranges in the country. 


A regular faculty of full-time ios and: more dien fifty 
experts on various phases of crime detection and investigative technique 
comprise the Bureau's staff of lecturers. This staff is supplemented 
by a group of distinguished criminologists who are connected with 
colleges, universities, social and civic organizations, and law enforce- 
ment agencies throughout the United States. Training is afforded to 
all newly appointed Special Agents; to members of the FBI National 
Police Academy, which trains members of local and state law enforce- 
ment agencies; and to the experienced Special Agents of the Bureau, 
who, from time to time, are given retraining courses, 


The training academy curriculum includes studies and prac- ' 
tical training in many subjects which are organized under the follow- 
ing headings: 


Scientific and Technical 

Statistics, Records, and Report 
Writing 

Firearms Training and First Aid 

Investigations, Enforcement and 
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7 Regulatory Procedure 
` Tests dnd Practical Experience 
7 Administration and Organization 


Training is also provided for the Bureau's executive staff 
and clerical and stenographic employees. 


Retraining, 


Experienced Agents are returned to Washington for in-service 
training purposes approximately every 18 months, so that they may be 
constantly informed in the latest methods of scientific crime detection 
and criminal apprehension. 


INVESTIGATIVE JURISDICTION 


The Federal Bureau of Investigation has investigative ju- 
risdiction over all violations of Federal laws and matters in which 
the United States is or may be a party in interest, except those mat- 
ters specifically assigned by Congressional enactment or otherwise to 
other Federal agencies, and performing other duties imposed upon it by 
law. It does not have investigative jurisdiction over violations of the 
Counterfeiting, Narcotic, Customs and. Smuggling, Postal or Immigration 
Laws. Among those matters under the primary jurisdiction of this Bu- 
reau are the following: 


Administrative Investigations 

Admiraity Law Violations 

Antitrust Laws 

Applicants for Positions 

Bank Embezzlements in District of Columbia 

Bankruptcy Frauds 

Bondsmen and Sureties 

Bribery 

Claims Against the United States 

Claims by the United States 

Condemnation Proceedings 

Conspiracies 

Contempt of Court 

Copyright Violations 

Crimes on the High Seas 

Crimes in Alaska 

Crimes in Connection with Federal Penal and 
Correctional Institutions 














Crimes on Indian Reservations 

Crimes on Government Reservations 

Destruction of Government Property 

Espionage 

Extortion Cases 

Federal Anti-Racketeering Statute 

Federal Kidnaping Act 

Federal Reserve Bank Act 

Frauds Against the Government 

Harboring of Federal Fugitives EE 

Illegal Wearing of' Service Uniforms 

Impersonation of Federal Officials 

Interstate Transportation of Explosives 

Interstate Flight to Avoid Prosecution or 
Testifying in Certain Cases 

Intimidation of Witnesses 

International Claims 

Killing or Assaulting Federal Officer 

Larceny from Interstate Shipments 

Location of Escaped Federal Prisoners 

Migratory Bird Act 

National Bank Act 

National Motor Vehicle Theft Act 

National Stolen Property Act 

Neutrality Violations 

Obstruction of Justice 

Peonage Statutes 

Passports and Visas 

Patent Violations | 

Parole and Probation Violations, Federal 

Perjury 

Personnel Investigations 

Red Cross Violations . 

Robbery of National Banks, Member Banks of 
Federal Reserve System, and. Insured Banks 
of the Federal Deposit Insurance Corporation 

_ Sabotage 

Selective Training and Service Act 

Theft or Embezzlement of Government Property. 

Treason 

‘Veterans Administration Violations 

~ {White Slave Traffic Act 


Among the laws most frequently violated which are under the 
investigative jurisdiction of the Federal Büreau of Investigation are 
the following: 


10 











Antitrust Laws 


Violations of these statutes are usually reported: by business 
concerns which have suffered injury by reason of a combination or con- 
spiracy operating in restraint of trade between the States. Any infor- 
mation regarding contracts, combinations or conspiracies in restraint of: 
interstate trade, or tending toward a monopoly, and any acts of inter- 
ference with interstate trade or commerce should be reported to the 
Federal Bureau of Investigation. 


Bankruptcy Violations . 


Violations of this Act are usually reported by referees in 
bankruptcy, trustees, credit associations, or creditors. However, the 
receipt of information will be appreciated which may be ‘obtained rela- 
tive to violations of this Act, such as concealing money, merchandise, 
or property either before or after the filing of the bankruptcy petition; 
concealing, destroying, mutilating, or falsifying books and records be- 
fore or after the bankruptcy petition was filed; receiving concealed 
property; or perjury or false claims. i Б 


Information that shipments were made from the bankrupt. store 
late at night or in a covert manner; that vans or trucks were loaded at 
the bankrupt's premises; that the bankrupt hastily liquidated his affairs 
immediately prior to closing by sacrifice or below-cost sales, all are 
significant of irregularities and are a material aid to the progress of 
the investigation. Attempts on the part of the bankrupt to collect old 
accounts after proceedings have been instituted also indicate possible 
violations. 


Crimes on Government Reservations 


The investigation of all types of crimes committed on Gov- 
ernment reservations, including Indian reservations, or in any Govern- 
ment building, or on other Government property, is under the jurisdic- 
tion of the Federal Bureau of Investigation, and any information con- 
cerning such crimes should be forwarded to the nearest field office. 


Escaped Federal Prisoners and Fugitives 


The Federal Bureau of Investigation conducts investigations 
for the purpose of locating and causing the arrest of persons who are 
fugitives from justice by reason of violations of the Federal laws over 
which the Bureau has jurisdiction, of escaped Federal prisoners, and 
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and probation violators. When the arrest of a Federal fugitive‏ كلتل 


E 


TOM from justice is not brought about within a reasonable time, an Identi- 
fication Order is distributed to peace officers in all parts of the 
country, containing the' name, photograph, fingerprints and description 
of the fugitive together with all available information which might 
prove helpful in bringing about his arrest. When the fugitive is appre- 
hended, an Apprehension Order is issued so that all efforts to locate 
the individual may be discontinued. 


It is highly important in investigations relating to fugitives 
from justice that any information secured be forwarded to the nearest 
field office without delay. 


Espionage, Counterespionage, Sabotage, Neutrality Violations 
and other National Defense Matters. 


During the Summer of 1939 the Chief Executive of the United 
States coordinated under the Federal Bureau of Investigation all inves- 


.tigative. activity relating to espionage, counterespionage, sabotage, 


neutrality violations and related matters. On September 6, 1939, the 
President issued the following directive calling upon all law enforce- 
ment agencies to cooperate with the FBI: 


"The Attorney General has been requested by me to 
instruct the Federal Bureau of Investigation of the 
Department of Justice to take charge of investiga- 


А ? . tive work in matters relating to espionage, sabo- 
* Жат” tage, and violations of the neutrality regulations. - 

p ) This task must be conducted in a comprehensive and 

| effective manner on a national basis, and all in- 


formation must be carefully sifted out and corre- 
lated in order to avoid confusion and irresponsi- 
bility. 


To this end I request all police officers, sheriffs, 
and all other law enforcement officers in the United 
States promptly to turn over to the nearest repre- 
sentative of the Federal Bureau of Investigation any 
information obtained by tbem relating to espionage, 
counterespionage, sabotage, subversive activities 
“and violations-of the neutrality laws." 


By executive order of March 22, 1940, the President, in ac- 
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cordance with an Act passed. January 12, 1938, defined numerous vital 


JZ military and navel installations or equipment which require protection 
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against the general dissemination of information related thereto. The 
1938 Act penalizes taking photographs or making representations of’ any- 
of the installations or equipment later to be defined without proper 
authority. | 


The Federal Espionage Laws make unlawful the obtaining or 
permitting to be obtained information affecting the National Defense, 
either in peace time or war, with the intent to use such information 
to the detriment of the United States or to the benefit of some foreign 


` power. Going upon. a military reservation or like prohibited place; 


copying or assisting others to copy maps and similar documents; receiv- 
ing, obtaining, or attempting to obtain. such information; and having 
unlawful'-possession of military writings- and similar materials with 
such intent and purpose are prohibited. Likewise there is a penalty 
if one having lawful possession of confidential data loses the same or 
allows it to reach improper hands through gross negligence. The Espio- 
nage Laws further make it a Federal offense to disclose information 
affecting the National Defense with intent or reason to believe it will 
be used to the detriment of the United States or to the benefit of some 
foreign power. This is applicabie during peace times, as well as 
during war, but the war time penalties are more stringent. There is 
also a Federal Statute pertaining to seditious or disloyal acts or words 
in time of war, and a conspiracy to violate this or another espionage 
law is an offense likewise. : 


In connection with sabotage during peace times it is a Fed- 
eral offense to wilfully injure or commit depredation against United 
States property, property belonging to a corporation in which the United 
States is a stockholder, or any property being manufactured under con- 
tract for the War and Navy Departments. Another Federal Statute 
penalizes the damage to vessels engaged in foreign commerce and the 
cargoes of such vessels and the penalty is also applicable to foreign 
ships if the overt act ultimately causing the injury~ occurs while the 
vessel is within the admiralty and maritime jurisdiction of the United 
States. There is also a penalty provided if, with intent to prevent 
the exportation of articles in foreign commerce, one damages the arti- 
cles or the places they may be while in such commerce. Other statutes 
prohibit damage to fortifications or harbor defenses, the unlawful en- 
try upon military reservations, and the wrecking or attempting to wreck 
a train engaged in. interstate commerce. 


Sabotage statutes effective only in time of war penalize 
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injury to or destruction of war material, premises, or utilities with 
intent to injure or obstruct the United States or any associate nation 
in preparing for or carrying on a war. Likewise making or causing war 
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E y material to be made in a defective manner or making defective repairs 


is punishable. 


Extortion 

---* Whoever with intent to extort from any person, money or other 
things ‘of value, mails or causes to be mailed any communication con- 
taining any threat (1) to injure the person or property of any person, 
or (2) to kidnap’any person, or (8) containing any demand or request 
for ransom or reward for the release of a kidnaped person, is chargeable 
with a Federal violation. If the message is transmitted interstate by 
means of telephone, telegraph, radio, or orally, there is likewise a vi- 
olation of the Extortion Statute. 


Federal Fugitive Act _ 


An Act approved on May 18, 1934, makes it a Federal offense 
for any person to move or travel in interstate or foreign commerce with 
| intent to avoid .prosecution for murder, kidnaping, burglary, robbery, 
/ mayhem, rape, assault, with a dangerous weapon or extortion, accom- 

panied by threats of violence or for an attempt to commit any of the 
foregoing offenses. This, Act also makes it a Federal offense for any 
person to travel in interstate or foreign commerce to avoid giving tes- 
timony in any criminal proceedings in such place in which the commis- 
sion of a felony is charged. . 





Federal Anti-Racketeering Statute 


An Act approved on June 18, 1934, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce by ob- 
taining or attempting to obtain by threat, force, violence or coercion, 
the, payment. of money or other valuable considerations for the purchase 
or rental of property or protective services. This Statute further makes 
it a Federal offense for any person to obtain the property of another 
with his consent through the wrongful use of force or fear or under the 
color of official right when interstate commerce or trade is affected... 


This Act further penalizes the commission or threats to com- У 
mit any acts of physical violence or physical injury to a person or: | 
property in furtherance of a plan or purpose to interfere with inter- : 
state trade or commérce. "d / 
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Impersonation 


Whenever information is received by a peace officer or law en- 
forcement official which indicates that an individual has falsely claim- 
ed to be an officer or employee of the United States and that such in- 
dividual fraudulently acted as if һе were a Federal officer, or that he 
obtained or demanded anything of value, such as loans, credits, money, 
documents, or the cashing of checks, such information should be trans- 
mitted to the Federal Bureau of Investigation, which will begin an im- 
mediate inquiry to determine whether a Federal law has been violated. 


Kidnaping 


Under the provisions of an Act of Congress approved by the 
President on May 18, 1984, whoever transports or aids in transporting 
` i interstate or foreign commerce any person who has been unlawfully 
seized, confined, inveigled, decoyed, kidnaped, abducted, or carried 
„away by any means whatsoever and held for ransom or reward or other- 
wise is guilty of violating a Federal law. Also, if two or more per- 
sons enter into an agreement, confederation, or conspiracy to violate 
the provisions of this Act and do any overt act toward carrying out 
such unlawful agreement, confederation, or conspiracy, such person or 
persons are guilty of violating the Federal Kidnaping Law.. Further, 
on January 24, 1936, the President approved an Act making it a vió- 
lation to receive, possess or dispose of any money knowing the same 
to have been delivered as ransom or reward. Cases of this nature are | 
investigated by the Federal Bureau of Investigation. Any information 


` regarding cases of this nature in the possession of law enforcement 


officials or citizens indicating a violation of this law should be 


. promptiy transmitted to the nearest field office, or the Bureau may 


be called direct by calling collect National 7117, Washington, D. C. 
Larceny From Interstate Shipments 


Any facts which indicate that any person or persons have 
stolen anything being shipped from one state to another state, from 
any freight or express shipment or passenger car, or that any person 
has received anything which was stolen from such shipments should be 
reported to the proper field office. Б 


National Bank and Federal Reserve Acts 


These statutes specify criminal offenses on the part of em- 
ployees or agents of institutions coming under the jurisdiction of the 
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1 above Acts, such as embezzlement, abstraction, or misapplication .of 

funds, and the making of false entries in the books of a National Bank 

E or a Member Bank of.the Federal Reserve System, or in reports to the | 

Comptroller of the Currency. An Act was approved August 23, 1935, ex- 

% tending the penal provisions of the above Acts to Insured Banks of the 
Federal Deposit Insurance Corporation. 


National Motor Vehicle Theft Act 


Pérsons who transport a stolen motor vehicle from one state 
to another state, knowing the same to have been stolen, may be prose- 
cuted in the United States courts for the transportation of the stolen 
vehicle. Also, persons who receive, conceal, store, barter, sell, or 
dispose of any motor vehicle moving as, or which is a part of, or which 
constitutes, interstate or foreign commerce, knowing the same to have 

1 been stolen, may be prosecuted in the United States courts under this 
Act. which is also known as the Dyer Act. i . 


„1 - When an individual is found in possession of an automobile 

t and there- is reason- to believe that his possession of. the motor vehicle 
is not lawful and that it has been stolen and transported in interstate 
or foreign commerce, if the facts are called to the attention of the 
Federal Bureau of Investigation, an investigation will be made to de- 
termine.-whether there has been a violation the National . Motor 
Vehicle Theft Act. s 





National Stolen eee Act 


. This Act, approved on May 22, 1934, makes it a ральнай of- 
fense- to- transport or cause to be transported in interstate or foreign. 
commerce any goods, wares or merchandise,’ securities or money. of the 
value of $5,000 or more theretofore stolen, embezzled or taken felo- 
niously by fraud or with intent to steal or purloin- knowing, the same 
to have been so stolen or taken. This Act also penalizes the receiv- 
ing, concealing, storing, bartering, selling or disposing of goods, wares 
or merchandise, securities or money of the value of $5,000. or more by 
a person. knowing the goods to be stolen. This Statute also makes it a 
Federal offense for any person to pledge or’ accept-as security for a 
loan any goods, wares or merchandise, or securities of the value of 
$500 or more, which have been stolen or о taken ? fraud from 
an interstate or foreiga shipment. ` — с ы) 
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E і q Robbery of National Banks, Member Banks of the Federal 5 
wy Reserve System, and Insured Banks of the Federal Deposit 
Insurance Corporation 





“Ab On May 18, 1934, there was approved by the President a Stat- 
ute which makes it a Federal offense to rob any National Bank or Mem- 
ér Bank of the Federal Reserve System. This Act covers the taking by 
17 force and violence, or by putting in fear, of any property in the care, 
custody, control, management or possession of any Federal Reserve Mem- 
ber Bank or National Bank. This Statute also penalizes the assault of , 
any person: or the placing in jeopardy of the life of any person by the 
perpetrators of the robbery of a National Bank or Member Federal Re- 
serve Bank. The Statute also expressly covers the killing or kidnaping 
of any person in connection with the robbery of a Federal Reserve Mem- 
ber Bank or a National Bank. An Act of Congress, .approved August 23, 
ae М 1935, extended the provisions of the Federal Bank Robbery Act to In- 
+ „f; sured Banks of the Federal Deposit Insurance Corporation. On August 
— ‚ 24, 1937, the Federal Bank Robbery: Act was amended to cover burglaries 
~ and.larcenies committed in National Banks, Member Banks of the Federal | 
` Reserve System, and Insured Banks of the Federal Deposit Insurance 
Corpofation. -> 
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+ | Selective Training and Service Act of 1940 


Violations of the Selective Service Act, which may include 
failure to register, return questionaire, report for induction, or the 
making of any false or incorrect registration, classification, physical 
or mental. examination, deferrment, induction or enrollment, are within 
the investigative jurisdiction of the Federal Bureau of Investigation. 
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` Theft, Embezzlement, or Illegal Poris of Government Property 


It is a violation of a Federal law to embezzle, purloin, or 

steal any property of the United States, or to receive such property 

3 knowing the same to have been stolen. This Bureau has investigative 
jurisdiction over offenses of this nature. | 


White Slave Traffic Act 


: The White Slave Traffic Act is joy referred to as the 
Mann Act. This Act provides that any person who shall knowingly trans- 
= ‘port’ or cause to be transported, or aid or assist in obtaining transpor- 
| tátion for, or in transporting, in interstate or foreign commerce, any 
| woman or girl for the purpose of prostitution or debauchery, or to en- 
gage in other immoral practices, shall be deemed guilty of a felony. 
| , The Federal Bureau of Investigation is desirous of receiving any infor- 
mation which indicates a violation of this Act. Law enforcement agen- 
cies, officers, and citizens are invited to advise the Federal Bureau of . 
Investigation of any information in their possession indicating a vio- 
lation of any of the foregoing Federal laws. D 


























In the. event of an emergency a telegram may be sent Govern- 
ment rate collect to the Special Agent in Charge of our nearest field 
office. 


United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. Ali information obtained by employees 
of this Bureau relative to alleged violations of Federal laws is submit- 
ted to the United States Attorney for his information and guidance to 
determine whether prosecutions should be initiated against the individ- 
uals involved. 


IDENTIFICATION DIVISION 


The Federal Bureau of Investigation, in addition to its field 
investigative offices, maintains an Identification Division at Washing- 
ton, D. C., which sérves as a central clearing house of records per- 
taining to criminals. _ The information contained in the Bureau's iden- 
tification files is based primarily upon fingerprints, and constitutes 
the largest and most complete collection of current valué in existence. 


= хз 


On September 1, СЕН — маз а %8%а1 о? 25,000, 000 
fingerprint records and 19, hoo ; :000 index carüs in the Bureauts 


archives. More“ than 22, 000 fingerprint records are being received 
in the Identification Division daily from over 11 ‚Цоо contributing 


law enforcement agencies throughout the world. 

АН peace officers are — to avail themselves’ of the data 
on file in the Identification Division of the Federal Bureau of Investi- 
gation. The service is given without cost to all regularly constituted 
law enforcément officers and agencies desiring it. Fingerprint cards, 
franked envelopes, and disposition sheets for the purpose of reporting 
‘action taken subsequent to arrest, are supplied without charge on re- 
quest from-contributing agencies. 


Upon receipt of a fingerprint card from a contributing law 
enforcement agency, a letter giving the criminal record, or informing of 
the fact that no prior record has been located, is sent to the contribu- 
tor. This record is of value to the Prosecutor and the Judge before 
whom a case is tried as it is oftentimes studied before determining the 
length and character of sentence which the court imposes on a convicted 
person. 
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20 | The exchange of fingerprints is now carried on with 88 for- 
( eign countries, colonies, and territorial possessions of the United 
777 States and the fingerprints of persons. arrested will be sent upon re- 


quest.of the contributing law enforcement agencies. 
f 
Single Fingerprint Section 


In addition there is maintained a separate collection of 
fingerprints of kidnapers, bank robbers, extortioists, and other 
notorious criminals where each finger impression is filed separately. 
This. collection is an auxiliary to the main file and is used primarily 
for the purpose of identifying latent fingerprints left at the scenes 
of crimes by kidnapers, bank robbers and extortionists. Unless latent 
fingerprints of such offenders are those of the individuals whose 
separate impressions are filed in the single-print collection, it is 
difficult for the Bureau to identify the latent prints. However, if 
the names or aliases of any suspects are furnished the Bureau, together 
with descriptive information, then the actval prints may be compared 
with the latent impressions and thus it may be possible to establish 
an identification. 5% 


Civil Identification 


The latest service of the Identification Division is its Civ- 
il Identification Section in which are filed the fingerprints of law- 
abiding citizens. The fingerprints of many distinguished people are 
included in: this collection. 


By having his fingerprints on file in the Civil Identifica- 
tion Section, the citizen can insure his identity being reestablished 
should disaster or accident happen to him. 


When other means fail, missing persons can be located and 
amnesia and aphasia victims can be identified through fingerprints if 
their prints are on file in this Section. Victims of wrecks, fires, 
earthquakes or other disasters may also be identified through finger- 
prints, when their identity is otherwise unascertainable. In cases of 
kidnaping, it is of assistance to the investigating officials to have 
available the fingerprints of the victim. These are but a few of the 
purposes which may be served by having one's fingerprints on file in 
the Bureau's Civil Identification Section. All citizens are invited to 
place their prints on record in the civil identification files which 
are kept entirely separate from those in the criminal file. 
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| | . Other Services as 2, 

Ay) : fasc e 

| | In its Identification Division: the FBI also maintains the 
Government file,.which in addition to Civil Service cards, includes Ё PY. 
M fingerprint ‘recotds submitted by the U. S. Army, Navy, Coast Guard, 

Marine Corps and other Government Services. 





Non=oriminal fingerprint cards are received by the FBI 
from law enforcement agencies and deferise industries of individuals 
applying for positions of trust or for positions in which it is 
essential that the applicant be a law-abiding citizen and free 
from any dangerous propensities. When submitted by defense. 
industries records located afe furnished only to the War or Мату 
Pepe mne s 


i The fingerprint cards taken in connection with the registra- 
tion of aliens-are also filed with the FBI. * 


Aj ———__ ТЕОДПСАР LABORATORY 


A PE chen, ` ] 

puer о. In the latter — t of the year 1932 the Federal Bureau of In- 
vestigation, United States Department of Justice, established a. Techni- 
cal Laboratory to perform work of a scientific character, which might 
prove of assistance in its investigative cases. . Previously it had been ' 
customary, in instances considered desirable for the Bureau to have tech- l 

Lt: nical experts outside its organization, make scientific analyses. ` The 

E А importance and growth of this phase of the Bureau's investigative ac- 

LY ) tivity and the desirability of having the work under its close supervi- 

“ 4 sion led to the conclusion that the establishment of a Technical Lab: 
oratory was essential. The development of this Laboratory has been i 
carefully planned by the Bureau with the assistance and advice of known 
and.recognized authorities in the field of scientific endeavor.. . 


— At the present, examinations are made in the Laboratory of doc- 
uments or letters to determine the identity of the handwriting appearing 
thereon, as well as any other information which may prove helpful in the 

“investigation of the case, facilitated by the use of precision rulers, a 
synchrisiscope, binocular magnifiers, micrometer calipers, color charts, 
and special apparatus for ultraviolet light and infrared sources. 


In addition, comparison microscopes, a helixometer and special . EC 
photographic equipment are used in the important phase of the scientific - 
work relating to the examination of bullets and exploded shells. С ОША 


‘Reproducing by moulage or other methods is another feature” 
which the Laboratory is equipped to undertake. This consists of thé 
Y making of. casts of objects of evidence or of parts of the human body 
fer record purposes. Microanalyses of hair and textile fibres are .like- 
AN Wise considered an essential and important part of the technical duties, 
y and chemical analyses of stains including blood tests are performed from 
time to time. Spéctrographic and spectrometer apparatus is available 
and X-ray equipment is in use. 
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MICROSPECTROSCOPIC EXAMINATION OF SUSPECTED BLOODSTAIN. TECHNICAL 
LABORATORY, FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPART- 
MENT OF JUSTICE. 
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— offices, State police organizations, and agencies in territories and pos- 
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Also among the equipment of the Laboratory are reference col- 
lections of automobile tire tread designs, various types and sizes of 
bullets and cartridge cases of both American and foreign manufacture, 
a fibre file of animal and vegetable fibres, a collection of handwriting 
specimens of many criminals, etc. 


Besides conducting technical investigations in current cases, 
the technicians at the Bureau Laboratory engage in research to de- 
velop new techniques for the solution of crime and to study methods 
and practices in use by police departments to effect constructive im- 
provements, 


The facilities of the Technical Laboratory are made avail- 
able wherever possible to all law enforcement agencies without 
charge. In transmitting evidence to the Laboratory for the purpose of 
having it examined, it should be labeled "Evidence For The Labora- 
tory." . 


THE FBI LAW ENFORCEMENT BULLETIN | 


Each month the Federal Bureau of Investigation issues a pub- 
lication entitled "The FBI Law Enforcement Bulletin" which is sent to 
all law enforcement officials who contribute fingerprints to its Iden- 
tification Division. This publication lists the names, aliases, descrip- 
tions, fingerprint classifications and a reproduction of one finger im- 
pression of wanted fugitives in aggravated state crimes, together with 
the names and addresses, of law enforcement agencies to be notified in 
the event the fugitives are located. The Bulletin is also used as a me- 
dium for the dissemination of scientific information of interest to peace 
officers and as a forum for the expression of ideas furthering cooper- 
ation and modern methods of crime detection. 


UNIFORM. CRIME REPORTING 


More than 2 ‚376 police departments throughout the United 
States, representing a population area of over 70, 800,000, make month- 
ly and annual reports to the Bureau concerning offenses known and of- 
fenses cleared by arrest, and the number of persons held for prosecu- 
tion. In addition, reports are received from more than 1,800sheriffs! 


sessions of the United States. The total number of participating law 
enforcement agencies is approximately 11,700 and the information for- 
warded „together with the data compiled from the fingerprint cards 
received in the Bureau makes possible the collection of comparable 
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crime statistics on a nation-wide scale. These statistics are issued 
quarterly in a bulletin known as "Uniform Crime Reports" which is 
sent to law enforcement officials and other interested individuals and 
agencies. 


FBI NATIONAL POLICE ACADEMY 


In July, 1985, the FBI National Police Academy was begun. 
Thus, for the first time, the type of instruction and training offered 
to Special Agents was made available to local, municipal, county and 
state law enforcement officers. 


The course pursued by these officers is of three months' du- 
ration, covering administrative features of police work, discussion and 
consideration of everyday police problems, and practical training in 
the performance of enforcement duties. The course is free, the only 
cost to those attending being transportation and living expenses while 
in Washington. Those officers attending are selected representatives 
under forty-six years of age from their respective local, municipal, 
county and state law enforcement agencies, based upon applications 
which have been filed with the Federal Bureau of Investigation. 


ACCOMPLISHMENTS 


І For the past year, а total of 6,812 convictions, more 
than in any former fiscal year, was secured from the investigative 
activity of the FBI. Of these, [12 convictions were in casés under 
the national defense classifications, as compared with 58 such 
convictions ‘during the previous year. Some of the Bureau's accom- 
plishments during the fiscal year which ended June 50, 1911, мөгө: 


о Convictions in 96% of the cases investigated which were 
brought to trial. 


Imposition of sentences totaling over 16,046 years ih addi- 
tion to 5 life sentences. 


Location of 2,633 Federal fugitives from justice. 


The assistance through the Identification Division, to various 
law enforcement officials in locating 7,102 fugitives. 
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FEDERAL. BUREAU OF INVESTIGATION 


UNITED STATES DEPARTMENT OF JUSTICE 





INTRODUCTION 


£ 


This booklet is issued for the purpose of acquainting law en- 
forcement officers and interested citizens with the jurisdiction and nu- 
merous functions of. the Federal Bureau of Investigation. The development of 
the FBI. has been along cooperative lines and at all times its facilities 
are available to local, county and state law enforcement agencies in all 
problems of mutual interest. 


This outline of the investigative jurisdiction, Identification 
Division, FBI Laboratory, Uniform 6rime Reporting project and the training 
facilities of the Federal Bureau of Investigation set forth herein, should 
be retained for future reference and guidance. 

Law enforcement officers should feel free to contact the near- 
est Field Division of the FBI, or the headquarters in Washington, D. C., for 
assistance whenever necessary. In cases of emergency, a telegram or long 
distance telephone call might be necessary and the addresses and telephone 
numbers of the various Field Divisions are set forth on the inside of the 
back cover. Any information relating to espionage, counterespionage, sabo- 
tage, subversive activities and any other matters affecting the internal 


security of the nation should be immediately reported to the nearest FBI. 


office. 


Director 


THE FEDERAL BUREAU OF INVESTIGATION 
. UNITED STATES DEPARTMENT OF JUSTICE 





HISTORY 
\ 

The Federal Bureau-of. Investigation was founded in 1908 by an 
order of Charles J. Bonaparte, at that time Attorney General of the United 
States, to provide the United States Department of Justice with a permanent 
investigative force under its immediate control. It was first known as the 
Bureau of Investigation, and later as the Division of Investigation. Its 
present name, the Federal Bureau of Investigation, was finally adopted as 
more nearly descriptive of its status as the general. investigative agency 
for the Federal Government. 

| As Congress passed new Federal laws extending the Bureau's in- 
vestigative jurisdiction, its size and importance increased. Notable de- 
velopment in the earlier years of its growth followed the passage of the 
White Slave Traffic Act in 1910, and the passage of the National Motor Ve- 
hicle Theft Act in 1919, bringing within the jurisdiction of the Bureau a 
large and constantly increasing class of interstate violations. 


In 1924, while The Honorable Harlan F. Stone, presently Chief 
Justice of the United States Supreme Court, was Attorney General of the 
United States, the Bureau was.reorganized and the working policies which 
are followed today were established. One of the cardinal rules enunciated 
at that time was that the Federal Bureau of Investigation should be cbn- 
pletely divorced from the vagaries of political influence. Another princi- 
ple established was that promotion in the Bureau was to be based solely up- 


„оп proven ability and efficiency. 


dd 


Two other events of far-reaching importance to the Bureau took 
place in 1924. The first was the adoption of the present standards of qual- 


ifications for appointment as a Special Agent. The second was the creation 


of the Identification Division with the consolidation of criminal identifi- ' 
cation data maintained at Leavenworth Penitentiary with records of the In- 
ternational Association of Chiefs of Police to form a. national clearing 


‚ < house of criminal information in Washington, D. C. The Identification Di- 


~ 
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‘vision of the FBI started with 810,188 fingerprint records as a nucleus. 


During the years which followed, the Bureau's operations were 
systematized, standardized forms for investigative reports were put into 
general use, and a-training school for newly appointed Special Agents was 
founded at Washington. In 1932 the FBI Laboratory was established to aid. 
the Special Agents as well as local law enforcement officers throughout 


the United States. 


“Meanwhile, the Bureau was developing various services designed 
to promote cooperation between it and other law enforcement agencies - lo- 
cal, state and international. 


Legislation by Congress extended the authority of the Bureau to 
new fields. With the passage of, new statutes the Bureau entered upon a 
phase of its history which caused citizens generally to become more familiar 
with its activities. Among these enactments are the following: Federal 
Anti-Racketeering Statute; the Federal Reward Bill; To Provide Punishment 
for Killing or Assaulting Federal Officers; Extortion by Means of Telephone, 
Telegraph, Radio, Oral Message, or otherwise; Providing Venue for Prosecu- 
tion in Extortion Cases; Fleeing from One State to Another to Avoid Prose- 
cution. òr Giving Testimony in Certain Cases; the National Stolen Property 
Act; Robbery of Banks Organized.or Operating Under Laws of the United States 
or of Any Member Bank of the Federal. Reserve System, and Amended to Include, 
All. Banks Holding Insurance Issued by the Federal Deposit Insurance Cor- 
poration; Extending Section 5209 of Revised Statutes (United States Code, 
Títle 12, Section 592) Relating to the Misapplication, Abstraction, Embez- 
zlenent, eft O/etera, on the Part of Bank Employees to Include All Insured 
Banks of the Federal Deposit Insurance Corporation; Crimes in Connection 
with Federal Penal and Correctional Institutions; To Provide for Prosecu~ 
tion of Federal Prisoners Who Escape While Awaiting Trial; Power of Arrest 
for Special Agents of the Bureau, and the Right to Carry Firearms; The Na- 
tional Firearms Actz and The Federal Kidnaping Statute. 


War Responsibilities 


The national emergency has brought about another transition in 
the FBI. In 1939, the President of the United States delegated the FBI as 
the. agency responsible for the coordinating of ‘investigation of all nation- 
&l security matters. Coming within the scope of this responsibility are 
Such matters as the investigation of espionage cases, violations of the Fed- 
eral Sabotage Statutes, treason and sedition. Keynote of ye FBI's counter- 
‘espionage program has been prevention with the result that large espionage 
rings- have been broken up and sabotage has been kept to a minimum. Among 
other war matters under the jurisdiction of the FBI are the Selective Train- 
ing and. Service Act, Alien Enemy Control matters, Regis ration of Agents 
of Foreign Principals Act, and subversive activities thro out the United 
States and its territorial. possessions. Since the attack on Pearl Harbor 
December 7, 1941, the war work of the FBI has increased tremendously and the 
personnel of the Bureau has been taxed to the utmost to handle efficiently 
the many new duties. 2 

TO carry out the task of safeguarding the home front and. insur- 
ing against sabotage and espionage breaking the continuous flow. of supplies 
to the armed forces of the United States and her allies, the FBI has con- 
ducted an extensive program of conferences and study which commenced in 
1959. More than 150,000 municipal, county and state officers have received 
thorough training in handling security investigations in cooperation with 
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the FBI. Splendid liaison is‘ maintained between local police agencies and 
the FBI. Law enforcement has met the emergency in a commendable fashion. 
Investigative work of this type is the responsibility of trained and ex- 
perienced investigators. The assistance of the general public can best 
be rendered by reporting facts concerning espionage, sabotage and subversive 
activities to the FBI without conducting any investigation. 


Coordination of investigative activity between the FBI and the 
g> offices of Military and Naval Intelligence has been perfected. Officials of 
“these two agencies and the FBI meet together regularly to work out plans and 
to assure a free exchange of all important data affecting the security of 
the nation. Conferences for the same purpose are held throughout the United 
States between field representatives of the Military and Naval Intelligence 
and the FBI. 


ORGANIZATION 


Field Divisions 

The Director of the Federal Bureau of investigation has under 
his, direction fifty-seven Field Divisions strategically located in fifty- 
seven key cities throughout the United States and its possessions. A list 
of the cities, together with the addresses and telephone numbers of the 
field offices, appears on the inside back cover of this pamphlet. ' 


In order to handle economically and efficiently the work in- 
volved in investigating violations of laws under its investigative juris- 
diction, each of these field offices operates under the direction of a Spe- 
cial Agent in Charge, who in türn is responsible to the Washington Headquar- 
ters of the Bureau. Each Field Division covers a specified territory but 
the work of all offices is coordinated. Thus, if one field office obtains 
information requiring action in another section of the country, the facts 
are transmitted immediately‘to the appropriate field office, and also to the 
Washington Headquarters of the Bureau. Copies of every Field Division re- 
port are submitted to Washington where consolidation of the data is effect- 
ed in each case permitting the coordination of all investigative activity. 


The number of Special Agents and other employees on the staff 
of each field office fluctuates. according to the volume of the work to be 
performed, and Special Agents are transferred from one office to another 
as the exigencies of the service require. 

Bureau Headquarters я 

Besides directing and coordinating the activities of the field, 
offices, the administrative staff at the Washington Headquarters of the Bu- 
reau has under its direct supervision the operation of the Identification 
Division, the FBI Laboratory and the collection of crime statistics. It 
also conducts training academies for Special Agents and police officers. 





INVESTIGATION JURISDICTION 


The Federal ‘Bureau of Investigation has investigative juris- 
diction over all violations of Federal laws and matters in which the United 
States is or may be a party in interest, except those matters specifically 
assigned by Congressional enactment or otherwise to other Federal agencies, 
and, perform#ag other duties imposed upon it by law. It does not have in- 
vestigative jurisdiction over violations of the Counterfeiting, Narcotic, 
Customs and Smuggling, Postal or Immigration Laws. Among those matters 
under the primary jurisdiction of Ypa ippen are the following: 


Administrative Investigations ` _ Intimidation of Witnesses 
Admiralty Law Violations international Claims 
Antitrust "Laws: , Killing or Assaul ting Дер 9: сег 


TID enEneny Control Larceny from Interstate Shipments- 
* [Alten Eneny Control r 7777 Location of Escaped FederalPrisoners 
4 Anti-Racketeering Statute ses ^ Migratory’ Bird Att 
Antitrust Laws. : > National Bank Act 
Applicants for, Positions Jj, National Cattle Theft Act 
‘Bondswen and Sureties * — ^77 National Motor Vehicle Theft Act 

















Bribery ` ^ National Stolen Property Act 
Claims against the United States ‘Neutrality Violations i 
| Claims by the United States  . Obstruction of Justice 
Condemnation Proceedings * Peonage Statutes ', p 
Conspiracies Passports and Visas 
Contempt of Court . Patent Violations ` 
Copyright Violations Parole and Probation Violations, 
Crimes on the: High Seas Federal 
Crimes in Alaska Perjury 
Crimes in Connection with Federal Personnel. Investigations 
Penal. and Correctional Institutions «Red Cross Violations 
Crimes on Indian Reservations Registration of Agents of Foreign 
Destruction of Government Property ~ Principals 
js facaped Federal Prisoners | } Robbery of National Banks, Member 
{ Espionage і ; Banks of Federal Reserve Systen, 
2 Ertortion Cases i "> and Insured Banks of the Federal. 
} — NETS. ME Deposit Insurance Corporation 
. . Federal Réserve Bank Act ^ —777———7 Sabotago _ 
‘Frauds against. the Government Sedftion = | 
Harboring of Federal Fugitives ‘Selective Training and Service Act 
Illegal Wearing of Service Uniforms Servicemen's- Dependency Act 
: Impersonation of Eederal Officials Theft or Embezzlement of Govern- 
Interstate' Transportation of ment Property . . 
*Explosives Treason s ‚© 
interstate Flight, to Avoid Prosecution Veterans. Administration Violations: 
or Testifying in Certain cases White Slave Traffic Act 
р 


Among the laws most frequently viołatėä which are under the in- 
vestigative jurisdiction of the Federal Bureau of Investigation are the:fol- 
lowing: 
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“Escaped Federal Prisoners and Fugitives 


Antitrust Laws * : 


Violations of these statutes are usually reported Фу business 


concerns which have suffered injury by reason of a combination or conspir- 
acy operating in restraint of trade between the States. Any information re- 
garding contracts, combinations or conspiracies in restraint of interstate 
trade, or tending toward a monopoly, and any acts of interference with inter- 
State trade or commerce should be reported to the Federal Bureau of Investi- 
gation. 


Bankruptcy Violations 


Violations of this Act are usually reported by referees in bank- 
ruptcy, trustees, credit associations, or creditors. However, the receipt 
of information will be appreciated which may be obtained relative to viola- 
tions of this Act, such as concealing money; merchandise, or property either 
vefore or after the filing of the bankruptcy petition; concealing, destroy- 
ing, mutilating, or falsifying books and records before or after the bank- 
ruptcy petition was filed; receiving concealed property; or ^ perjury or false 
claims. Fio 


Information that shipments were made from the bankrupt store 
late at night or in a covert manner; that vans or trucks were loaded at ‘the 
bankrupt's premises; that the bankrupt hastily liquidated his affairs im- 
mediately prior to closing by sacrifice or below-cost sales, all are sig- 
nificant of irregularities and are a material aid to the progress of the 
investigation. Attempts on the part of the bankrupt to collect old accounts 
after proceedings have been instituted also indicate possible violations. 


Crimes on Government Reservations 

The investigation of all types of crimes committed on Govern- 
ment reservations, including Indéian-reéservations, or in any Government build- 
ing, or on other Governrzent property, is under the jurisdiction of the Féd- 


"éral Bureau of Investigation, and any information concerning ‘such crimes 


should be forwarded to the nearest field office. 


The Federal Bureau of Investigation conducts investigations for 
‘the purpose of locating and causing the arrest of persons who are fugitives 


from justice by reason of violations of the Federal laws over which the 
Bureau has jurisdiction, of escaped Federal prisoners, and parole and pro- 
‘bation violators. When the arrest of a Federal fugitive from justice is 


not brought about within a reasonable time, an Identification Order or want- 


ed "Flyer" is distributed to peace officers in all parts of the country, 
containing the name, photograph, fingerprints and description of the fugi- 


tive together with all available information which might ‘prove helpful in 


“bringing about his arrest. When the fugitive is apprehended, an Apprehen- 


sion Order ig issued so that all efforts to locate the individual may ‘be 
discontinued. 


It is highly important in investigations relating to fugitives 
from justice that any information secured be forwarded to the nearest field 
office without delay. 


Espionage, Counterespionage, Sabotage, Neutrality Violations 
and other National Defense Matters 





During the summer of 1939 the Chief Executive of the United 
States coordinated under the Federal Bureau. of Investigation all investi- 
gative activity relating to espionage, counterespionage, sabotage, neutral- 
‘ity violations and related matters. .On September 6, 1959, the President 
issued the following directive calling upon all law enforcement agencies to 
cooperate with the FBI: : 
"The Attorney General has been requested by me to 
instruct the Federal Bureau of Investigation of the 
Department of Justice to take charge of investiga- 
tive work in matters relating to espionage, sabotage, 
and violations of the neutrality regulations. 


This task must be conducted in a comprehensive and 
effective manner on a national basis, and all infor- 

* mation must be carefully sifted out and correlated 
in order to avoid confusion and irresponsibility. 


To this end I request all police officers, sheriffs, 
and all other law enforcement officers in the United 
States promptly to turn over to the nearest repre- 
sentative of the Federal Bureau of Investigation any 
information obtained. by them relating to espionage, ' 
І counterespionage, sabotage, subversive activities 
nsert new and violations of the neutrality law." ___ Sa 


: resident issued a second 
On. January 8, 1943, the P d the: one dated: 


, 
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directive vhich reiterated and. re-emphasize 
general dissemination of information related thereto. The 1938 Act penal- 
ized taking photographs or making representatives of any of the installa- 
tions or equipment later to be defined without proper authority. 


The Federal Espionage Laws make unlawful the obtaining or рег- 
mitting to be obtained information affecting the National Defense, either 
in peacetime or war, with the intent to use such information to the detri- 
ment of the United States or to the benefit of some foreign power. Going 
upon a military reservation or like prohibited place; copying. or assist- 
ing others to copy maps and similar documents; receiving, obtaining or at- 
tempting to obtain such information; and having unlawful possession of mil- 
itary writings and similar materials with such intent and purpose are pro- 
hibited. Likewise there is a penalty if one having lawful possession of 
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Extortion 


confidential data loses the same or allows it to reach improper hands through | 
gross negligence. The Espionage Laws further make it a "Federal offense to 7 


disclose information affecting the National Defense with intent or reason to 
believe it will be used to the detriment of the United States or to the ben- 
efit of some foreign power. This is applicable during peacetimes, as well 
as during war, but the wartime penalties are more stringent. There is also 
a Federal Statute pertaining to seditious or disloyal acts or words in time 
of war, and a conspiracy to violate this or another espionage law is an 
offense likewise. | 


In connection with sabotage during peacetimes it is a Federal 
offense to wilfully injure or commit depredation against United States prop- 
erty, property belonging to a corporation in which the United States is a 
stockholder, or any property being manufactured under contract for the War 
and Navy Departments. Another Federal Statute penalizes the damage to ves- 
sels engaged in foreign commerce and the cargoes of such vessels and the 


“penalty is also applicable to foreign ships if the overt act ultimately 


causing the injury occurs while the vessel is within the admiralty and mar- 
itime jurisdiction of the United States. There is also a penalty provided 
if, with intent to prevent the exportation of articles in foreign commerce, 
one damages the articles or the places they may be while in such commerce. 
Other statutes prohibit damage to fortifications or harbor defenses, the 
unlawful entry upon military reservations, and the wrecking or attempting 
to wreck a train engaged in interstate commerce. 


Sabotage statutes effective only in time of war penalize in- 
jury to or destruction of war material, premises; or utilities with intent 
to injure or obstruct the United States or any associate nation in prepar- 
ing for or carrying on a war. Likewise, making or causing war material to 
be made in a defective manner or making defective repairs is punishable. 


Whoever with intent to extort from any person, money or other 
things of value, mails or causes to be mailed: any communication containing 
any threat (1) to injure the person or property of any person, or (2) to 
kidnap.any person, ог (3)_oon+aimiag- ny demand or request for ransom or re- 
ward for the release of a kidnaped person, is chargeable with a Federal vio- 
lation. If the message is transmitted interstate by means of telephone, 
telegraph, radio, or orally, there is likewise a violation of the Extortion 
Statute. Е 


Federal Fugitive Act 


An Act approved on May 18, 1934, makes it a Federal offense for 
any person to move or travel ‘in interstate or foreign commerce with intent 
to avoid prosecution for murder, kidnaping, burglary, robbery, mayhem, rape, 
assault with a dangerous weapon or extortion) accompanied by threats of vio- 
‘lence or for an attempt to commit any of the foregoing offenses. This Act 
also. makes it a Federal offense for any person to travel in interstate or 
foreign commerce to avoid giving testimony in any criminal proceedings in 
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such place in which the commission of a felony is charged. 
Federal Anti-Racketeering Statute 


An Act approved on June 18, 1934, makes it a Federal offense 
for any person in any way to affect interstate trade or commerce. by obtain- 
ing or attempting. to obtain by threat, force, violence or coercion, the 
payment of money or other valuable considerations for the purchase or rent- 
al of property or protective services. This Statute further makes it a Fed- 
eral offense for any. person to obtain the property of another with his con- 
sent through the wrongful use of force or fear or under the color of offi- 
cial right when interstate commerce or trade is affected. 


This Act further penalizes the commission or threats to commit 
any acts of physical violence or physical injury to a person-or property: in 
furtherance of a plan or purpose to interfere with interstate trade or com- 
merce. 


Impersonation 


Whenever information is received by a peace officer or law en- 
forcement official which indicates that an individual has falsely claimed 
to be an officer or employee of the United States and that such individual 
fraudulently acted as if he were a Federal officer, or that he obtained or 
demanded anything of value, such as loans, credits, money, documents, or 
the cashing of checks, such information should be transmitted to the Federal. 
Bureau of Investigation, which will begin an immediate inquiry to determine 
whether à Federal law has teen violated. 


Kidnaping 


Under the provisions of an Act of Congress approved by the Pres- 
ident on May 18, 1934, whoever transports or aids in transporting in inter- 
state or foreign commerce any person who has been unlawfully seized, con- 
fined, inveigled, decoyed, kidnaped, abducted,. or carried away by any means 
whatsoever and held for ransom or reward or otherwise is guilty of violat- 
ing a Federal law. Also, if two or: more: persons enter into an agreement, 
confederation, or conspiracy to violate the provisions of this Act and do 
any overt act toward carrying out such unlawful. agreement, confederation, 
or conspiracy, such person or persons are guilty of violating the Federal 
Kidnaping Law. Further, on January 24, 1956, the President approved an Act 
making it a violation to receive, possess or dispose of any money knowing 
the same to have been delivered as ransom or reward. Cases of this nature 
are investigated by the Federal Bureau of Investigation. Any information 
regarding cases of this nature in the possession of law, enforcement offi- 
cials or citizens indicating a violation of this law shdéuld be promptly 
transmitted to the nearest field office, or the Bureau may be.called direct 
by calling collect National 7117,. Washington, D. C. 


Larceny From Interstate Shipments 


Any facts which indicate that any person or persons have stolen 
anything being shipped from one state to another state, from any freight ors 
express shipment or passenger car, or that any person has received anything 
which was stolen from such shipments should be reported to the proper field 
office. 


National Bank and Federal Reserve Acts 


These statutes specify criminal offenses on the part of employ- 
ees or agents of institutions coming under the jurisdiction of the above 
Acts, such as embezzlement, abstraction, or misapplication of funds, and the 
making of false entries in the books of a National Bank or a Member Bank of 
the Federal Reserve System, or in reports to the Comptroller ofthe Currency. 
An Act was approved August 23, 1935, extending the penal provisions of the 
above Acts to Insured Banks of the Federal Deposit Insurance Corporation. 


National Motor Vehicle Theft Act 


Persons who transport a stolen motor vehicle from one state to 
another state, knowing the same to have been stolen, may be prosecuted in 
the United States courts for the transportation of the stolen vehiclé. Also, 
persons who receive, conceal, store, barter, sell, or dispose of any motor 
vehicle moving as, or which is a part of, or which constitutes, interstate 
or foreign commerce, knowing the same to have been stolen, may be prose- 
cuted in the United States courts under this Act which is also known as the 
Dyer Act. 


When an individual is found in possession of an automobile and 
there ‘is reason to believe that his possession of the motor vehicle is not 
lawful and that it has been Stolen and transported in interstaté or foreign 
commerce, if the facts are called to the attention of the Federal Bureau 
of Investigation, an investigation will be made to 4 егшіле whether there 
has been a violation of the National Motor Vehicle Theft Act. 
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National Stolen Property Act 


This Act, approved on May 22, 1934, and amended August 3, 19939, 
makes it a Federal offense to transport or cause to be transported in inter- 
state or foreign commerce any goods, wares or merchandise, securities or 
money of the value of $5,000 or more theretofore stolen, embezzled or taken 
feloniously by fraud or with intent to steal or purloin knowing the same to 
have been so stolen or taken. This Act also penalizes the receiving, con- 
cealing, storing, bartering, selling or disposing of goods, wares or merchan- 
dise, securities or money of the value of $5,000 or more by a person knowing 
the goods to be stolen, such having been transported in interstate or foreign 
commerce. This Statute also-makes—it.a Federal offense for any person to 
pledge or accept as, security for a loan any goods, wares or merchandise, or 
securities of the value of y $500 g¥more, which have been stolen or feloni- 
ously taken by fraud and trgnsporte in interstate or foreign commerce. 
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| „Robbery of National Banks, Member Banks of the Federal Reserve Systen, and 
+ Insured Banks of the Federal Deposit Insurance Corporation. 


On May 18, 1954, there was approved by the: President a Statute 
“which makes it a Federal offense to rob any National Bank or Member Bank. 
of the Federal Reserve System. This Act covers the taking by force and vi- 
olence, or by putting in fear, of any property in the care, custody, con- 
trol, management or possession of any Federal Reserve Member Bank ‘or Na- 
tional Bank. This Statute also penalizes the assault of any person or the 
placing in jeopardy of the life of any person by the perpetrators of. the 
robbery of a National Bank or Member Federal Reserve Bank. The statute al- 
so expressly covers the killing or kidnaping of any person in connection 
with the robbery of a Federal Reserve Member Bank or a National Bank. An 
Act of Congress, approved August 23, 1935, extended the provisions of the 
Federal Bank Robbery Act to Insured Banks of the Federal Deposit Insurance 
Corporation. On August 24, 1937, the Federal Bank Robbery Act was amended 
to cover burglaries and larcenies committed in National Banks, Member, Banks 
of the Federal Reserve System, and Insured Banks of the Federal Deposit In- 
surance Corporation. 


Selective Training and Service Act of 1940 


Violations of the Selective Service Act, which may include fail- 


ure to register, return questionnaire, report for induction, or the making. 


of. any false or incorrect registration, classification, physical or mental 
examination, deferment, induction or enrollment, are within the investiga- 
tive jurisdiction of the Federal Bureau of Investigation. 


Theft, Embezzlement, or Illegal Possession of Government Property 
.It is a violation ОҒ a Federal law to embezzle, purloin, or 
steal any property of the United States,-or to receive such property know- 
ing the same to have been stolen. This Bureau has investigative jurisdic- 
tion. over ‘offenses of this nature. 
ы ++ а + 


White Slave Traffic Act 





i The White Slave Traffic Act is frequently referred to as the Mann 
Act. This Act provides that any person who shall knowingly transport or 
cause. ta be transported, or aid or assist in obtaining transportation for, 
or in transporting, in interstate or foreign commerce, any woman or girl 
for the purpose of prostitution or debauchery, or to engage in other immoral 
practices, shall be deemed guilty of a felony. The Federal Bureau of Inves- 
tigation. is desirous of receiving any information which indicates a viola- 
tion of this Act. Law enforcement agencies, officers, and citizens are in- 
vited to advise the Federal Bureau of Investigation of any information in 
their possession indicating a. violation of any of the foregoing Federal 
laws. 
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United States Attorneys 


The prosecution of violations of Federal laws is a function 
of the United States Attorneys in the various Federal judicial districts 
throughout the United States. All information obtained by employees of this 
Bureau relative to-alleged violations of Federal laws is submitted to the 


‘United States Attorney for his information and guidance to. determine whether 
prosecutions should be эө against the individuals involved. 
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5 B THE SELECTION оғ PERSONNEL, 


PS AM Special Agents of the FBI, -at the tine of their. appointment, 
must be beixoen the ages.of 25 and 40, In order to be eligible. for the posi- 


tion.of-Special Agent, an applicant must be a graduate of an accredited law. 


.School and-a member of a State Bar Association, or a graduate of an accred- 


ited:accounting-school with at least three years' experience іп commercial 
accounting or auditing. Only United States citizens are eligible. for ap- 
pointment, and persons likely to be inducted into the Armed Forces in the 
near future will not be considered. 


‘When it is realized that Special Agents of the FBI are responsi- 


‘ble for investigation of all national defense matters affecting the security 


of the nation in this time of war as weil as involved bankruptcy ‘frauds, 
antitrust and National Bank Act violations, as well as crimes on government 
reservations, kidnapings and bank robberies, the necessity for insisting 
upon trained, experienced and physically fit men will be readily understood. 
Then, too, the force of Special Agents in the -Federal Bureau of Investiga- 
tion is comparatively small. When a Special Agent arrives in a town he must 
be qualified to handle all the investigations pending: in that city; other- 
wise, if there were four types of investigations to,be made and if each of 

the Bureau's Special Agents were qualified in only one type of work, four 
Special Agents would be required in that city. It would be impossible for 
the Bureau to perform its large volume of work -unless every Special Agent 


‘were trained to handle all types of investigations within the Bureau's .ju-. 


risdiction. 


Physical condition is of importance in the selection of. the per- 
sonnel. Before an applicant is appointed to the service, it is necessary 
that he have either a United States Public Health physician, or his fanily 
physician certify that, from a preliminary examination, he ‘appears capable 
of performing the vigorous physical activities frequently required of Spe- 
cial Agents. All applicants for the position of Special Agent must have un- 
corrected vision of not less than 20/40 (Snellen) in one eye and at least 
20/50: (Snellen) in the weaker eye, * «without glasses, and must have a correct- 
ed vision of 20/20 in each eye. No. applicant will de considered who is 
color-blind. All applicants must be at least five feet seven inches tall 
without shoes and must be able to hear ordinary conversation at a distance 


of at least fifteen feet with each,ear. ' In addition, each of those who are 
‘appointed is required to undergo a more thorough and rigorous physical ех- · 


amination after he has reached Washington, where blood tests, X-ray photo- 


graphs, and other examining methods are-employed by government specialists 
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Let 
in order to determine whether the applicant is fully qualified to perform 
the strenuous physical activity his position as a Special Agent might re- 
quire and to ascertain that his vision is not defective and that he is other- 
wise possessed of normal faculties. 


Those applicants who demonstrate a likelihood of satisfactory 
development and who have passed both the oral and the written examination 
are then carefully investigated as to reputation, ability and fitness for 
appointment. The applicant's scholastic and employment records are thor- 
oughly checked, and the nature and character of his previous activities ín 
schools, colleges and places of employment are ascertained. His credit 
rating, moral standing, the nature of his associates, and all other perti- 
nent information with reference to his reputation, character, and general 
fitness for the position are ascertained. The investigation is thorough, 
intensive, and extensive. The necessity for this is obvious when it is 
realized that day in and day out the Special Agent is in possession of high- 
ly confidential information involving the defense of America or plans of 
saboteurs or espionage agents. The trust placed in the Men of the FBI must 
not be violated - every man must be an American citizen whose loyalty is 
proved beyond doubt. 





OUTDOOR FIREARMS RANGE, FBI ACADEMY, QUANTICO, VIRGINIA. 


Figure l. 
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Those’ who have- shown suitable proficiency and .ability as a re- 
sult of these tests and ‘investigations have their names placed upon an el- 
igible list. If there should be a large number on the eligible list at one 
time and it becomes necessary to select thirty: new Special Agents фо fill 
vacancies, those thirty on the eligible list who are possessed of the most 
outstanding qualifications, .regardless of political, religious, social or 
other types Of affiliation or influence would be selected. 


Application forms are obtained from and filed with the Bureau 
in Washington or any of the field offices of the FBI. Application forms 
will be sent to those possessed of the required qualifications when a re- 
quest is directed to the following address: 

Director mE 

E Federal Bureau of Investigation | 
United States Department of Justice 
Washington, D. C. 


. “In the event an applicant ‘is afforded an examination and does 
not make a passing grade, he is‘eligible to take a re-examination only after 
‘the lapse of a period of two years. | 


' fhe entrance salary for the position of Special Agent 'of the 
Federal Bureau of Investigation is $3,200 per ànnum. - 


OTHER EMPLOYEES 
Clerical Positions : 


All. positions in the FBI are positions of trust. The clerical 
employees are constantly in touch with confidential war matters and the con- 
“fidence placed in them can be entrusted only to persons whose loyalty is 
unquestioned. қ 3 у 


Application may be made fop the following positions: Transla- 
tor, Stenographer, Typist, Clerk, jf Ünder-clerR, ‘and Messenger. Stenographic 
applicants are required to take a díctátion test at'the rate of 120 words 
per minute and qualify as Typists, ek. Typist applicants must pass aftyping ——— 
test at the rate of 45 words per minute. Applicants for appointrent?to the І 
various clerical positions in the Bureau, whether male or female, must ve[16] 
years of age or older. Male applicants must be capable of. ‘performing ardu- 
ous physical exertion. Female applicants must be capable of performing” mod 
erate physical exertion. Visual: -acuity must be good. and if glasses are' worn, | 
the vision must be corrected to the recognized normal standard’ of 20/20'*in 
both eyes. These positions are not under Civil Service regulations. Only. 
citizens of the United States are eligible for appointment. 


* 


‘Each male applicant must pass a rigid physical exanination 
immediately upon reporting to duty in Washington, and in the Avent this 
‘physical examination revéals that he is not considered ‘capable of perform- Sø 
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ing strenuous physical duties, or that his vision is defective, any appoint- 
ment offered will be immediately recalled. A visual standard of 20/40 un- 
corrected in one eye and at least 20/50 uncorrected in the weaker eye, cor- . 
rected to the recognized normal vision of 20/20 in both eyes has been set. 
Male applicants must ‘not be color-blind. 


Translator applicants must be able to successfully translate 
material from the English language into a foreign language and vice versa. 
Translator applicants must be thoroughly qualified in more than one foreign 
language. 


For appointment to the position of Clerk at the Seat of Govern- 
ment applicants must be high school graduates, 88 Zhey need not possess 
typing ability. Assignments will te mado to teletype and telephone operator 
positions, accounting clerical positions, file clerk positions, and student 
fingerprint classifier positions, and other positions in the Identification 
Division. - 


The physical. qualifications for these positions are the same as 
for clerical positions in the Bureau with the exception of those who will. 
be considered for appointment to student fingerprint classifier positions 
after their period of training. These employees must have vision of no less 
than 20/40 in one eye and 20/50 in the other eyey both corrected to 20/20. 
They must have no color vision defects. 


Entrance salaries for the various positions above enumerated 
are as follows: 


Тгапв1а%ог..............„.$1800 рег аппип | Typist.........,91440 per annum 
Stenographer.............. 1620 " = Clerk........... 1440 T " 


In addition Bureau Clerical employees receive overtime pay 
„ amounting to approximately 21% of their base pay. Fingerprint positions are 
filled from the Bureau's clerical staff. 


All applications for these positions are filed with the Direc- 
tor, Federal Bureau of Investigation, United States Department of Justice, 
Washington, D. C., or with a field office, of the Federal. Bureau of Investi- 
gation. Applicants for stenographic and clerical positions are interviewed 
by officials of the Bureau or by Special Agents in Charge of the Field Of- 
fices in the same manner in which the applicants for the position of Spe- 
cial Agents are interviewed, and are thoroughly investigated as to their 

_ character and general fitness before appointments are made. 
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Positions in the Sein eae Laboratory 


The technical experts of the FBI are engaged in important war 


work conducting research in bombs and explosives, secret writings and inks, 
and:code messages. Examination of evidence in sabotage and espionage: cases 
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are conducted daily in the hee tod Laboratory to-assist the Special. Agent 
in the Field. ; 

In the Fechmées! Laboratory of the Federal Bureau of Investi- 
gation the personnel is made up of those who have had technical and scien- 
tific training and experience, and the selection of the personnel to work 
in this Laboratory is made after most careful scrutiny of the record, char-. 
acter, and ability of the applicants for these positions. 


General requirements - The general requirements of the appli- 
cants are that they be citizens of the United States between the ages of 
23 and 35 years, in good physical condition with.eye deficiencies no great- 
er than 20/40 uncorrectéd in one eye and at least 20/50 uncorrected in the 
weaker eye, corrected to the recognized normal vision of 20/20 in both eyes, 
and normal color vision. ‘All appointments: ‘to-positions-in«the .FBI. -Labora- 
tory are strictly probationary for the first ninety days and: appointees who 
are not found eligible for promotion at the expiration of this time will be 
separated. from the service. It is pointed out that it is often necessary 
for Laboratory Technicians to personally visit the scene of crime in ‘any 


‘part of the United States and make investigations at that point, and to 


assist and advise Special Agents of the Bureau in their investigations. In 
addition to the general duties of each position, which are set forth ‘below, 
it is necessary from time to time to assign the technicians to specialized 
duties. Application forms may be obtained from the Director of the Federal 
Bureau of Investigation at Washington, D. C. Applicants tay be required to 
proceed at their own expense to the nearest field office of the Federal 


‘Bureau of Investigation for. interview. i 


Junior Document Identification Specialist - The holding of this 
position, which is Grade CAF 5, with a starting salary of $2000, is con- 
sidered a prerequisite to, subsequent appointment to the positions of As- 


“sistant Document Identification Specialist at $2600 and Document Identifi- 


cation Specialist at $3200. Applicants must have attained a college degree, . 
majoring in the sciences (optional major in chemistry, physics, psychology, 
biology, mathematics, geology, et cetera). Junior Document Identification 
Specialists, after appointment, are given instruction in this particular 
work for a minimum period of one year. In addition to the above require- 
ments, preferential attention will be given to those having one or more of 
the following qualifications or experiences: Master's Degree in the Sci- 
ences; two years of commercial employment along the lines, of their univer- 
sity studies; experience in practical: photography; any experience in hand- 
writing study or penmanship; commercial art; general artistic ability; .en- 
graving; paper chemistry; microchemistry; ink chemistry; law; lecturing;. 
public speáking or other forms o public appearance; employment with type- 
writer manufacturers; or a study of” the- examination of questioned documents, 
including handwriting, typewriting, paper кыран ‘ink analysis, oblit- 
erated writings, et cetera. 


Junior Analytical Chenist (Toxicology = Serology) - The holding 
of this position, which is Grade P-1 with a starting salary of $2000, is 
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considered. a prerequisite to subsequent appointment to the positions of 
Assistant Analytical Chemist at $2600 and Analytical Chemist at.$3200. Ap- 
plicants must have attained a Master of Science degree in the physical sci- 


a + - ` 7 
ences with a major in chemistry or bio-chemistry. fant гар. /5 с 


In addition to the above general qualifications preferential 
consideration will be given to applicants who have one or more of the fol- 
lowing special qualifications or experiences: Ph. D. or D. Sc. in organic, 
physiological or analytical chemistry; studies in pathology, pharmacology, 
toxicology, histology, microscopy, microchemistry, hematology, serology, 
‘bacteriology, or immunology; two years of commercial laboratory experience 
in chemical analyses, hospital laboratory technique or research laboratory 
methods. 


Junior Physicist - The holding of this position which is Grade 
P-1 with à starting salary of $2000, is considered a prerequisite to sub- 
sequent appointment to the positions of Assistant Physicist at $2600 and 
Associate Physicist at $5200. Applicants must have attained a Master's De- 
gree іп the sciences with a major in-physics and a minor in chemistry, or 
mathematics, with emphasis on spectrographic work in either major or minor 
subjects. In addition to the above qualifications, preferential considera- 
"tion will be given to applicants having one or more of the following special 


qualifications or experiences: Ph. D. or M. S. degree in the sciences; two 


years! commercial experience along the lines of their college training; 
spectrography; optics; electronics; X-rays or acoustics. 


Junior Firearms Identification Specialist - The holding of this 
position which is Grade CAF 5 with a starting salary of $2000, is consider- 
ed a prerequisite to subsequent appointment to the positions of Assist- 
ant Firearms Identification Specialist at $2600 and Firearms Identification 
Specialist at $3200. Applicants must have attained a college degree in the 
sciences, preferably with a major in physics, mathematics or chemistry or 
with a major in chemical or mechanical engineering. 


In addition to the above general requirements preference will be 
given to applicants having one or more of the following qualifications or 
experiences: Master's Degree in the sciences or engineering; two years' com- 
mercial experience along the lines of their university education; previous 
knowledge and experience in firearms, particularly side arms, including men- 
bership in pistol clubs, Reserve Officers Training Corps or military serv- 
ice; gunsmithing; mathematics; internal or external ballistics; instrument 
making; employment with ammunition or firearms manufacturers or experience 


With explosives. oll uas. — — 
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Laboratory Aide ~ The holding of this position is considered a 


plicants must have attained a college degree in the sciences with a major in 
metallurgy or geology and a minor in geology or metallurgy. In addition to 


prerequisite to subsequent appointnent to a hrghen posvesens 4o 9 аө 


Grade §P-5 with a starting salary. of $1,800. ⸗ — i 
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y ¿Ya above qualifications, preferential consideration will be given to appli- 
tcants "having one or more of the following special q ons or experi- 


ences: Master's or Ph. D. Degree in the sciences; two years' commercial ex- 
periente along the lines of their college training: Soil analysis; mineral- 
ogy; assaying; microscopy; metallography; photomicrography; microchemistry; 
or industrial dust analysis; petrography; or steel manufacture. 
Cryptanalyst | Қ — 

Р-1 хоер оссериес - The holding of this position, which is 
Grade GAt=5 with a starting salary of $2000, is considered a prerequisite 
to subsequent appointment to the positions of Assistant Cryptographer at 
$2600 and Associate Cryptographer at $3200. 


In addition to the. above general requirements preferential con- 
sideration will be given to those having one or more of the following qual- 
ifications-or- experiences: Master of Science degree either in mathematics, 
modern languages, ог іп ‘physics, chemistry, or astronomy with a major in 
mathematics or statistics; two years' commercial employment along the lines 
of their university. studies; experience in cryptography, statistics, prep- 
aration of financial charts, the analysis of insurance data, expert knowl- 
edge of chess, expert knowledge of puzzles, knowledge of radio operating 
procedures or foreign language ability. 

Junior Electrical Engineer - The holding of this position, which 
is Grade P-1 with a starting salary of $2000, is considered a prerequisite 


‘to the subsequent appointment to the positions of Assistant Electrical En- 
gineer at $2600 and Associate Electrical Engineer at $3200. | 


Applicants must have attained at least a Bachelor of Science 
degree in electrical engineering or an equivalent basic education in elec- 


‘trical engineering. Appointments are strictly probationary for the first 


ninety days and appointees who are not found eligible for promotion at the 
expiration of their instruction period will be separated from the service. 


In addition to the above general qualifications preferential 
consideration will be given to applicants having one or more of the follow- 
ing qualifications or experiences: M. S. degree in electrical engineering; 
professional electrical engineering degree; two years or more of commercial 
experience in electrical design, construction, operation, or repair; or ed- 
ucational and commercial qualifications in radio or communications engineer- 
ing. 


Radio Operator - This position is Grade CAF 5 with a starting 
salary of $2000 per annun. Applicants must have attained at least a high 
school education and must be ablé to receive and transmit 25 words per fin-” 
ute in the International Code and receive and transpose directly on the 
typewriter. Applicants must also be able to operate a teletypewriter and 
must be capable of doing ordinary repair and maintenance work on a radio 
station under the direction of a radio engineer. Appointments are strictly 
probationary for the first ninety days and appointees who are not found: 
capable of carrying out their assignments will at the expiration of their 
probationary period be ‘separated from the service. 


al ө 95 Beare of 


e. 


In addition to the above general qualifications, preferential. 


consideration will be given to applicants having one or more of the fol- 
lowing qualifications or experiences: A college degree in one of the sci- 
ences or in engineering, commercial -experience in electrical design, radio 
construction, operation or repair; or educational and commercial. qualifica~ 
tions in radio or communications engineering. . TE : ө 

Assistant Radio Monitoring Officer ~ This ‘position is. P-2 with 
a starting salary of $2600 per annum. Applicants must have the- same basic 
requirements as for Radio Operator, and in addition a good general knowledge 
of frequency characteristics, special radio equipment, such as D. F. equip- 
ment and experience in monitoring or receiving difficult and obscure radio 
signals. 

Photographers - Applications for appointment to the position 
of Photographer in the Federal Bureau of Investigation, United States De- 
partment of Justice, will be accepted from male applicants between the ages 
of twenty-one and thirty-five years, who have had at least three years! 
commercial experience, including the use of camera equipment, contact print- 
ing, enlarging, filter work, and lighting effects. In addition, they must 

. have knowledge of the preparation of lithographic negatives and a general 
knowledge of chemicals used in making up developers and other formulas used 
in photographic work. This position is not under Civil Service regulations. 
All applicants must pass a rigid. physical examination immediately: upon re- 
porting to duty in Washington, the same as applicants .for the position of 
Special Agent. A visual standard of 20/40 uncorrected in one eye and at 
least 20/50 uncorrected in the weaker eye, corrected to the recognized 
normal vision of 20/20 in both eyes has been set. Applicants must not be 
color-blind. Persons appointed to perform these duties enter on duty as 

Assistant Photographers with a starting salary: of $1620 per annum. ‘ 


raining - : TRAINING 






The Bureau maintains E ped rooms in the Depart- 
ment of Justice puilaing E A A purposes. The facilities 
of the FBI Laboratory and Identification Division are also utilized. In 
addition, located on the Marine Corps Reservation at Quantico, Virginia, 
is the FBI Academy, a modern brick structure housing classrooms, dormito- 
ries, a dining room, and gymnasius under one roof. Just west of the Academy 
is the FBI Range, recognized as one of the safest and best-equipped firing 
ranges in the country. 







A regular faculty of full-timg instructors and more than fifty 
experts on various phases of crime: detection and investigative technique 
comprise the Bureau's staff of lecturers. This staff is supplemented by a 
group of distinguished criminologists who-are connected with colleges, uni- 
versities, social and civic organizations, and: law enforcement agencies 
throughout the United States. Training is afforded to all newly appointed 
Special Agents; to members of the FBI National. Academy, which trains men- 
bers of local’ and. state law enforcement agencies; and to -the experienced 
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Special Agents of the Bureau, who, from time to time, are given retraining 
courses, 


® 


` i 
Monthly Firearms Training for Officials and Special 
Agents of the Bureau 
Every Special Agent and official of the Federal Bureau of In- 
vestigation is required to receive training each month in the handling of 


_ firearms. This training program is critically analyzed and improved with 


a view to obtaining a greater degree of practical experience. In the fire- 
arms training courses, both at the Seat of Government and in field offices, 
there have been developed practical courses to provide training for the 
firing of weapons from behind barricades, from both the right hand and left 
hand, from standing, kneeling, prone and sitting positions, and. from the 
hip after quickly drawing the revolver. In every way possible this training 
serves to equip the Special Agent to defend himself and to safely, accu- 
rately and swiftly handle firearms in a proper manner. 


Inspections - The Federal Bureau of Investigation maintains a 
staff of Inspectors who make detailed analyses of the performance and ef- 
ficiency of its field offices and divisions as well as the personnel, equip- 
ment, and performances. The Inspectors are trained, experienced men. They - 
find out ‘by means of their inspections individual needs on the part of per- 
sonnel and the collective needs of a particular group of employees. With 


‘this individual and collective information available, the Inspector is then 


able during the course of his inspection to give individual and collective 
instruction dealing with the specific needs of the employees for such in- 
struction. This type of work is a definite part of the training program of 
the Federal Bureau of Investigation. 
FBI National Academy 

-CBi-Netiens-eadeny-- The Federal Bureau of Investigation oper- 
ates in connection with its trainíng work the FBI National Academy. Its 
purpose ís to train carefully selected representatives of law enforcement 
agencies so that upon „ЫЗ! graduation they can return to their own agencies 
and instruct the 65951616 menbers of their organizations. The facilities 
of this type of training are available to chiefs of police, sheriffs, super- 
intendents of state police organizations or any subordinate employees nom- 
inated by them. Those who attend the FBI National Academy are required to 
be American citizens, less than fifty-one years of age, capable of perform- 
ing vigorous physical activity and of good character and reputation. They 
must be employed on a full-time basis by a law enforcement agency of a mu- 
nicipality, county or state. 


Application and personal history forms are used in making ap- 
plications to attend the Academy. These forms will be provided by the Fed- 
eral Bureau of Investigation to any law enforcement agency requesting them. 


The application must be made by the chief of police, by the sheriff or by 


the superintendent of state police or highway patrol or by some official of 
higher rank. The application form likewise nominates a representative of 
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the department to take such training. There is attached to the application 
blank a personal history record form which is filled out by the officer nom- 
inated, showing his previous experience, his personal history and refer- 
ences, which will serve as a basis for an investigation by the FBI. The 
applications are given consideration in the order of their receipt by the 
Bureau and when an application is received for any particular session of 
the Academy, an investigation is then made of the officer nominated by his 
superior to establish the fact that he possesses the above-enunerated quali- 
fications. When the officer nominated has been found acceptable, an invi- 
tation is then extended to the administrative head of the law enforcement 
agency to designate the particular officer who was nominated to attend the 
Academy. The application. forms and personal history forms can be obtained 
by writing to: | 


Director 

Federal Bureau of Investigation 
U. S. Department of Justice 
Washington, D. C. 


: Although the course given in the FBI National Academy is pri- . 
‚ marily for the purpose of training police instructors, substantive instruc- 
. tion is provided on numerous subjects which can bo classified under the fol- 
: lowing general headings: Scientific, Technical and Identification Methods; 
Statistics, Records and Report Writing; Firearms Training; Investigations, 
Enforcement, Regulatory Procedure, and Traffic; Police Organization and Ad- 
ministration; Police Training School Organization and Management; and Teach- 
ing Methods. During this course of training each student learns to classify 
and file fingerprints in the FBI Identification Division which contains the 
largest collection of criminal records based on fingerprints in the world. 
Each student likewise is given training in the FBI Laboratory and on the 
outdoors and indoors firearms ranges. Specific instructions are given in 
the conduct of various types of investigations and'in other law enforcement 
subjects, as well as in crime prevention work. An extensive course is-given 
on police organization and. administration subjects and actual experience is 
provided, following formal. instruction, in teaching classes and in making 
public addresses. The faculty of instructors. consists of the regular full- 
tine staff of instructors of the FBI, supplemented by numerous experts of the 
Federal Bureau of Investigation located in Washington, and there is likewise 
a large staff of visiting instructors including nationally-known police 
officers and college and university instructors whose services are made 
available in connection with this course of training. 


There is no cost whatever for the training or for any of the 

‘equipment used in connection with the course given at the FBI National. 

Academy. The only cost to a law enforcement agency having a representative 

in attendance is the cost of transportation to and from Washington and: the 

maintenance of the officer while attending the course. Except for a limited Vy 

period when the instruction is given at Quantico, Virginia, the instruction ‚ 

is given at Washington, D. C., where rooms -ane-avodlablo-94-$35+00-pos o AAN Л 

L£nd ore r- Many -0L- tiro officers ле treve-eirtended the Academy heave” preferred 
accommodations at rooming houses are available at $8.00 to $12.00 per / 
week. Meals can be obtained at the Government Cafeteria at reasonabl 
raies.. : 20 ! 


oclive.at-loosl-hotels -whore- reasonable -rates-are quoted, taking. their 
serke~ wherever -convermientr Each student, upon arrival at the-Academy, is 
provided with a list of rooming housesphoeréing- hovsen;-tourict-camps and v 
"hotels from which to choose his living accommodations while attending the 
course. 


Each session of the FBI National Academy lasts for fourteen 
weeks. Three sessions are held each year, usually beginning in January, in 
April and in either July or August. divided + & maximum of eighty students 
enrolled in each class which is De ALL into «two sections in order to 
provide the greatest possible amount of individual attention to each stu- 
dent. The training itself is, for the most part, of a practical type that 
can be used by the student upon his return to his department and which will 
serve to aid him ‘in connection with the operation of a training school in 
his own organization following his graduation. Consideration is given the. 
alarming youth problem and suggestions are made for its control. 


FBI. Law Enforcement Conferences de 


In the Fall of 1939 the FBI with the cooperation of National. Po- 
lice Academy Associates and Chiefs of Police throughout the nation com- 
menced a plan to-mobilize law enforcement and furnish training to police 
officers for the purpose of 2. all investigative work in espio- 
nage, sabotage and violations, р wart, utes. .Since that time 
conferences have been held weber теб, ЫЛ h law enforcement of- 
ficials. In addition to the ‘training and ыо afforded at these con- 
ferences and in continuing the mobilization plan the FBI has conducted 438 
police training schools for war time work, covering civilain defense prob-. 
lems of police and war traffic problems. Mere -than-39;7000-taw enforcement 
officers -represonting- over -4,000-iaw -enforcememt- -agenttes “attendee tire — 
eourses. The conferences with police are continuing under the leadership of 
the Special Agents in Charge of the Field Division Offices of the FBI and 
officers interested in attending ‘should contact the office nearest to then. 


IDENTIFICATION DIVISION 


` The Identification Division at Washington, D. C., serves as a 
S clearing house of records pertaining to criminals. The information 
contained in the Bureau's identification files is based primarily upon fin- 
gerprints, and constitutes the largest and most complete collection in ex- 
istence. 


All peace officers are invited to avail themselves of the data 
on file in the Identification Division of the Federal Bureau of Investiga- 
tion. The service is given without cost to all regularly constituted law 
enforcement officers and agencies desiring it. Fingerprint cards, franked 

envelopes, and disposition -sheets for the purpose of reporting action: taken 
subsequent to arrest, are supplied without charge on request from contrib- 
uting agencies. 
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Upon receipt of a:fingerprint card from.a contributing law.en- 
forcement agency, a letter giving the criminal record, or informing'of the 
fact “that’ ‘no prior ‘record 'has'"been located, is sent. to the contributor. 
This record is of value to the prosecutor and the fudge before: whom the 
case is tried as it is oftentimes studied before determining the length and 
character of sentence which the court imposes: on a convicted person. 


In conducting its identification work, the Federai Bureau of 
investigation is essentially a cooperative organization and can furnish to 
contributing law enforcement agencies Only that information which it re- 
ceives from them. Police, sheriffs, wardens, state identification bureaus, 
and similar agencies are therefore invited to make the fullest possible use 
of this cooperative project. 


Fingerprint records prove of value in determining if applicants 
for positions under the Civil Service of the Federal, State, county or muni- 
cipal governments have a previous record on file which might show the appli- 
cants are not of a proper character to receive the appointment. Applicant 
fingerprints, however, are only searched through the Bureau's criminal files 
when submitted by law enforcement agencies, 





THE MAMMOTH DRILL HALL. WHICH. HOUSES THE- FINGERPRINT: 
FILES AND THE CARD INDEX OF- THE IDENTIFICATION DIVISION 
OF THE FEDERAL BUREAU OF INVESTIGATION. 
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As a further amplification and_expansion of its service in iden- 
tifying fugitives, the Bureau published btehonthly the FBI Law Enforcement 
Bulletin. This publication lists the principal offenders whose apprehension 
is desired by various law enforcement agencies. Through this medium the 
Bureau places in the possession of such agencies valuable information which 
frequently enables fugitives to be identified promptly when they are arrest- 
ed for any charge. The FBI Law Enforcement Bulletin, which is strictly lim- 
ited іп distribution to law enforcement officers anà officials, also con- 
tains treatises dealing with subjects of a scientific character in the field 
of criminology such as manuscripts relative to latent fingerprints, ciphers 
and other topics studied in the FBI Laboratory, as well as topics of general 
interest to law enforcement officials. 
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Wanted Notices 


‘ Law enforcement officials, seeking the apprehension of fugi- 
tives, follow the: practice of notifying the Bureau to this effect, whereupon 
"wanted" notices are posted on the fingerprint records in the Identification 
Division. If the individuals involved should subsequently be arrested else- 

i where on other charges and their fingerprints ‘taken and forwarded to tne 
Bureau, the officials whe placed the "wanted" notices are immediately P^ 
prised of the fact either by air mail, special delivery or telegraph. Ap" 

- Over -—proximetedy 1000 fugitives from justice are located monthly through finger- 
print comparison. | 
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International Exchange 


In March, 1932, the international exchange of fingerprint гес- 
ords was ‘begun. This service not only provides a means for furnishing a 
subject's complete criminal history for assistance of prosecuting attorneys, 
judges and parole officials in their respective activities, but is also of 
the utmost importance as a medium whereby persons who are wanted in a coun- 
‘try other than that in which vns „are arrested may be identified as fugi- 
pm 


* Numerous identifications have been effected and the result is 
more effective law enforcement throughout the world. Through the development 
of this.project, the Federal Bureau of Investigation hopes to maintain and 
‘insure the collection, -in a-centralized agency, of criminal identifying data 
of value throughout the world. 


Single Fingerprint Section 

In addition there is maintained a separate collection of finger- 
prints of kidnapers, bank robbers, extortionists, and other notorious crin- 
inals where each finger impression is filed separately. This collection 
is an auxiliary to the main file and is used primarily for the purpose of 
identifying latent fingerprints left at the scene of crimes by kidnapers, 
bank robbers and extortionists. Unless latent fingerprints of such offend- 
ers are those of the individuals whose separate impressions are filed in the 
single-print collection, it is difficult for the Bureau to identify the 
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latent prints. However, if the names or aliases of any suspects are fur- 
nished the Bureau, together with’ descriptive information, then the actual 
prints may be compared with the latent impressions and thus it may pos- 
sible to establish an identification. 


' civil Identification г Е 


The latest service of the Identification Division is' its Civil | 
Identification Section in which are filed ‘the fingerprints of law-abiding |! 
citizens. The fingerprints of many distinguished people are included in 
this collection. 


By having his fingerprints on file in the Civil Identification 
Section, the citizen can insure his identity being reestablished should dis- 
aster or accident happen to hin. 


-When other means fail, missing persons can be located and am- 
‘nesia and aphasia victims can be identified’ through fingerprints if their 
prints are on file in this Section. Victims of wrecks, fires, earthquakes 
or other disasters may also be identified through fingerprints, when their 
‘{dentity is otherwise unascertainable. In case of kidnaping, it is of as- 
sistance to the investigating officials to have available the fingerprints 
of the victim. These are but a few of the purposes which may ‘be: served: by 
having one's fingerprints on file in the Bureau's Civil Identification Sec- 
tion. All citizens are invited to place their prints on record in the civil 
identification files which are kept entirely separate from those in «the 
criminal file. 


There should be no stigma whatever attached to this method of 
identification. There should be no reason why the permanent recording: of 
the ridges on the fingers of an individual should carry with it any more 
permanent disgrace- than that involved in writing one's signature or in giv- 
ing the ‘description of one's seif which appears on-all passports, identifi- 
cation cards and the like. If this stigma has existed in the past, surely 
it is time its unwarranted character should cease to play any part in com= 
munity life. 


The filing of fingerprints in the archives of the Federal Bu- 
real of Investigation is completely and entirely without cost to those avail~ 
ing themselves of the privilege. Personal identification cards will- bẹ sup- 
plied to law enforcement agencies upon request, to private citizens on their 
request for their own use, and to civic organizations which engage án pro- 
jects: to educate the public as to the advantages of civil fingerprinting as 
a means of insuring personal identification. It is pointed out, however, 
that the Federal Bureau of Investigation doesnot engage in civil identi- 
fication work with private individuals and organizations which do finger- 
printing on a commercial basis. Similarly,, envelopes bearing the“ Government: 
non-postage privilege cannot be used to transmit civil prints to the Bureau. 
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, TOF WHORLS IN FINGER iM 
'PRESSIONS "IS USED AS THE 
BASIS FOR THE DETERMIN 
ATION OF THE CHIEF OR 
PRIMARY CLASSIFICATION 
‘EACH WHORL APPEARING IN 
ANY OR ALL OF THE ТЕМ 

* FINGERS HAS A CERTAIN 
ARBITRARY OR FIXED 
VALUE: YHE ADDITION OF THE 
VALUES REPRESENTED BY SUCH 
WHORLS AND THE INOICATION OF 
THE TOTAL VALUE IS KNOWN 
¿AS THE PRIMARY CLASSIFICATION 

ILLUSTRATIONS OF THE 
WHORL TYPES WHICH ARE THE 
“SAME AS PATTERNS HAVING THE 
FIGURED VALUE ARE SHOWN ON 
"HE RIGHT OF THIS CHART ; 
ILLUSTRATIONS OF THE OTHER 
TYPES ARE SHOWN ON THE LEFT. 
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Other Services 


The FBI also maintains in its Identification Division the fin- 
gerprint cards of applicants for positions of trust with the Government sub- 
mitted through the United States Civil Service. Commission. In addition, 
the files of the FBI include the fingerprint records submitted by the Unit- 

\ ed States Army, Navy, Coast Guard, Marine Corps and other Government serv- 
ices. — — — — — —e — —— 
& The FBI Identification Division is the largest in the wor d'and | 
A4houses nearly one hundred million fingerprint cards. Over fourteen 
dmtllton are criminal fingerprint cards which represent approrimatel 
sir million different individuals. <- : “the others are 
those listed in the above paragraph and prints submitted by responsible , 
citizens who have desired to have a permanent record of. their identity on 
file. The value of this service has become readily apparent in multifold 
instances when families have been spared grief and anguish through ready 
identification of loved ones. The armed forces have submitted to the Bureau 
fingerprints of unknown soldiers and in many instances it has been possible 
to identify the victim. Certainly the use of fingerprints has come into its 
own when it goes to the very battlefields of the world and identifies war 
casualties. 





Nickname File 

. fne Federal Bureau of Investigation maintains, in conjunction 
with its regular alias file, an additional file of nicknames or monickers. 
The alias nicknames of individuals whose fingerprint cards have been submit- 
ted to the FBI. since.the establishment of the Bureau's Identification Divi- 
sion are contained in this file. The nickname file includes approximately 
379.000 nickname cards and is of value in establishing the identity of crimi- 
nals who are known to law enforcement agencies only by alias nicknames. 





It will sometimes occur that the only clue to à particular ‘bank 
_ robbery, holdup or kidnaping is a nickname applied to one of the subjects 
and used unconsciously by one of his companions during that particular crime. и. 
4 Many of the nicknames are very descriptive, and a great many are very amus- f 
ing when viewed impersonally. A few of the more interesting nicknames ap- 
pearing in the file are: Aggravating Papa, Ant Eater, Ash Pan Slim, Barber te 
Shop Fats, Barrel House Shorty, Bughouse Bill, Carbolic Kid, Chew Tobacco 
Lewie, Cream Puffs, Dill Pickle, Garbage Can Johnie, Jello Roll Blues, Soup 
. House Pete, Belching Blanche, Bowlegged Bessie, Butcher Knife Lizz. 


HOW TO TAKE FINGERPRINTS 
In an effort to assist those persons engaged in the taking of 
fingerprints in connection with the war program and to assist police offi- 
cers desiring to become skillful in this work, the. following data is set out. 
The equipment required for taking good fingerprints is so in- 
expensive that this element is not prohibitive to anyone who desires to 
take advantage of this important science for identification. The equipment > ` 
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PERSONAL IDENTIFICATION 


Мате... е... ЧОР... ААА core 
(Surname) (Middle initia) 














Please tape or pris pieni) 
a Classification 
Color Ste Sez Male |. Reference NT 











RIGHT HAND 


LEFT HAND 
8, Middle finger 


— T 
ا‎ 


Note amputations Signature: 


Left thumb | Right thumb 





Figure 4. Personal Identification Form. 
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FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE 





CIVIL FINGERPRINT CARD 
FORWARDED FOR PERSONAL IDENTIFICATION PURPOSES ONLY 


= 





FORWARDED BY a a. ADDRESS натан ннан оа 
(Press indicate Dame af erganieation er ar enturesmant agency М act submitted by iadÓritun] whose Sagerprtate appear bereon) 


M вода; $1елйег — 

Address n LL712 Vine Street Weight 19$ — сор Е 00 
Сну —— Nowak, New Jersey — Ее. — Нат... ВЕФА. 

Place of birth Менагк, Мем Jersey. Scars and marks — 

Date of birth... Бесещег 20, 1902 . . . Vaccination scar Jeft arn 

Nationality — 1... 








Rewants.—Neme and address of nearest relative, or person to be 
notified in case of emergency: T 





— — Sala Fa Doe, 
1717 Эха З4тее%, ee....... —— 
Newark, New Jersey (Mother) 









PASTE 
PHOTOGRAPH HERE 
' (OPTIONAL) 


— — — — — — — —— — 


IDPRANUFUMS:‏ و 
Lzayz Srace Berow Branx‏ 








IMPORTANT—-PLEASE INCLUDE ALL REQUESTED DATA 


' Figure 5. Civil Fingerprint Card. 
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consists of a tube of printer's ink, a roller, an inking plate on which the 
fingers are inked, and possibly a card holder. The last item is not abso- 
lutely essential but can be of valuable assistance in holding the finger- 
print card in place to prevent blurring. An inking slab also is utilized 
for the initial distribution of the ink where it is necessary to print a 
number of persons at the same time. The slab is not considered to be es- 
sential where a small number of individuals are to be fingerprinted. 


Best results can be expected from the use of printer's black 
‘ink, for it dries so rapidly that fresh work can be handled immediately 
with very little danger of smudging. It is likewise simple to regulate the 
consistency of printer's ink by warming or using a reducing fluid when the 
ink is too thick. Plain writing fluid or regular stamp-pad ink is not sat- 
isfactory, as prints taken with such inks usually are illegible. 


The roller best adapted to fingerprint work is similar to that 
used by printers in making galley proofs, and its size is a matter to be 
determined by the individual needs and preference of each operator. The 
usual one is about 6 inches long and 2 inches in diameter and may be ob- 
tained at a printers! supply house. 


A good inking plate may be made from a wooden block shaped like 
a T section of railroad rail with the top covered by any hard, nonporous 
material such as glass. An ordinary piece of plate glass, however, about 
one fourth of an inch thick, about 6 inches wide, and 14 inches long usual- 
ly will suit the purpose well. This inking glass should be elevated to suf- 
ficient height to allow the subject's forearm to assume a horizontal posi- 
tion when the fingers are being inked. For example, it may be placed on the 
edge of a counter or table of counter height. In such a position the op- 
erator has greater assurance of avoiding accidental strain and pressure on 
the fingers and should produce more uniform impressions. If the glass is 
placed on the edge of the table the subject's fingers which are not being 
printed can be made to "swing" off the table and will not interfere with 
the fingerprinting process. 
— This equipment should be supplemented by cleansing fluids and 
rags to. prepare the subject's fingers and to thoroughly cleanse the slab, 
-rollerj,and inking plate after each using. Denatured alcohol, benzine, or 
gasoline is well suited to this purpose, and the failure to use some such 
cleanser will result in imperfect impressions either devoid of identifying 
characteristics or possessing false markings caused by lint, dust, or by 
gummed ink. 


Ё 


Finger impressions should be taken on 8 by 8 inch cards, for 
this size has been generally adopted because of the facility of filing and: 
the desirability of a uniform medium of exchange. Figure 4 shows finger- 
prints properly taken on one of the standard personal identification cards 
furnished by the Federal Bureau of Investigation. 
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Figure 8. 


22. 


From Figure 4 one may see that there are two types of impres- 
Sions involved in taking fingerprints. The upper 10 prints are taken in- 
dividually of the thumb, index, middle, ring, and little fingers of each 
hand in the order named and are known as "rolled impressions;" the smaller 
prints at the bottom of the card are taken by simultaneously printing all 
the fingers of each hand. These are called "plain impressions" and are used 
as a check upon the sequence of the rolled impressions. 


In order to understand the importance of carefully taking the 
rolled impressions, it must be remembered that the classification of prints 
involves differentiation ty patterns, ridge counting, and ridge tracing, 
and certain focal points must be included to make classification possible. 


When the- operator is prepared to take a set of finger impres- 
sions, a very small daub of ink should be placed on the glass or inking 
slab, if one is used, and thoroughly rolled until a very thin, even film 
covers the entire surface. У 


The subject should stand in front of and at forearm length fron 
the inking plate. In taking rolled impressions the bulb of the finger is 
placed upon the inking plate, the plane of the nail at right angles to the 
plane of the inking plate, and the finger is then turned over or rolled un- 
til the bulb surface faces the PPN direction. 


Care should be exercised to see that each finger is inked even- 
ly from the tip to below the first joint. 


atc By pressing the finger lightly on the card and rolling in ex- 
actly the same manner, a clear, rolled impression of the finger surface is 
obtained. Best results may be expected by inking and printing each finger 
separately, beginning with the right thumb and then, in order, the index, 
middie, ring, and little fingers. 


; If consideration is given to the anatomical or bony structure 
of the forearzs when taking rolled impressions, more uniform prints will 
be obtained. The two principal bones of the forearm are known as the radi- 
us and the ulnar, the radius being on the thumb side and the ulnar on the 
little finger side of the arm. As suggested by its name, the radius bone 
revolves freely about the ulnar as the spoke of a wheel about the hub. To 
take advantage of the natural movement in making finger impressions the 
radius should always be made to revolve about the ulnar from the awkward 
to the easy position. This requires that the thumbs should always be rolled 
toward and the fingers away from the center of the body. This process leaves 
the fingers relaxed at the completion of the rolling, and they may be easily 
raised from the printed surface without danger of slipping and smudging the 
impressions. Figures 6 and 7 show the proper method of BORINE a finger 5er 
inking and printing a rolled impression. 


While the degree of pressure exerted in inking and taking rolled 
impressions is important, this factor can be best determined by experí- 
ence and observation. It is quite important, however, that the subject be 
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cautioned to relax and not attempt to assist by exerting any pressure on 
the inking surface, for the operator could not then gauge the pressure on 
the paper, and blurred prints would follow. It is necessary upon occasion 
to experiment in printing the fingers of certain classes of persons where 
the ridges may be obliterated or rendered indistinct because of occupation- 
al or other factors. The application of the proper amount of pressure with 
the use of exactly the requisite amount of ink assists in taking good im- 
pressions in these cases. Should it be found impossible to obtain satis- 
factory results because the ridges are worn down, good prints. sometimes are 
obtainable after a week or two elapses, during which the subject is not en- 
gaged in his ‘usual occupation, destructive to the ridges. 


To obtain "plain impressions" all the fingers of the right hand 
are pressed lightly on the inking plate and then pressed simultaneously on 
the lower right-hand corner of the card in the space provided. After the 
sane Operation is completed with the left hand, the thumbs of both hands 
should be inked and printed together in the spaces provided. Figure 8 shows 
the correct method of taking "plain impressions." 


‚ If any, fingers of the subject are amputated, the space for the 
missing finger Should be marked “AMP” in order that appropriate allowances 


may be made in classification. If any of the fingers cannot be printed be- 


cause of cuts or temporary bandages or burns, its condition should be ex- 
plained in the empty. space provided for that finger; otherwise, the miss- 
ing impression may mislead the classifier to the conclusion that the finger 
is amputated. 


.., Care should be exercised to inscribe legibly the subject's name 
and other prescribed data on the front and back of the card to avoid con~ 
fusion. 


Figure 5 shows the reverse side of a fingerprint card properly 
filled out with the necessary supplemental data, which often becomes of 
material assistance in identification work. It is of particular importance 
that the identity of the "nearest relative" be clearly shown, as well as 
his address. 


THE FBI. LABORATORY 


The Federal Bureau of Investigation years ago realized the need 
for careful consideration of evidence in criminal cases by trained tech- 
nicians. Acting to meet this need, a laboratory was established in the Fall 
of 1932 at Washington, D. C., to assist in the current criminal investiga- 
tions conducted by the FBI's Special Agents and to make available to police 
and law enforcement officers the scientific aids to criminal. investigations. 
in addition, research.work.in-the.police-sciences- is conducted. in: the. FBI 
Laboratory in Washington, and numerous contributions to the field of science 
in law enforcement are made through the FBI Law Enforcement Bulletin. 
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In addition to making laboratory examinations the FBI will also 
furnish the experts necessary to testify in connection with thé results of 
their examinations in either State or Federal courts, all without cost to 
the local law enforcement agency. Scientific evidence or expert testimony 
as furnished by the Laboratory technicians is not new to law, but its use 
may be traced to the earliest decisions of our courts. 


New applications have been and are daily being found whereby 
science may assist the courts and juries in reaching proper verdicts, and 
it is to this end that the facilities of the FBI Laboratory are dedicated. 


Aside from its value in assisting in the regular investigative 
work of the FBI, the examinations being conducted by the Technicians in 
espionage, sabotage, and national security cases have proved of inestimable 
«value. -Examinations-occasioned..by the-war-are..increasing, .and..research.is 
veing made constantly in the fields of explosives, codes, and many other 
‘phases of ‘science to aid in this work. Files dealing with explosives, code 
words and code writings and writings of subjects in espionage cases have 
been. expanded ‘and are used extensively in national security cases. 


The Laboratory is composed of scientists each one of whom is 
a specialist in his particular field and each of whom has been throughly 
investigated and whose character, reputation, and integrity are ong re- 
‘proach. 


The conclusion of the Laboratory technician following his ex- 
amination of evidence submitted has a distinct twofold value. First, it 
furnishes the ‘investigator, who is seeking the solution of the criminal 
case, with definite information concerning the condition of the evidence 
and the meaning of such condition so that he can use this information as a 
lead to further inquiry on his part, thus assisting him to uncover all known 
facts concerning the crime. Second, to the prosecutors, and to the courts, 
these conclusions of the expert when properly reached by sound and approved 
methods, furnish conclusive demonstrative evidence of a most desirable kind. 
The scientific crime detection expert of today prepares to substantiate his 
findings to the court so that his conclusions may be seen to be indisputable. 
He has abandoned the older method of relating his opinions only, unsupported 
by any effort on his part to.prove that his opinions are substantial when 
based upon the physical facts available. Р 


The manner and method of operation of the FBI Laboratory were 
designed to give to the courts and juries disinterested, judicial, expert 
testimony. The Bureau experts are not interested -in securing convictions, 
put rather in seeing that justice is done. Their efficiency and status are 
not judged by the number of convictions, but rather by the skill of the 
work which they perform. 
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A brief description of the functions of the FBI Laboratory as 
they relate to the examination of evidence and the value of such evidence 
when properly interpreted, both to the investigator and to the court, is 
being set forth hereinafter. 


FUNCTIONS OF THE LABORATORY 


Blood Examinations 


Frequently, stains suspected of being blood are found during 
investigations of such types of cases as homicides, robberies, criminal as- 
saults, and hit-and-run accidents. Laboratory analysis of such stains is 
immediately indicated for the purpose of determining whether in fact the 
stain is blood and any other helpful data concerning it. In the Laboratory 
it is possible by means of a microchemical or microspectroscopical analysis 
to first determine whether or not the stain is blood. This test is followed 
by a biochemical analysis for the purpose of ascertaining the species origin 
of the blood, in other words, whether it is human or animal, and if from an 
animal source what particular species. There follows a possible third test, 
when the amount of stained specimen is adequate, namely, the grouping of 
the blood. Under the techniques adapted from the established medical pro- 
cedures for typing blood, it is frequently possible to determine леер 
the blood in a stain is of the О, A, B, or AB classification. 


In conducting this work, the FBI Laboratory has developed a 
large collection of special testing sera. These sera are manufactured bi- 
ologically in the Bureau's own Laboratory and permit testing for such animal 
species as beef, chicken, deer, dog, duck, hog, human, rabbit, and sheep. In- 
vestigatively, these tests have a twofold value. If the origin of the blood 
stain is unknown it can usually be determined. On the other hand, if the 
suspect attempts to deny his guilt by indicating that the blood on his 
clothes came from a certain animal, not only is it possible to determine 
whether or not he has correctly spoken but in the event he has falsified his 

` statements it is possible to ascertain the fact that the blood is human. 


Toxicological Examinations 

Toxicology is the science of poisons, and in the FBI Laboratory 
complete facilities are available for conducting examinations in this field. 
The analyses may involve the human organs and tissues removed from cadavers 
in suspected poisoning homicides, or the examination of foods, in liquid or 
solid form, suspected of containing toxic substances used with criminal 
intent. Another type of examination in this field involves the analysis of 
blood samples for toxic gases such as carbon monoxide, and the alcoholic 
content of the blood or urine or spinal fluid or other body products. 


‘Firearms Identification 


Perhaps the examination most usually made in connection with 
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i Firearss Identification.is that exavination conducted in an effort to de- 


termine whether a bullet or a cartridge case recovered at the scene of some 
crime,-or bullets removed from the body of a victim, were fired in the weap- 
on of some suspect. The Firearms Identification Section has available ‘trained 
experts and specialized equipment necessary for making this type and many 
other types of examinations. 


(А booklet entitléd "Firearns Identification" covering this 
phase of work in detail has been prepared by the FBI and is available to law 
enforcement officials for official use only.) 


Bombs and Explosives 


A great number of cases are investigated by Special Agents of 
the FBI involving explosions in industrial plants-to. determine if sabotage 
has been committed or whether the explosion was caused by other means. -Bombs 
and explosives are favorite weapons of saboteurs and for that reason the FBI 
Laboratory conducts research in this field. A file is maintained in the 


_ Laboratory recording in detail all available information relative to bomb 


cases and the methods of construction of all types of bombs. 


There is also maintained a file of dynamite wrappers, blasting 
caps, and fuses in order that these known standards may be available for com- 
parison with materials which may be received for examination -in bomb anà ex- 


plosive cases. EXPLOSIVES MAY BE SENT TO THE FBI LABORATORY FOR EXAMINATION 


ONLY AFTER PRIOR AUTHORIZATION HAS BEEN OBTAINED IN EACH INDIVIDUAL. "CASE. 
Tool Marks 


Closely akin to -the examination made to determine whether a giv- 
en bullet was fired in one particular gun is the examination made to de- 
termine whether tool parks left on various pieces of evidence were made by a 
particular tool in question. Other examinations of this type are those 
to determine Whether a jimmy or pinch bar was used to pry open some lock, 
whether a particular hammer was used in breaking a safe dial, whether a 
certain wrench was used in removing bars or pipes, and any number of simi- 
lar examinations. 


Number Restoration 
Frequently the restoration of. an obliterated serial number ‘may 
be of: material value in tracing the ownership of a suspect weapon or the 
ownership of an:automobile suspected of having been stolen or other items 
such as firearms. The chemical treatment necessary in restoring such ob- 
literated numbers is carried out in the FBI Laboratory. 
ee ey ee ae a Glass Fractures 
In this Section of the Laboratory every conceivable type of 
glass fracture examination is made. Particular attention is given to the 


$5 


examination of headlight lens fragments recovered at the scenes of hit-and- 
run accidents. The Laboratory has a complete file of he ali t lens data 
presen overing lenses for all automobiles manufactured betwe - yea Fo 1930/to the 
Gimé. idtF--ineitusive; From an examination of relatively few fragments from a 
| “broken lens, it is often possible to determine the make and model of the 
automobile for which the lens was designed. 


Document Examination 


One of the oldest known police sciences is document identifi- 
cation. Literature on the subject shows that its use dates back well into 
| the nineteenth century. - - + i 


In order to accomplish the large volume of document identifi- 
cation work received, the FBI Laboratory maintains a staff of document ex- 
perts who are engaged exclusively in this work. These examinations include 
handwriting comparisons, hand lettering comparisons, examinations of type- 
writing, examinations of printed matter, paper comparisons, examinations of 
erasures and alterations, examinations of obliterated and secret writing, 
examinations of codes and ciphers, examinations of bogus checks, and any ^ 
other types of examinations which may be conducted upon documentary evidence 
of any nature. The document experts are working day and night on espionage 
writings which involve the breaking of codes of all kinds in use by foreign 
agents and the restoration of secret ink writings. The files of code words, ^" 
code'writings, and writings of subjects in espionage cases have proven of 
inestimable value in breaking up spy rings. The handwriting experts are. 
trained over a long period of time in the FBI Laboratory and subsequently 
testify in the criminal. courts throughout the country in connection with the 
examinations which they have made. 


The FBI Laboratory is. glad to conduct handwriting and handprint- 
ing examinations for any law enforcement agency. Other types of document 
examinations including examinations of typewriting, printed matter, paper 
comparisons, examinations of erasures and alterations, examinations of ob- 
literated and secret writing, examinations of codes and ciphers, and of 
fraudulent checks are of course available and comprise a large amount of the 
heavy volume of work performed by the document section. Wartime needs have 
greatly expanded the number of examinations conducted in this section. Еп- 
larged charts are prepared for courtroom presentation clearly marked so the 
court may graphically see the facts of the expert's testimony. 


Numerous central files have been built up in the PA Lab- 
oratory of material received from all parts of the United States. Of these 
files, the central file of anonymous writings and the fraudulent check file 

y eve proven their worth many times over. 


Heb PDE of chec 
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-«heoke representing /¢ne we ek -of- rgérs and check 
flashers from all ‘parts of the country. p i available for com- 
parison with fraudulent checks submitted by contributors in an attempt to 
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` Muf cce m 
a | The file contains over 29, 3000 check. ona tarea ana ‘comparison 
{4 сап be made ‘of the ‘signatures and. ;endorsenents as well as the forn. ‘or 


noce of".checks;::received: from .contributors пот ithose maintained. in this, 
file. ‘Any. mechanical. writing..suchias ‘that nade: by a check*tprotector., 
typewriter, irubber :stamp,. or printed itype,.may ‘be iconpared with. :sirilar 
mechanical: writings on::checks: кешеп in the. fraudulent check file. 
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There are also maintained ‘in the document section of' the Tech- 

. "ical Laboratory a watermark index containing descriptions of nearly 40,000 

E watermarks appearing in paper, a file of typewriter Standards .containing 

$ ` original ‘specimens of typewriting made on different typewriters manufac- 
tured in the United States and.abroad, a file of rubber stamps and rubber 
stamp sets and a file of standard check protector impressions. All of these 
central files are available to contributors in connection with SRE ‚ех- 
aminations made for them of material submitted. 


+ ° Microscopy 


In the section devoted to microanalysis, those bits of evidence 
i usually so small they can hardly be seen are examined by skilled technicians 
using high-powered microscopes. Microscopic analysis here resolves itself 

into several different types of work. 


wa 
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bs The study of hairs and fibers constitutes an important phase of 
microscopic work. For condücting hair examinations the technicíans have the 
following equipment: research microscopes, high-power comparison micro- 
scopes; ‘low-power binocular microscopes, optical micrometers, camera attach- 
ments for taking photomicrographs, precision rotary microtomes, and hand 
microtomes. | 


w M 


‘A large reference collection of different animal hairs has been ' 
prepared on nicroscope slides consisting of cross-sections and longitudinal 
A mounts. For determining the color of human hair the Laboratory has. made a 
i set of known standards consisting ет shades of human hair moúnt- 
ed on microscope slides. . ‘dozens of 


A standard collection of cords and rope samples is available. 
Examinations: are conducted also on all types of fibers including. fabrics, 
adhesive tapes, cordage, and synthetic products such as the various rayons. 


Another type of microscope work ‘is that of. petrography. -Petrog- 


raphy is that branch of the science of geology which deals with identifi- 
cation and classification of rocks and rock forming minerals. 
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Examinations of Motor Oils and Lubricants ' 


During war one known method of sabotage is the tampering. with 
oil used in motors of airplanes and other маг machines. The Bureau'SfLabo- 
ratory is equipped to conduct examinations on motor oils and lubricants, the 
purpose of. these examinations. being to determine whether foreign materials 
have been introduced into the: oil or lubricant which will. be detrimental to 
the functioning of a motor or which caused the motor to stop. . —— 


_ Part of the examination includes the determination of the lub- 
ricant's properties - viscosity, flash point, fire point, and specific grav- 
ity. ,The results of these determinations are then compared withthe spec- 
ifications given for new oil of similar type.” AI oil specimens submitted 


are centrifuged and. the solid material thus collected is. microscopically 


examined, the ‘purpose being to determine whether or .not abrasive material 
has beer added. y 


Metallurgical Examinations 


Metallurgy is a science and’ art which deals with the separation. 


of the metals from their ores and the shaping of them for use in industry. 


In regular criminal investigations and national security inves- 
tigations there are often found odd bits of metal which when properly stud- 
ied by a skilled technician may have a. great significance in the ultimate 
solution of a case”-- the identification of a piece of wire, for instance, 
with wire from a’ known source, or the metal trigger used to make up a bomb 
mechanism conceivably traced to a piece of metal. stock in the home workshop 


‘Of the criminal. ' 


Spectrography 


in a large number. of cases: examined in the ваза ыы A 
Laboratory, the amount of material is: small. to permit a complete chem- 
ical examination and in many instances the’ material is so minute in quan- 
tity that it fails to respond to chemical tests. The recent adaptation of 


spectrographic analysis to: the problems of: crime detection has provided a. 
means for analyzing.extremely small bits of evidence, a factor which is of 


tremendous value and importance in many criminological cases. 


The spectrograph is being used extensively in sabotage and a 
wide variety of other cases by the Bureau's experts. In order that law en~ 
forcement agencies may be fully apprised of the types of examinations that 
can be conducted in the Bureau's spectrographic laboratory, a few of the 
more common ones will be listed. It is to be understood, however, that this 
list does. not include all types of examinations made by the Bureau's spec- 
trographers as this list is supplemented. very frequently where. examinations 
are requested which require analyses of. extremely small samples. 
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Automotive Pain 
various automob 


Celie 


" "Paint Comparisons ————————7 7 


Numerous requestS.are received for examinations of this type, 
particularly in hit-and-run cases, autcmobile accidents, burglaries, (where 
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‘various tools are often submitted with a request that the small adhering , 


flecks of paint be compared with the known paint from the building) and in 
wns specif 
Bank and Safe Robberies run cases, 


In many. cases the spectrograph has proved indispensable in the 
examination of hammers alleged to have been used to knock off safe dials. 
Fragments of plaster removed-from a drill can be compared with plaster fron 
the wall around a safe. 


Cutting and Sawing Instruments — — Cel 
The ` FBI — Е 
e experts in the Technica? Laboratory examine instruments that 
are submitted and suspected of having been used to saw or cut another metal 
object, such as a hacksaw blade suspected of cutting a gas line on an air- 
plane in such a way as to cause its crash and burning, or à pocketknife sus- 
pected of slitting a screen making access to a building possible. 


Fragments of bombs and residue from explosions lend themselves 
to spectrographic analysis. ` 


Glass: | >> Cen ler 


Where only extremely small fragments of glass are available, 
spectrographic analysis may be used to compare fragments with certain known 


‘specimens submitted. 
> Celta 


< The spectrograph is of value when information is requested re- 
-garding the presence of impurities in a metal or where the request is made 
'W1o ascertain if two' pieces of metal are of the same composition. 








General Metal Examinations 


Each specimen of evidence submitted for spectrographic examina- 


tion to the FBI Laboratory should be wrapped individually апда great care 


should be exercised to see 'that these articles reach the Bureau in their 
original condition. All precautions should be taken to insure against 
contamination of the samples at the time they are taken as careful consider- 
ation is always given to the--impurities present when the specimens are 
analyzed. 


Microchemistry 


` frequently a bit of evidence too small for ‘the usual chemical 
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treatment must be analyzed and the newer science of microchemistry becomes ' 
a valuable aid in the FBI Laboratory. Essentially, microchemistry is the 
application of an established chemical process on a microscopic basis. In 
this work tiny crucibles, test tubes, distillation glassware, all on a very 
miniature scale are utilized. An example of practical application is the 
analysis of a tiny grain of coal to determine its general classifications. 
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Special Photography 


in addition to the routine photography consisting of copying 
work and the preparation of pictures of evidence, the FBI is constantly do- 
ing research on special problems of photography іп crime detection. The 
use of photography in national security investigations as well as regular 
criminal cases has been of extreme value. In espionage cases through the 
use of the camera it is sometimes possible to obtain in detail photographs 
of the activities of the espionage agents which of course are of great as- 
sistance as proof in the trial of the case. 


Miscellaneous Laboratory НО 


Wo E In certain cases, it may be desirable to have botanical analy- 

Ses, crude drug analyses, drug prescription analyses, spectacle prescrip~ 
tion analyses, and miscellaneous examinations covering various forms of ev- 
idence. Technical equipment is available for conducting such unclassified 
examinations when the occasion may arise. 


There are available reference collections of the trademarks and 


designs of sole and, heel treads Lo — footwear manufactured in rorina têy 
7 


United States, consisting of over -e thousand such specimens. Ower-4- 


4,400 drawings and blueprints of tire tread. designs comprise another valuable | 


as 


collection which often permits an identification as to the kind of automo- 
bile: tire track left at the scene of a crime. 


4 
X-ray equipment, sources of ultra-violet, infra-red, and other 
special lighting are available for examination purposes. 


. Electrical and radio.apparatus is constructed and serviced with 
— use of high precision testing equipment, such as frequency oscillators, 
all-wave communications receivers, oscillograph, vacuum tube checking ap- 
paratus, and accurate resistance measurement devices. Another unit, namely 
the oxygen-acetylene torch, is used by the technicians in the study of met- 
als and their characteristics. There is no end to the possibilities of. the 
арр Etan of the sciences to crime detection. 


COLLECTION, IDENTIFICATION, AND TRANSMITTAL ` 


OF EVIDENCE TO. THE FBI GOGA EAÐ LABORATORY 


In transmitting evidence to the FBI Laboratory for examination, 
it is desirable that a cover letter be prepared in duplicate. This letter 
should be addressed to the Director, Federal Bureau of Investigation, Wash- 
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ington, D. C., "Attention FBI Laboratory." The name of the subject and ^ 
victim in the case as well as 'the criminal classification thereof should 
be furnished. . The letter should describe, in detail, the evidence which 
is desired. There should be set forth any facts which may bs helpful or 
pertinent to the technical examination, for instance, information as to 
the symptoms and actions of a person before death who was believed to have 
‘been poisoned. If the evidence is of such a nature that it may be readily 
attached to the letter, it may be so transmitted. If, on the other hand, it 
is of-a bulky nature, it should be sent in an appropriate package under 

separate cover. 

in-the handling. of evidence of this nature, there are several 
general considerations that are. quite applicable to all types of evidence. 
T 'Consideration:shouíd first be-given.to.the.preparation.and shipping of the 
evidence to avoid contamination or other change. This contamination may 
constitute spoilage or the picking up of alien material in contact with 
е other materials or other changes in the evidence. The second consideration 
is the proper identification of the evidence in such a manner that it can 
be recognized and adequately introduced into court. The identification of 
. evidence does not necessarily mean that it must be marked by all persons 
handling it. It is rather essential that persons handling it become ‘so 
‘thoroughly acquainted with it and with distinct features or marks upon it 






t that they can positively recognize it at a later date. If the above consid- 
erations are kept carefully in mind, all evidence will be properly handled. 
| }. | "Due-to-the.great yariety of Such evidence, it is not possible to list in 
pU l detail the specific application for-each-definite type of evidence, but a 
; $ : 3y- r Ж - Tare see 
te ө ен О ОКЕ К summarising whe manner tn which UG TOUS 
p — АЖАЛ: ence should, be forwarded to the FBI Laboratory for 
{ те ену zi „т i Й t . ( 3 . "есиез 
PA EDEN Ey caue si 
ИВ may be subjected tof subsequent ‘blood tests. The principal of-these-— A 





perhaps is clothing. Clothing containing suspected bloodstains should be 

first allowed to thoroughly dry without heat or artificial drying methods. 

The next. step would be to securely affix to each piece of clothing a tag 
containing all identifying data. The clothing must then be wrapped; each 

F piece separately, in clean wrapping paper so that there nay be no contami- 
nation of one piece by the other. If the bloodstain is on other material 
and the same is of a nature that the whole object or article can be taken 
and transmitted to the Laboratory, then it should be ídentified and shipped 
ы іп а manner similar to that already described. If the stain is on a sub- 
stance which cannot be removed and shipped, then it is necessary to scrape 
an adequate portion of the same. This scraping should include in sone in- 
stances an amount of the material itself upon which the stain appears. For 
instance, the scraping.from a wood floor would include particles of wood 
dug from beneath the surface of the stain itself. Such. scrapings should be 
placed in a dust-proof box of the ordinary ‘pill box type obtainable at any 
drug store and the edges sealed with scotch tape or similar material. The 
identification data can then be -placed' on the cover of the box. Scrapings 
obtained from different locations should, of course, be placed in separate 
containers. Samples of fresh or fluid blood should be transmitted in clean: 


+ 
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glass tubes securely sealed and packed in absorbent cotton and forwarded 
separately to the FBI by air mail special delivery. 


Toxicological Specimens = Vital organs of the human body removed 


5y. the autopsic physician should be separately placed in clean glass con- 


tainers with glass tops. No preservative should be added. If the preserv- 
ative has already been introduced into the body, a sampie of the embalming 
fluid should accompany, the shipment for test purposes. Foodstuffs or lig- 
uids to be tested for poisons should be submitted in the original container 
in which they are found if possible and, if not, then a quantity thereof 
should be placed in a suitable clean and leak-proof container. In all in- 
stances, be sure’ the package is properly labeled. 


Documents - The questioned document whether ‘it be an anonymous 
letter, a bad check or other such form is probably best not marked for iden- 
tification especially where any fingerprint examination is to be made on the 
article. Place it in a cellophane envelope in order to protect it against 
handling and include in the envelope a slip of paper, bearing marks of iden- 
tification, clipped to the document itself. 


Hairs, Fibers, Etc. - Tiny particles of evidence consisting of 


hairs and. fibers for microscopic examination, and dust samples, specks of’ 
‘paint and other substances for spectrographic or petrographic analyses, re- 


quire intelligent handling and shipping. If not properly handled they fre- 
quently escape through the cracks of the envelope. or package and are lost 
in shipment. It is usually satisfactory to collect such tiny specimens in 
dust-proof pill boxes which are subsequently sealed with sealing tape. The 
identifying data can be placed on the cover. Again each type of specimen 
from different places or locations should be placed in separate containers. 


‘Fingernail scrapings should be placed in separate containers. Fingernail 


scrapings should be separated into containers for each finger. An alternate 
method of packing these small particles is sometimes found more convenient 
for mailing and is accomplished as follows: place the tiny fragments of 
evidence in the center of a clean square piece of white paper. This.paper 
is then folded several times with what is known as the druggist's fold for 
powder prescriptions. This folding is done in such a manner that there are 


no cracks or openings through which the evidence can sift. Identification: 


data may then be written on the outside of the package, after which it is 
sealed and placed within a small envelope and transmitted with the cover 
letter. 


Oil Samples - In testing lubricating oils for the detection of 
materials introduced with criminal intent, it is essential that there be 
furnished an adequate specimen which is usually one quart. This sample 
should be made representative by stirring the entire draining of lubricating 
oil before pouring. If any heavy residue remains at the bottom, a sample 
of this should also be furnished. 


Plaster or Moulage Casts =- Plaster or moulage casts are usually 
fragile and should be carefully packed in cotton or other protective mate~ 
rials before shipping. 
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THE FBI LAW ENFORCEMENT BULLETIN 


"The FBI Law Enforcement Bulletin" which is sent @monthly to 
all law enforcement agencies who contribute fingerprints to its Tesentivieas — 
tion Division lists the names, aliases, descriptions, fingerprint classifi- 
cations, and a reproduction of one finger impression of wanted fugitives in 
aggravated state crimes, together with the names and addresses of law en- 
forcement agencies to be notified in the event the fugitives are located. 
‚ The Bulletin is also used as a medium for the dissemination of scientific 
information of interest to peace officers and as a forum for the expression 
of ideas furthering cooperation and modern methods of crime detection. 


UNIFORM CRIME REPORTING 

Approzinately 39 159,0 departments throughout the United States, 
representing a population area of over 727625; y 000¡make monthly and annual 
reports to the Bureau concerning offenses: "known 'and offenses cleared by ar- 
rest, and the number of persons-heid for prosecutions! In addition, reports 
are received from more than2, 300 sheriffs' offices, State Police organiza- 
tions, and agencies in terrítories-hnd possessions of the United States. 
The total number of participating law enforcement agencies is approxicately 


$ 5,450% 829Zand the information forwarded together with the data compiled from the 


F^ 


fingerprint cards received in the Bureau makes possible the collection of 
comparable crime statistics on a nation-wide scale. These statistics are 
issued semiannually in a bulletin known as "Uniform Crime Reports" which is 
sent to law enforcement officials. 
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IN MEMORY OF 
SPECIAL AGENTS 
| OF THE 
FEDERAL BUREAU 
OF INVESTIGATION 


WHO HAVE GIVEN THEIR LIVES 
IN LINE OF DUTY 


Р 


БАХА 


EDWIN C.SHANAHAN  OCT.11,1925 

'" PAUL E.REYNOLDS  AUG.9,1929 
ALBERT L.INCLE ^ NOV.24.1931 ^ 

~ RAYMOND J.CAFFREY JUNE 17.1933 | 
RUPERT V.SURRATT  0CT.8.1933+ 
W. CARTER BAUM APRIL 22.1934 | 
HERMAN E.HOLLIS МОУ. 27.1934 
SAMUEL P.COWLEY NOV.28.1934 — 

~ NELSON B.KLEIN AUG.16.1935 | 
 WIMBFRLY W BAKER APR.171937 
COTRUETT E.ROWE — JUNE 1.1937 _ 


UUWILLIAM R.RAMSEY MAY 3.1938 — 


- HUBERT J. TREACY, Jr. MARCH 13,1942. - 
^R.E.FOXWORTH . JAN. 15.1945 *. 
1« HAROLD D. HABERFELD JAN. 15,1943 = 


VISA 


BRONZE PLAQUE COMMEMORATING THE MEMORY OF SPECIAL AGENTS OF 
THE FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT 
‘OF JUSTICE, WHOSE LIVES WERE SACRIFICED IN LINE OF DUTY. 


—— 
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1 Albany 7, New York 
2 Anchorage, Alaska 
3 Atlanta 3, Georgia 
4 Baltimore 2, Maryland s 
5 Birmingham 3, Alabama 
6 Boston 9, Massachusetts 
7 Buffalo 2, New York 
8 Butte, Montana 
9 Charlotte 2, №. С. 
10 Chicago 3, Illinois 
11 Cincinnati 2, Ohio 
12 «Cleveland -13; :Ohio- 
13 Dallas, Texas 
14 Denver 2, Colorado 
15 Des Moines 9, Iowa 
16 Detroit 26, Michigan 
17 El Paso, Texas 
18 Grand Rapids 2, Mich. 
19 Honolulu 16, Hawaii 
20 Houston 2, Texas 
21 Huntington, W. Va. 
22 Indianapolis 4, Indiana < 
23 Jackson 1, Mississippi 
24 Kansas'City 6, Missouri 
25 Knoxville 02, Tennessee 
26 Little Rock, Arkansas 
27 Los Angeles 13, Calif. 
28 Louisville 2, Kentucky 
29 Memphis 3, Tennessee 
30 Miami 32, Florida 
31 Milwaukee 2, Wisconsin . 
32 Newark 2, New Jersey 
33 New Haven 10, Connecticut 
34 New Orleans 12, Louisiana 
35 New York 7, New York 
36 Norfolk 10, Virginia | 
37 Oklahoma City 2, Okla. 
38 Omaha 2, Nebraska 
39 Philadelphia 7, Pa. 
40 Phoenix, Arizona 
41 Pittsburgh 19, Pa. 
42 Portland 5, Oregon 
43 Providence 3, R. I. 
44 Richmond 19, Virginia 
45 Saint Louis 1, Missouri 
46 Saint Paul 1, Minn. 
47 Salt Lake City 1, Utah 
48 San Antonio 6, Texas 
49 San Diego 1, Calif. 
50 San Francisco 4, Calif. 
51 San Juan 21, Puerto Rico 
52 Savannah, Georgia 
53 Seattle 4, Washington 
54 Sioux Falls, S. D. 
55 Springfield, Illinois 


' 56 Syracuse 2, N. Y. 


57 Washington 25, D. C. 


707. National Savings Bank 
Federal Building 
501 Healey 


` 800 Court Square | ' 


300 Martin Building 

100 Milk Street 

400 U. S. Court House 

302 Federal 

914 Johnston 
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411 U. S. Court House 
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601 Richmond Trust 
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478 Federal ME. 

128 San Diego Trust & Savings Bank 
One Eleven Sutter, Room 1729. 

508 Banco Popular 
305 Realty 

407 U. S. Court House 

400 Northwest Security National Bank 
1107 Ilinois 

708 Loew Building 

1435-37 K Street, N. W. 
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Ебі. 
THE fECHWIC&L LABORATORY GE-FHE-EBI- 


by 


JOHN EDGAR HOOVER 


The Federal Bureau of Investigation of the United States 
Department of Justice years ago realized the need for careful con- 
Sideration of evidence in criminal cases by trained technicians. 
Acting to meet this need, a Technical and Research Laboratory was 
established in the Fall of 1932 at Washington, D. C., to assist 
in the current criminal investigations conducted by the FBI's 
Special Agents and to make available to police and law enforce- 
ment officers the scientific aids to criminal investigations. In 
addition, research work in the police sciences is conducted in 
the BurcawtsPeeteioss Laboratory at Washington and numerous con- 
tributions to the field of science in law enforcement are made 
through the FBI Law Enforcement Bulletin. ı 


In addition to making the examinations в-ве Фесінтішаі 
Eeporevery the FBI will also furnish the experts necessary to 
testify in connection with the results of their examinations in 
either State or Federal courts, all without cost to the local law 
enforcement . agency. . Scientific evidence or expert testimony as 
Hurnished ‘by the Laboratory technicians is not new to law today, 
but its use’ may be traced to the earliest decisions of our courts. 2 


New applications have been and are daily being found 
whereby science may assist the courts and juries in reaching prop- 
er verdicts, and it-is to this end that the facilities of the FBI 
Laboratory are dedicated. 





iSee Page 81. 

a Lord Mansfield in Folkes vs. Chodd et al, Court of Kings Bench, 1782, 
3-Doug. 157 said, "In matters of science the reasonings of men of 
science can only be answered by men of science. ***** In matters of 
science no other witnesses can be called. ***** Handwriting is proved 
every day by opinion. ***** Many nice questions may arise as to forgery 
and as to the impressions of seals; whether the impression was made 
from the seal itself, or from an impression in wax. In such eases I 
can not say that the opinion of seal makers is not to be: taken Y**** |" 














Technicians Analyzing Evidence at the Technical Laboratory of the | 
Federal Bureau of Investigation 








The laboratory is composed of scientists each one of 
whom is a specialist in his particular field and each of whom has 
peen thoroughly investigated and whose character, reputation and 
integrity are beyond reproach. 


The conclusion of the laboratory technician following 
his examination of evidence submitted has a distinct twofold val- 
ue, "First, it furnishes the investigator, who is seeking the so- 
lution of the criminal case, with definite information concerning 
the condition cf the evidence and the meaning of such condition so 
that he can use this information as a lead to further inquiry on 
his part, thus assisting him to uncover all known facts concerning 
the crimé. Second, to the prosecutors and to the courts, these 
conclusions of the expert when properly reached by sound and ap- 
proved methods, furnish conclusive demonstrative evidence of a 
most desirable кіпа. з The scientific crime detection expert of 
today prepares to substantiate his findings to the court go that 
his conclusions may be seen to be indisputable. He has abandoned 
the older method of relating his opinions only, unsupported by 
any effort on his part to prove that his opinions are substantial 
when based upon the physical facts available. 


As the laboratory expert rises in distinction, and in- 
creasingly gains the confidence of the investigators, the prose- 
cutors, and the court, his testimony will have an even greater 
value than at present. Of course, he must be of unquestionable 
character and unbiased, so that after a disinterested methodical 


¿Senator Verplanck, in Mayor, ete., of City of New York vs. Pentz, 24 
Wend. (N.Y.) 668 (1840): ".... Opinion is admitted when a jury is in- 
competent to infer without the aid of greater skill than their own, аз 
to the probable existence of the facts to be ascertained, or the like- 
lihood of their occurring from the facts actually proved before them. 
Indeed it would be more logically accurate to say that mere opinion, 
even of men, professional or expert, is not admissible as such; but that 
facts having been proved, men skilled in such matters may be admitted 
to prove the existence of other more general facts or laws of nature, 
or the course of business, as the case may be, so as to enable the jury 
to form an inference for themselves. Thus the existence of certain ap- 
pearances in the dead body having been proved, the chemist testifies 
that such appearances invariably or generally indicate the operation of 
some powerful chemical agent. His scientific opinion is in fact his 
testimony to a law of nature. All these are testimonies to general 
facts which the jury can ascertain in no other way, and which when 
proved afford them the means of drawing their own conclusions from 
the whole mass of testimony taken together." | 















study. of the evidence (a study- often made at a place remote from 
the scene of crime), and=pithoutmanyaknowkedgexoiuextrancousefacbs 
innthencasonwhicherbebimesenight=terdtoratiectshiseb сіне ШЕТ» 
һе can arrive at a conclusion as to- the existing conditions and. 
interpret them in the best interest of justice. 









The manner and method of operation of the FBI PecHnio&i- >” 
Laboratory were designed to give. to thé courts and juries . disin- 
terested, judicial, expert testimony. The Bureau experts’ are not 
interested in securing convictions, but rather in seeing that jus- 
tice is done. Their efficiency and status are not judged by the 
number of convictions, but rather. by the skill of the work which 
they perform. { | 


FUNCTIONS OF THE LABORATORY 


A brief description of the functions of the FBI Leslie. 
heel Laboratory as they relate to the examination of evidence and 
the value of such evidence when properly interpreted, both to the. 
investigator and to the court, is being set forth hereinafter... 


Blood Examinations 


Frequently, Stains suspected of being blood are. found. 

during investigations of such types of cases as homicides, rob- . 
"beries, criminal assaults and hit-and-run accidents... Laboratory. 
analysis of such stains is immediately indicated for. the purpose 
of determining whether in fact the stain is blood and any other 
helpful, data concerning it. In the Laboratory it is possible by 
means of & microchemical or microspectroscopical analysis to first 
determine whether or not. the stain is blood. This test is fol- 
lowed by a biochemical analysis for .the purpose of ascertaining - 
the species origin of the blood, in other words, whether it is 
human or animal, and if: from an animal source what particular ` 
species. There follows a possible third test, when the amount of 
stained specimen is adequate, namely, the grouping of the blood. 
Under the techniques adapted from the established medical proce- 
: dures for typing blood, it is frequently possible to determine 
whether the blood in a stain is of the O, A, By: or AB classifica- 
tion. - . 


In conducting this work, the FBI Teehntest Laboratory 
has developed a large collection of special testing sera.. These 
sera are manufactured biologically in the Bureau's own Laboratory 
and permit testing for such animal species as beef, chicken, deer, 
dog,, duck, hog, human, rabbit, and sheep. Investigatively, these 
tests, have a twofold value. If the origin of the blood stain-is 
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and the alcoholic content of the blood or urine or spinal fluid or 
other body products. 


Chemical Development of Latent Fingerprints 


x i 
—X =. fo ra 
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THE (IEMICAL DEVELOPMENT OF LATENT FINGERPRINTS 


The FBI Laboratory uses chemical methods f 
E or the development of 
latent fingerprints on paper and other absorbent suffaces. The — 


procedures, including the silver nitrat } 
are utilized. 2 nitrate and the iodine fuming methods, 


The usual powders and other mechanical devices a | 
| re used for the : 
ЕС of latent fingerprints on metal, glass and other 
polished surfaces. This phase of the work is conducted b | 
of the Single Fingerprint Section of the Bureau, TEES 





Chemical Development of Latent Fingerprints 


Another form of latent fingerpri developmen yneerns 
substances suchas /paper, urípajnted wood, or bpther apsorbeht s 
faces.) These necefssitaté chemical l&boratory treatments Апа бис 
еуійейсе 16 chemical treated Рог fingerprinvs. The/ approvgd 
бгоседагбв, іпсіудійс both the Silver nitrate and the iodine gas 
processes, are utilized. ` 


Firearms Identification 


Perhaps the examination most usually made in connection 
with Firearms Identification is that examination- conducted in an 
effort to determine whether a bullet or a cartridge case recovered 
at the scene of some crime, or bullets removed from the body of a 
victim, were fired in the weapon of some suspect. The Pirezrme. f$! —— 
IAMC. ESETESAEATSCMO.CC cCCCh has ava Table brained expers and specdial- 
ized equipment necessary for making this type and many other types 
of eXaminations. ' 












unknown it can usually be determined. On the other hand, if the 
suspect attempts to deny his guilt by indicating that the blood on 
his clothes came from a certain animal, not only is it possible 
to determine whether or not he has correctly Epoke but in the 
event he has falsified his statements it is possible to ascertain 
the fact that the blood is human. | 








Microspectroscopic Examination of Suspected Bloodstain , 









? Not only is the blood-grouping procedure valuable in 
analyzing the source of a blood stain in these criminal investi- 
gations but it is, on occasion, applied in paternity cases grow- 
ing out of criminal prosecutions. 


Toxicological Examinations 


Toxicology is the science of poisons, and in the FBI 
Teehnical Laboratory complete facilities are available for con- 
ducting examinations in this field. The analyses may involve the 
human organs and tissues removed from cadavers in suspected poi- 
soning homicides, or the examination of foods, in liquid or solid 
form, suspected of containing toxic substances used with criminal 
intent. Another type of examination in this field involves the 
analysis of blood samples for toxic gases such as carbon monoxide, 


` 
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Three Types of Comparison Microscopes Used for Firearms 
Identification in the Technical Laboratory of the Federal 
Bureau of Investigation 


The comparison microscope used so much by the firearms 
expert is an instrument made up of two compound microscopes joined 
together by a connecting arm with.a single eyepiece. The connect- 
ing arm has arranged in it a series of prisms by means of which 
two objects, one on each stage-of the two separate microscopes, 
may be examined simultaneously. This instrument is used by the 
experts to examine questioned and known specimens whether they be 
bullets, cartridge cases or any two specimens of which a compari- 
son is desired. 


A question often asked of the technician regarding a 
cartridge case, a bullet or bullet fragment recovered at the scene 
of a crime has to do with the type of ammunition, its caliber, 
manufacturer, etc. The Laboratory has available a Standard Am- 
munition File composed of sumrzt&SS specimens of ammunition from 
all the United States manufacturers as well as a number of for- 
eign manufacturers. With the aid of this collection of standards, 
comparisons are made with a view of identifying the questioned 
specimen. In cases of this type, a further examination is made 
in an effort to determine the type.of weapon from which the bul- 
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let or cartridge case was fired. A tabulation is made of the 
physical dimensions, that is, the number of lands and groves, the 
direction of twist of the rifling, the land and groove widths, and 
any other class characteristics present, and the data is checked 
through the Rifling Specification File which is composed of manu- 
facturers' specifications of practically all weapons encountered 
in the field of law enforcement. Although it is not always pos- 
sible to determine the particular type or make of weapon in which 
the questioned specimens were fired, it is usually possible to 
eliminate many makes of weapons and thus reduce the search for 
the particular weapon to a very few types. 


After the right weapon is found, it is usually possible 
not only to positively: identify it as having fired the evidence 
bullet or cartridge case, but to graphically show it by means of 
photomicrographs. 


There is also maintained in the Higgs en 
еее Laboratory the National Unidentified Ammunition 
Specimen File.. This file is composed of ammunition specimens, 
both bullets and cartridge cases, which have been recovered at 
various scenes of unsolved crimes throughout the United States. 
The specimens contained in this file are compared with bullets 
and ‘cartridge cases fired from all guns received in the Labora- 
tory with the constant hope that two independent cases, apparently 
connected in no way; may be linked together thereby eliminating 


another unsolved case. . қ , 
юэ abro random 








reference collection of firearms/ This collection is not intend- 
ed as one of an historical or antique nature, but rather a collec- 


tion composed of specimens of the types of firearms usually en- . 


countered in present day law enforcement work. Such a collection 
is invaluable to the Firearms Identification expert and among 
other readily apparent uses, it is a potential storehouse of spare 
parts to be used in repairing weapons submitted to the Labora- 
tory in à condition such that they are dangerous to fire. In 
one such case, two shotguns, suspected as having been used in a 
murder case, were burned. These shotguns were submitted to the 
Laboratory along with some shells recovered at the scene of the 
murder. The guns were in such a condition that from their out- 
ward appearance, it was doubtful that they could be fired; how- 
ever, by rebuilding these guns from parts in the collection and 
keeping intact the original parts from which identifiable marks 


4National Unidentified Ammunition File, FBI Law Enforcement Bulletin, 
Volume 9, No. 7, Page 20, and No. 12, Page 7. 
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Low Magnification Photomicrograph of Evidence and 
Test Bullets on Comparison Microscope 


were made, it was not only possible to fire the weapons, but it 
was also possible to' complete the examination requested. 


As a supplement to the information made available by the 
‘reference collection of firearms, there is a Test Specimen File, 
This file is made up of test bullets and cartridge cases fired 
from every gun received in the Laboratory. 


Firearms Identification together with other related sub- 
jects mentioned above ig a positive science employing the services 
of skilled, scientifically trained experts and the most modern 
scientific equipment. Identifications made on the comparison mi- 
croscope are photographed by means of specially designed cameras 
and it is therefore possible to display to a court and jury a pho- 
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Viewing a Suspect Bullet with a Test Bullet through the 
Comparison Microscope 


tographic reproduction of evidence found by the expert, to indi- 
cate, for example, that two bullets were fired from the same gun. 
The expert's testimony together with photographic charts is read- 
ily admissible in the courts today. 


Powder Patterns 


] .lt is possible ,—n-—the-Fitcearms—rtdeniificalion-Section, 
to determine and make a visual record of the distribution pattern 
left by burned and unburned gunpowder residue on clothing or the 
Skin surface after the shooting of a gun. This is frequently of 
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considerable value in permitting the estimation of the distance 
at which the muzzle of the gun was held at the time the shot was 
fired into the object so tested. 


Bombs and Explosives | 
| £83: 
A fiie is maintained in the Teehnicel Laboratory to 
record in detail all available information relative to bomb cases 
and the methods of construction of various types of bombs. 


There is also maintained a file of dynamite wrappers, 
blasting caps and fuses in order that these known standards may be 
available for comparison with materials which may be received for 
examination, in bomb and explosives cases. Explosives may be sent 
to the Ren do Laboratory for examination only after prior au- 
thorization has been obtained in each individual case. 





The Identification of a Piece of Fuse by Comparison with 
Standards Contained in the Fuse Specifications File ^ 
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Tool Marks s 


Closely akin to the examination made to determine whether 
a given bullet was fired in one particular gun is the examination 
made to determine whether tool marks left on various pieces of ev- 
idence were made by a particular tool in question. The same prin- 
ciples are employed in either type of examination, and, technically 
speaking, the examination of a known and a questioned bullet is in 
truth a sort of tool mark examination. Other examinations of this 
type are those to determine whether a jimmy or pinch bar was used 
to pry open some lock, whether a particular hammer was used in 
breaking a safe dial, whether a Stillson wrench was used in removing 
bars or pipes, and any number of similar examinations. 


Number Restoration 


Frequently the restoration of an obliterated serial number 
may be of material value in tracing the ownership of a suspect weap- 
on. The chemical treatment necessary in restoring such obliter- 


ated numbers is carried out,bxthe-Firearms tientifieation—Seerion. 


Glass Fractures 


In this section of the Laboratory every conceivable type- 
of glass fracture examination is made. Particular attention is 
given to the examination of headlight lens fragments recovered at 
the scenes of hit-and-run accidents. The Laboratory has a aompieabe 
file of pond En ren data covering lenses ror all automobiles 
E әзе Я ». From an ex- 
amination of relatively fon fragments from a broken lens, it is 
often possible to determine the make and model of the automobile 
for which the lens was designed. 


Document Examination 


One of the oldest known police sciences is document iden- 
tification. Literature on the subject shows that its use dates 
back well into the nineteenth century. 


In order to accomplish the large volume of document iden- 
tification work received, the bhieal Laboratory maintains a staff 
of document experts who are engaged exclusively in this work. These 
examinations include handwriting comparisons, hand lettering com- 
parisons, examinations of typewriting, examinations of printed mat- 
ter, paper comparisons, examinations of erasures and alterations, 


sFBI Law Enforcement Bulletin, Volume 9, No. 11, Page 17. 
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Partially Reconstructed Lens from Fragments Found 
at the Scene of an Accident and Fragments Found 
in the Broken Headlight of a Suspect 
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examinations of obliterated and secret writing, examinations of 
codes and ciphers, examinations of bogus: checks, and any other 
types of examinations which may be conducted upon documentary evi- 
dence of any nature. The hand riting experts are trained over a 
long period of time in the а Laboratory and subsequently 
testify in the criminal courts throughout the country in connection 
with the examinations which they have made. 













At, the present time, due to the enormous volume of cases 







involving handwriting arid Mandprinting recoived from e field di 
visions of this Bureáu amá from othef Fedéral agéncies it has vés 
necessar, imit this type of examination to regtests récewWved 


from Federal agencies only, All other types of document exafnina- 


compgri examiyatiorí of erasuxesg/and alterátiors, examinations 
iterated anl seret writing, examinatigns óf codes And ciph- 
ná of fravdyrent checks ¿re still avgiláble to al duiy aye 
ized law enfórcement agencies in connectfon with investigatións 
of criminal matters. 





Pa! Numerous central files have been built up in the Feelin 
es Laboratory of material received from all parts of the United 
States. Of these files, the central file of anonymous writings and 
the fraudulent check file have proven their&worth many times over. 
The file of anonymous writings consists at the present time of over 


ооо . К 
/° SeGS0- specimens of anonymous handwritten, handlettered, typewrit- 


—À 





An Examiner of Questioned Documents of the Technical Laboratory , 
Weighing Paper on The Analytical Balance 
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Microscopical Examination of Fibers, FBI Technical Laboratory 





longitudinal mounts. For determining the color of human hair the 
Laboratory has made a set: of known standards consisting of 28 aif- 
ferent shades of human hair mounted on microscope slides. “4 


A standard collection of cords and rope samples is avail- 
able. Examinations are conducted also on all types of fibers in- 
cluding fabrics, adhesive tapes, cordage, and synthetic products 
such as the variou8 rayons. І 


In addition to the equipment listed as available for con- ` 
` ducting hair examinations the Laboratory also has a thread twist 
counter and a thread counter for fiber analysis. A set of various 
dyes and stains. has been prepared to aid in’ the identification of 
the various fibers and these reagents are tested against known 
standards each time prior to their usage on evidence. 


Another type of microscope work is that of petrography. 
Petrography is that branch of the science of geology which deals 
with identification and classification of rocks and rock forming 
minerals. 


The petrographic work in the Teee Laboratory of the 
Federal Bureau of Investigation entails principally the examination 
and comparison of the. products resulting from the disintegration 
and decomposition of rock, that is, soil. In addition it entails 
the identification and comparison of the products of the mineral 
industry, such as ceramics, building materials, refractories, abra- 
sives, and glass. 


To facilitate a satisfactory examination, the Laboratory 
has available am excellent petrographic microscope¥ thus making 
possible the positive identification of microscopic mineral grains. 
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ten, and printed writ (ng. The fraudutent check file contains at 
present approximately 99€ checks representing the work of учет, 
thousands different forgers and check flashers from ail parts of the 
country. These are available for comparison with fraudulent checks 
submitted by contributors in an attempt to learn the identity of 
the check passer. 





of oliécke received о з. with those maintained in 
—— 


this file. Any mechanical writing such as that made by a check 


protector, typewriter, rubber stamp, or printed type, may be com- 
pared with similar mechanical writings on checks maintained in the 
fraudulent check file. TPhis—leticertirpeofcomparicon—is-net tim - 
ed_totederal cases. Therefore, checks recovered by law enforce- 
ment agencies throughout the country may be submitted and will be 
compared with the fraudulent check file (photograph on page 20) ee 
debeo. 


£21 There m also maintained in the document section of the 
Teckneeeil Laboratory a watermark index containing descriptions of 
nearly 40,000 watermarks appearing in paper, a file of typewriter 
standards containing over £00 original specimens of typewriting 
made on different typewriters manufactured in the United States and 
abroad, a file of rubber stamps and rubber stamp sets and a file of 
standard check protector impressions. All of these central files 
are available to contributors in connection with document examina- 
tions made for them of material submitted. 


Microscopy 


In the section devoted to microanalysis, those bits of 
evidence usually so small they can hardly be seen are examined by 
skilled technicians using high-powered microscopes. Microscopic 
analysis here resolves itself into several different types of work. 


The study of hairs and fibers constitutes an important 


phase SE о wore: 515-2500 ТЕ 





e Ros For 
CT heir а В. the technicians have the following 
equipment: research microscopes; high-power comparison micro- 


scopes; low-power binocular microscopes; optical micrometers; cam- 
era attachments for taking photomicrographs; precision rotary mi- 


crotomes; and hand microtomes Ac ás Apra ja =т= 


A large reference collection of different animal hairs has 
been prepared on microscope slides consisting of cross-sections and 
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aboratory Technician Using the Petrographic Microscope 
for Soil and Dirt Examination 


Additional equipment, for the purpose of soil examina- 
tion includes: a complete set of immersion oils, centrifuge, col- 
lection of screens, apparatus and reagents for chemieal micros- 
copy, low-power binocular magnifier, and a vacuum apparatus for 
removing hidden soil and dust from clothing and other articles. 


The Bureau's records contain numerous illustrations of 
the assistance that can be rendered to police and other law en- 
forcement bodies by petrographic examinations. 


Examination of Motor Oils and Lubricants 


A section of the Bureau's Laboratory is equipped to соп- 
duct examinations on motor oils and lubricants, &&#& purpose of 
these examinations being to determine whether foreign materials 
have been introduced into the oil or lubricant which will be det- 
rimental to the functioning of a motor. 


Part of the examination includes the determination of 
the lubricant's properties - viscosity, flash point, fire point, 
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and specific gravity. The results of these determinations are then 
compared with the specifications given for new oil of similar type. 
Further, all oil specimens submitted are centrifuged and the solid 
material thus collected is microscopically examined, the purpose 
being to determine whether or not abrasive material has been 
added. 


Occasionally stolen oils are compared with known speci- 
mens with a view to determining their probable source. Oil stains 
on clothing, paper, or other articles are also compared, these 
comparisons of oil stains being assisted by the use of ultra- 
violet light. 


Metallurgical Examinations 


Metallurgy is a science and art which deals with the 
separation of the metals from their ores and the shaping of them 
for use in industry. 


In criminal investigations there are often found odd bits 
of metal which when properly studied by a skilled technician may 
have great significance in the ultimate solution of a case--the 
identification of a piece of wire, for instance, with wire from a 
known source, or the metal trigger used to make up a bomb mechanism 
‘conceivably traced to a piece of metal stock in the home workshop 
of the criminal. 





Métallographic Examination Being Performed in Technical thera tory 
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For the exterior or surface examination of metal a wide 
field binocular microscope is used. A study of the internal struc- 
ture of metal is made by preparing a polished sample followed by 
appropriate etching and microscopic examination. To accomplish 


this type of examination 2... available, fer 








шета асари io work I2: 5 AAN O 
facer а intermediate gri > metallurgical emery 
grinding isting machine; met- 


allurgica and a grain-size 


Spectrography 


FR: In a large number of cases examined in the Bereeatw-s-Teek- 
isa” Laboratory, the amount of material is too small to permit 
a complete chemical examination and in many instances the material 
is so minute in quantity that it fails to respond to chemical 
tests. The recent adaptation of spectrographic analysis to the 
problems of crime detection has provided a means, #= apalyziug ex- 
tremely small bits of evidence, factor w ich as" of tremendous 
value and importance in many ВОО СА cases. 


The spectrograph is being used extensively in a wide va- 
riety of cases by the Bureau's experts. In order that law enforce- 
ment agencies may be fully apprised of the types of examinations 
that can be conducted in the Bureau's spectrographic laboratory, 
a few of the more common ones will be listed. It is to be under- 
stood, however, that this list does not include all types of exam- 
inations made by the Bareewrts spectrographers as this list is sup- 
plemented very frequently where examinations are requested which 
require analyses of extremely small samples. 


Paint comparisons 


Numerous requests are received for examinations of this 
type, particularly in hit-and-run cases, automobile accidents, 
burglaries (where various tools are often submitted with a request 
that the small adhering flecks of paint be compared with the known 
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paint from the building) and in many other violations where small 


‘amounts of paint are involved. 


Bank and safe robberies 


In many cases the spectrograph has proved indispensable 
in the examination of hammers alleged to have been used to knock 
off safe dials. Fragments of plaster removed from a drill can be 
compared with plaster from the wall around a safe. 


Cutting and sawing instruments « 


t 
The experts in the — Laboratory examine instru- 
ménts that are submitted and suspected of having been used to saw 
or cut another metal object, such as a hacksaw blade suspected 
of cutting a brass lock or a pocketknife suspected of slitting a 
screen. 





Quantitatively analyzing Photographic Plates Made on the 
Spectrograph by Means of the Densitometer-Comparator 


s FBI Law Enforcement Bulletin, Volume 8, No. 6, Page 52. 
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The Spectrograph, a Device to Break Up Light into its Component 
Wern Tongths Parts qr Calang for Photagranhing and Analysis 
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Bomb Analysis 


Fragments of bombs and residue from explosions lend them- 
selves to spectrographic analysis. 


Glass 


Where only extremely small fragments of glass are avail- 
able, spectrographic analysis may be used to compare these frag- 
ments with certain known specimens submitted. 


General metal examinations, 


The spectrograph is of value when information is request- 
ed regarding the presence of impurities in a metal or where the re- 
quest is made to ascertain if two pieces of metal are of the same 
composition. ; 

Each specimen of evidence submitted for’ spectrographic ex- 
amination to the Bureauto—TechnicaL Laboratory should be wrapped 
individually and great care should be exercised to see that these 
articles reach the Bureau in their original condition. All precau- 
tions should be taken to insure against contamination of the sam- 
ples at the time they are taken as careful consideration is always 
given to the impurities present when the specimens are analyzed. 


Microchemistry 


Spectrography is usually applied to the so-called inorgan- 
ic classes of material. Frequently a bit of evidence too small for- 
the usual chemical treatment must be analyzed and the newer science 
of microchemistry becomes a valuable aid іп the Burcaw-s—Leetmtcat 
Laboratory. Essentially, microchemistry is the application of an 
established chemical process on a microscopic basis. In this work 
tiny crucibles, test tubes, distillation glassware, all on a very 
miniature scale are utilized (photograph on page 24). An example 
of practical application is the analysis of a tiny grain of coal to 
determine its general classificdtion. 


Special Photography 


In addition to the routine photography consisting of copy- · 
ing work and the preparation of pictures of evidence, the FBI is 
consulted from time to time on special problems of photography in 
crime detection and its ТесімісеЗ- Laboratory is equipped to take 
care of such inquiries. 
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Laboratory Equipment for the Micro-Chemist 


In this regard, unique problems often present themselves 
to the investigator. Ina case involving a theft on a Government 
reservation, there was submitted to the Laboratory a photograph 
which had been takén.of an individual allegedly pilfering a drawer. 
The setup for obtaining this photograph consisted of an ordinary 
box camera, so arranged that when a certain drawer was opened, the 


shutter would be released and a picture taken. Of course, a picture. 


taken in this manner with the usual slow lens with which the box 


cameras are equipped resulted in a negative that was so much under- 


exposed that it was not possible to determine who was pilfering the 
drawer and, as a matter of fact, the room itself was barely visible. 
By a process of physical development of the film it was possible 
to establish the identity of the culprit from the photograph fur- 
nished the à Laboratory. 


In addition to the many photographic problems, the use of 
photography in conjunction with other examinations is invaluable. 
The use of ultra-violet and infra-red ray photography , especially in 
the field of document identifications, has resulted numerous times 
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Plaster and Moulage Casts of Teeth, a Pistol, a Footprint, a Heel 


Print, and Tire Treads in the Қа Laboratory 
31 


There has been an endeavor to have available such general 
laboratory equipment as may be necessary in any emergency and thus 
to contemplate the examination of any evidence. (Included are X- 
ray equipment, sources of ultra-violet, infra-red and other special 


lighting. : Р 


The Laboratory is equipped with a modern workshop having 

f facilities for the design and construction of special equipment 
particularly adapted to gCientific crime detection. These facil- 

id include a lathe,” grinder§ buffer, polishing machine, aed 
drill press as well as an adequate supply of standard tools and 
meters. JElectrical ang radio apparatus 15 constructed yand sgr- 
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The Laboratory also maintains a staff of radio engineers to conduct 
examinations of radio electronic instruments and parts in order to assist in 
law enforcement problems and offer evidence in court. These experts furnish 
engineering aid to the law enforcement agencies contemplating the installation 
or expansioh of radio communication facilities or the application and develop- 
ment of ‘radio equipment to specific crime detection problems. In «addition 
thereto, experts in the field of electricity, electrical engineering, sound, І 
and accoustics apply their specialized skills through the use of various testing 
instruments to specific law enforcement problems. 








in the restoration of altered, defaced, even burned documents. 
Photography is an equally valuable adjunct in the presentation of 
the examiner's findings to the court and jury and in this connec- 
tion photography is used in almost every phase of the Laboratory's 
work. 


Altered Serial Number on Bond Restored by Infra-red Photography 





Ordinary Infra-red 


Miscellaneous Laboratory Examinations 


Єз! 
The Feehrteet Laboratory maintains various reference fa- 
cilities for conducting examinations of adhesive tape and indus- 
trial tapes. 


In certain cases, it may be desirable to have botanical 
analyses, crude drug analyses, drug prescription analyses, spec- 
tacle prescription analyses and miscellaneous examinations covering 
various forms of evidence. Technical equipment including the opti- 
cal instruments, reference standards, differential and diagnostical 
stains are available for conducting such unclassified examinations 
when the occasion may arise. 


Third dimensional reproductions of evidence in moulage or 
plaster of Paris can be made. 


There are available reference collections of the trade- 
marks and designs of sole and heel treads of rubber footwear manu- 
factured in the United States, consisting of over 309 such spec- 
imens. Over drawings and blueprints of tire tread designs 
comprise another valuable collection which often permits an igen- 
tification as to the kind of autombile tire track left at the scene. 
of crime. | 
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COLLECTION, IDENTIFICATION, AND TRANSMITTAL 
OF EVIDENCE TO THE FBI TECHNICAL LABORATORY 


In transmitting evidence to the FBI Teekmeeel-Laboratory 
for examination, it is desirable that a cover letter be prepared 
in duplicate. This letter should be addressed to the Director, 
Federal Bureau of Investigation, Washington, D. C., "Attention 

Laboratory." The name of the subject and victim in the 
case as well as the criminal classification thereof should be fur- 
nished. The letter should describe in detail, the evidence which 
is forwarded and should indicate the nature of examination which 
is desired. There should be set forth any facts which may be help- 
ful or pertinent to the technical examination, for instance, in- 
formation as to the sympboms and actions of a person before death 
who was believed to have been poisoned. If the evidence is of 
such a-nature that it may be readily attached to the letter, it 
may be so transmitted. If, on the other hand, it is of a bulky 
nature, it should be sent in an appropriate package under separate 


cover. 


In the handling of evidence of this nature, there are 
several general considerations that are quite applicable to all 
types of evidence. Consideration should first be given to the prep~ 
aration and shipping of the evidence to avoid contamination or 
other change. This contamination may constitute spoilage or the 
picking up of alien material in contact with other materials or 
other changes in the evidence. The second consideration is the 
proper identification of the evidence in such a manner that it can 
be recognized and adequately introduced into court. The identi- 
fication of evidence does not necessarily mean that it must be 
marked by all persons handling it. It is rather essential that 
persons handling it become во thoroughly acquainted with it and 
with distinct features or marks upon it that they can positively 
recognize it ata later. date. If the above considerations are 
kept carefully in mind, all evidence will be properly handled. Due 
to the great variety of such evidence, it is not possible to list 
in detail the specific application for each definite type of evi- 
dence, but a few of the ones more frequently arising in criminal 
investigations are set forth below. 


BLOOD TESTS: Several different kinds of evidence may be 
found which may be subjected to subsequent blood tests. The prin- 
cipal of these perhaps is clothing. Clothing containing suspected 
blood stains should be first allowed to KRhoroughly irj) without heat 
or artificial drying methods. The next step would be to securely 
affix to each piece of clothing a tag containing all identifying 
data. The clothing must then be wrapped, each piece separately, in 
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clean wrapping paper so that there may be no contamination of one 
piece by the other. If the Dlood stain is on other material and 
the same is of a nature that the whole object or article can be 
taken and transmitted to the Laboratory, ‘then it should be identi- 
fied and shipped in a manner similar to that already described. If 
the stain is on a substance which cannot be removed and shipped, 
then it is necessary to scrape an-adequate portion of the same 

This scraping should include in some instances an amount of the ma- 
terial itself upon which the stain appears. For instance, the 
scraping from a wood floor would include particles of wood dug from 
beneath the surface of the stain itself. Such scrapings should be 


placed in a dust proof box of the ordinary pill box type obtainable _ 


at any drug store and the edges sealed with scotch tape or similar 
material. The identification data ‘can then be placed on the cover 
of the box. Scrapings obtained from different locations should, of 
course, be placed in separate containers. Samples of fresh or 
fluid blood should be transmitted in clean glass tubes securely 
Sealed and packed in absorbent cotton and forwarded separately to 
the FBI by air mail special delivery. 


TOXICOLOGICAL SPECIMENS: Vital organs of the human body 
removed by the autopsy physician should be separately placed in 
clean glass containers with glass tops. No preservative should be 
added. If the preservative has already been introduced into the 
body, a sample of the embalming-fluid should accompany the shipment 
for test purposes. Foodstuffs or liquids to be tested for poisons 
should be submitted in the original container in which they are 
found if possible and, if not, then a quantity thereof should be 
placed in a suitable clean and leak-proof container. In all in- 
stances, be sure the package is properly labeled. 


FIREARMS EVIDENCE: Firearms should never be shipped 
without being unloaded. Bullet and cartridge cases may be marked 
with an identification symbol or number on a place which would not 
interfere with the examination. This is usually on the heel of 
the bullet or on the lower side or inside of a fired cartridge 
case. Such-:specimens may be packed in small boxes or stout manila 
envelopes and the full identifying data written on the outside of 
such containers. Each specimen should be placed in a separate en- 
velope or box. The firearms may be identified by tags securely 
affixed to the weapon containing all necessary descriptive data. 
Live cartridges should be shipped by express. Other types of live 
explosives such as dynamite, blasting caps, nitroglycerine, bombs, 
etc., should never be placed in shipment except under certain cir- 


cumstances and then only after prior Bureau authorization. Cloth- ` 


ing that is to be tested for powder patterns should be carefully 
handled and wrapped to avoid disturbance of the powder particles. 
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PAMPHLETS AND REPRINTS FROM THE FBI LAY ENFORCEMENT BULLETIN 
CONCERNING PBI LABORATORY SUBJECTS WHICH ARE AVAILABLE TO 
LAW ENFORCEMENT OF FI CERS 





REPRINTS i 


— Action of Charred Paper on ihs Photographic Plate and a 

{ Method of Deciphering Charred Records 

Alcohol and Intoxication 
Analysis and Identification by the Spectrographic Method 
Applied Physics in the Field of Scientific Crime Detection 
Aspects of Electrochemical ‘Analysis in Scientific Crime Detection 
Auto Thieves, Modus Operandi and Tools Used 
Blood Tests for Alcohol Determination (December 1935) 
Blood Tests for Alcohol Determination (January 1936) 
Blood Tests for Alcohol Determination (April 1936) 
Blood Stains as Evidence 
The prain and. Alcoholic Determination 





багын Monoxide Poisoning, u A Review of 
и ODER Mela to be Eure SER” Tools 






Chemical Development of Latent Fingerprints on Paper 


: Ciphers — ў 
i Collecting, Preserving and Identifying Physical Evidence - г 
Collection of Specimens үл 


Complete Swindler, The 

Criminal Identification with Relation to Plastic Surgery 

Dactyloscopic Identification of Cadavers 

Determination of Alcoholic Intoxication During Life by 
Spinal Fluid Analysis 


Development, Accuracy and Admissibility of Fingerprint Evidence 
Development OJ FULLUE me 


The Diphenylamine Test for Gunpowder 

Disposal by Police of Explosives 

The Evidence of Fractured Glass in Criminal Investigations 

‚ Тре Examination of Anonymous Letters - Importance of Scientific 
“Analysis as an Aid to Identification: 


Examination of Fraudulent Checks 
Examinations of Metals 
‘Explosives 

Fingerprinting Deceased Poradne 
Firearms Evidence at ¿the _Scene of Crime 


Footprint Framina tion and the FBI Rubber pooner 
File 

Footprints and Tire Treads - Suggested Procedure in 
Obtaining Specimen Rephdduction for Laboratory 
Examinations 

¡Forensic Firearms Identification 

é Forgery of Traveler's Checks 
—— Fraudulent. and Чы Check Examinations 
aiii 
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“PocuménTS : — 
а dS documents should be transmitted in cellophane enveloped. 
finger ia priate enclosures to protect them against damage and, if latent 
e E ER O theidecüment itself for identification; and in such 
instances it mày be properl, 22... ол 
и y sealed in its container. If the do 3 
initialed or marked caré should be taken that. the. mar If the document is 
— — ! ld: ‘be taken that. the markings 3 
inconspicugus plasé in an effort to avoid disturbing latent fe Qon an 
DE E p —— td disturbing latent fi i 

to prevent: interference. with the portions of Шош а: 
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ing of hairs and fibers for microscopic examination, and dust sam- 
ples, specks of paint, and other substances for spectrographic or 
petrographic analyses, require intelligent handling and shipping. 
If not properly handled they frequently escape through the cracks 
of the envelope or package and are lost in shipment. It is usu- 
ally satisfactory to collect such tiny specimens in dust proof pill 
boxes which are subsequently sealed with sealing tape. The iden- 
tifying data can be placed on the cover. Again each type of speci- 
men from different places or locations should be placed in separate 
containers. Fingernail scrapings should be separated into con- 
tainers for each finger. An alternate method of packing these 
small particles is sometimes found more convenient for mailing and 
is accomplished as follows: place the tiny fragments of evidence 
in ‘the center of a clean square piece of white paper. This paper is 
then foldea sevéral times with what is*known as the druggist's fold 
for powder prescriptions. This folding is done in such a manner 
that there are no cracks or openings through which the evidence can 
gift. Identification data may then be written on the outside of 
the package, after which it is sealed and placed within a small 
envelope and transmitted with the cover letter. 


OIL SAMPLES: In testing lubricating oils for the detec- 
tion of materials introduced with criminal intent, it is essential 
that there be furnished an adequate specimen which is usually one 
quart. This sample should be made representative by stirring the 
entire drainage of lubricating oil before pouring. If any heavy 
residue remains at the bottom, a sample of this should also be rur- 
nished. 


PLASTER OR MOULAGE CASTS: Plaster or moulage casts are 
usually fragile and should be carefully packed in cotton or other 
protective materials before shipping. 


ol 


EAS N TOI cw o£. a eme .. — 





— — 


—— t: A 
— — — — 











E 


al 


Fess 
4 


.. шы 
£4 tih 


*2⸗ — — 
ونس پیم pe‏ ا ا 


5% 


- ^ = 


“Further Observation on the Diphenylamine Test for Gunpowder 
aes Residue 
‘Glass Fractures 





Grouping: of, Dried Blood Stains — 
Guide (A) to the Identification “of Human Skeletal ide 


Identification Aided by Blood Comparison - 
: | Identification by Весь э „а — 
Identification of. gameras e, 7. 


КУТА ee H 
Ашкын с. 


1 ‘ Improving the Technique Rn UH. Че Criminal Photosráby „ 
An 


infiltration Test for the Detectio 
TE TUTE ET HE РАВИЛ Ма Human Hair, 


Fingerprints 


DÀ À 





laboratory Aids in Arson Investigation 


— — 
etm aan TL — 


¡Medico- Legal Aspects. of Alcoholism 

¡Review - The Medico-Legal Aspects of the Blood Test to 
Determine Intoxication 

A Method for Tracing Stolen Gasoline 

Methods; for Determining Intoxication 

Methods, of Sybstantiating Firearms Identification Examinations 

— of Pho topraphing Watermarks | 


——— —— 






—— — — — 


AAA AAA TM 
` Method for Detecting the New Sulfa Drugs Based on: 
their Diazo 2o Dye Deriva tia 
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Submission of Samples to the FBI Laboratory for Toxicological 
Examination 

Stench Bombs 

Sympathetic Inks 

The Taking of Casts in the Snow 

Teletype and Its Use in Law Enforcement 

Testing Origin of Blood Stains 


the Sneetroqraph in Crime Detection 


Thorough Preparedness and Successful Prosecutions 

Tire Tracks - FBI Reference Collection 

Tire Tread Collection of FBI and Preserving Tire Tracks by 
Photography and Casting 

Tool Marks 

Transmission of Blood Stained Evidence to the Laboratory for 
Examination ым 

Sabotage Through Fire 

Seasonal Effects of Humidity in the Chemical Development of 
Latent Fingerprints 

Scientific Aids to Normal Senses 


— — 





A Simple Method for Балтаң of Ethyl Alcohol in Blood 

Soil Analysis in Crime Detection 

Transmittal of Evidence to FRI Laboratory 

The Use of the Ultra-Violet Lamp in Police Science 

The Use of Ultra-Violet Light in the Examination 
of Fuidence 


The Value of a Complete and an Exact Post-¿fortem 


Examination in the Solution of Crime 

The Value of PBI's National Fraudulent Check File 
to Law Enforcement Agencies 

The Value of Glass Fragments Found at the Scene of 
"Hit-and-Run" Accidents 

Vire Examinations 
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Bibliography of Crime and Kindred Subjects 
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Firearms Identification 
Physical Science in the Crime Detection Laboratory 
Scientific Methods of Crime Detection in the Judicial Process 
Testimony Concerning Introduction of Latent Fingerprint 
Evidence 


^A 











ae E олды 


Filan hahaa 














FBI -5-58 
. THREE TYPES OF COMPARISON MICROSCOPES USED FOR FIREARMS IDENTIFICATION IN THE TECHNICAL 


‹ 


LABORATORY OF THE FEDERAL BUREAU OF INVESTIGATION 








, UNITED STATES DEPARTMENT OF JUSTICE, 





22-2/%0 “Ж 








мллетауееен 
* ті 040% : 
{ay EN МЫ. 
READ QS unl. 


EM 


Vath ДҮН hi 
Ür ThE 

КІМІ 
15 


РАШТАТ рр JUSTICE 


| 
| 











F.B.1.-5-56 
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PROYECTANDO UNA HUELLA DIGITAL LATENTE DESCUBIERTA EN £b LUGAR DEL CRIMEN 
GRABANDO EL NUMERO DE IDENTIFICACION EN UNA BALA DE MUESTRA 


MOSTRANDO COMO UNA BOMBA, ENCERRADA EN UNA CAJA DE MADERA, PUEDE SER REVELADA 


SOSPECHADO. - cowoerno. а 

UNA FOTOGRAFIA HECHO POR KÆ- EL USO DEL MICROSCOPIO DE: COMPARACION QUE SENALA 
LAS BINEAS-DE ESFUERZO DE DOS PIEZAS DEL CRISTAL вото. 

UN INSPECTOR DE DOCUMENTOS. SOSPECHADOS 

EXAMINANDO FIBRAS POR EL USO DE UN MICROSCOPIO DE GRAN POTENCIA 

EL ANALISIS DE UNA MUESTRA DEL SUELO 

UN METALOGRAFIO DE AVERIGUACION 

UN EXPERTO REGISTRANDO EL ARCHIVO РЕ 105 CHEQUES FRAUDELENTES 

EL ESPECTROFOTOMETRO REGISTRADOR 

PREPARANDO UNA MUESTRA PARA EL ANALISIS ESPECTROGRAFICO 

EL ESPECTROGRAFO CON REJAS GRANDES 

EXAMINANDO Y FOTOGRAFIANDO UNA PIEZA DE METAL POR EL USO рей METALOSCOPIO 


UNA MUESTRA DE ESCRITURA SECRETA REVELADA POR — DE > Luz ER . 
ULTRA-VIOLETA 3 


! 
MOLDES HECHOS DE YESO MATE Y MOULAGE MOSTRANDO MANOS, UNA CABEZA, UNA PLANTA 
DE PIE Y HUELLAS DE LLANTAS 


UNO DE LOS LABORATORIOS TECNICOS 


UNA SALA EN QUE LOS DOCUMENTOS ESTAN SIENDO EXAMINADOS 
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FBI, | An example of secret writing revealed by use of ultra violet light in the FBI Laboratory, Départment of 
Justice, Washington, D. C. 
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The analysis of a soil specimen in the FBI Laboratory by means of the petrographic 
microscope. 
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The examination and photographing of a piece of metal by means of the FBI Labora 
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AN EXAMINER OF QUESTIONED DOCUMENTS OF" THE TECHNICAL LABORATORY, FEDERAL BUREAU OF INVESTIGATION, 
UNITED: STATES DEPARTMENT OF JUSTICE, WEIGHING PAPER ON THE ANALYTICAL BALANCE. 
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EXAMPLE OF HOW A BOMB, ENCASED IN A WOODEN BOX, MAY BE EXPOSED BY X-RAYS, TECHNICAL 
LABORATORY, FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE 
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PREPARI, — PECIMEN FOR SPEGTOGRAPHIC ANALYSIS AT THE TECHNICAL LABORATORY OF THE FEDERAL 
BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE. 
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ENGRAVING IDENTIFICATION NUMBER ON SHELL SPECIMEN AT THE TECHNICAL LABORATORY OF THE 
FEDERAL BUREAU OF INVESTIGATION, UNITED STATES DEPARTMENT E JUSTICE. 
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EXPERT SEARCHING THE FRAUDULENT CHECK FILE, TECHNICAL LABORATORY, FEDERAL BUREAU OF 
INVESTIGATION, UNITED STATES DEPARTMENT OF JUSTICE. 
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VIEWING A SUSPECT BULLET WITH A TEST BULLET THROUGH THE COMPARISON MICRO- 

SCOPE AT THE TEGHNICAL LABORATORY OF THE FEDERAL BUREAU OF INVESTIGATION, 
UNITED STATES DEPARTMENT OF JUSTICE. 
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Line 


8,9 
10,11 
12 


Q N ы ы N سم‎ 


Investigation instead of Investigación 
América instead of Amèrica 
Ayudar instead of asistir 


m © r 
The sentence is retranslated as follows: Ademas, se conduce 
лк”, 


en el Laboratorio del Bureau en Washington el trabajo 

de investigación en las ciencias policíacas y se cfectuan por 
medio del Boletín de Criminalística del FBI un gran numero 

de contribuciones a la ciencia del Cumplimiento de la Egy ley. 


Omit: estos expertos 

En cuanto instead of en relación con 

En los tribunales federales o pert instead of: en las 

cortes federales o estadalesa. 

AB bette Mes Sin gastos ningunos instead of sing costo — 

y el testimonio instead of: о testimonio 

DEFI ADELEAD/IR/AD/ DA del instead of de un 

ERA son instead cf es 

tribunales instead of cortes 

Ayudar a los tribunales instead of ayuda a las cortes. 

fallos justos instead of sentencias correctas. 

y a estos fines es que se dodioan las facilidades del Laboratorio 
del FBI 

está integrado por instead of se compone de 

omit: un 

dX Wy) consiguiente ХИ al instead of después de 

EE ANA OPERA Sometida instead of ofrecida 

en sus investigeciones, instead of enssu investigación 

Ayudándole a descubrir todos los hechos conocidos del crimen, 
instead of: se ayuda en la investigación con los hechos 
que posee 

tribunales, instead of cortes 

hpy dia, instead of de hoy 

tribunal, instead of corte 

antiguo, instead of viejo 


ж 
omit: solo; insert solamente after: opiniones 


tribunal, instead of corte 
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Page Par. line 
3 i V desinteresado instead of desinterasado 
3 i 10 insert has before condiciones 
3 2 2 ios tribunales instead of las cortes 
3 2 2 procura instead of persigue 
3 3 1 lo instead of el 
3 3 2 relacionadas instead of relacionada 
3 3 4 el tribunal instead of la corte 
3 3 4 se interpreta instead of se interpreto 
3 4 1 de que se sospecha procédan instead of que se sospecha proceden 2 
3 Le 3,4 asf como de accidentes instead of así como accidéntes 
3 4 14,15 y si de origen animal, instead of y de origen animal 
3 4 15 Сайраны. instead of expecie; pertenece, instead of pertence 
4 2 5 venado, instead of verado | 
5 1 4 encontrada instead of que hay 
5 i 6 dice instead of dijo 
5 2 1 place no solo after valioso on line 2 
5 2 4 para instead of de; Yyy omit comma 
5 2 5 judiciaria, instead of judicia 
5 3 1 La toxicología, instead of simply #¢#¢ toxicología 
5 3 #4 2 y en el Laboratorio del FBI se encuentra un equipo £ completo . 
para llevar a cabo exdmenes toxicológicos 
45 4 6 que se hayan usado con propósito criminal, instead of: los que 
fueron usados con propósito criminal ` 
5 6 3 lleva instead of llevan 2 | 
5 7 4 brufüdas, instead of: bruñidasa 
5 7 4,5 Este aspecto del trabajo lo desarrollan los tecnicos de la 
Sección Monodactilar del Bureau. 
6 X 5 un sospechoso cualquier instead of — sospechoso | 
© 1 7 a su disposición instead of asequibles | 
6 2 2 integrado por instead of fabricado con 
6 2 6,7 colocados en la platina respectiva de cada microscopio se pueden 
examinar a la vez, instead of: situados-—--————-simultáneamente . 
2 8 utilizado instead of usado 
2 8 en el examen de muestras tanto dudosas como conocidas, sean éstas 


instead of: para—-—-—-——————-sean 


























Page 
6 3 

E g 7 
7o 1 9 
5 о вы 
7 X. 39:90 
8 1 i 
8 2 5 


B///112/ 1E 


g 2 9,10,11 


4 
9 1 8 
9 1 9 
10 1 1 
10 l 4 
10 2 5 
10 3 3 
to 3 # 7 
10 3 10 
10 .4 Title 
10 4 3 
10 4 4 
10 5 1 


beneath picture 


presentan instead of presenta 


dudosos instead of cuestionados 





con instead of desde 

presentan instead of presenten 

quedando reducido así el problema a la localización del arma de 
que se trata entre muy pocos tipos. 

Una vez localizada instead of despues de ser localizada 


por todo el territorio de instead of por todos 


Е О АЕ 


ПИЯ 


dos casos, al parecer independientes, puedan resultar relacionadas, 
eliminándose así otro caso penal hasta el momento no aclarado 
sino instead of por si 
de que instead of simply que 
hubiesen instead of habían 
en estado carbonizado instead of quemadas 
pudiesen ser instead of hubieran sido 
llegadas ‘instead of llegada 
científicamente preparados instead of entrenados científicamente 
el tribunal, instead of la corte 
los tribunales, ingstead of las cortes 
Dibujos de Pélvora, instead of Dibujos de pólvera 
una arma, instead of un arma 
determinar instead of determinan 
registrar instead of recordar 


Encerrada instead of incerrada 

































> 


Page Par. Line 
11 2 2 
11 2 3,4 
11 2 4 
31. 2 7 
13 2 9 
31 2 12 
12 2 6 
12 
14 1 7 
14 1 9 
14, 2 12 
15 1 3 
15 5 7 
16 i 6 
16 2 5 
18 L 6 
19 1 3 
io 2 1 
19 3 3 
20 2 9,10 
21 beneath picture 
21 ist title 
21 1 2 
21 1 4 
21 1 
21 1 6 


y 


si tal bala fus disparada de tal arma, instead of si una bala 
dada fué disparada de una arma particular 
dejadas en varios elementos de evidencia instead of dejadas 
en el lugar del suceso 

por tal instrumento instead of por un instrumento dads 

dudosa, instead of cuestionada 

aquéllos instead of aquellos 

una llave instead of un arrancador 

cristales instead of cristaoes 

No corrections 

se entrenan instead of entreman 

Los tribunales instead of las cortes 

una llave instead of un arrancador 

aquélios instead of aquellos 

de precision (two words) $ 

coleccion instead of collecion 

omit asi 

tales instead of tal 

tambien instead of tambiun 

la metalurgía instead of la metalurgia 

técnico instead of tüonico 

tanto cualitativos como instead of  tan—-——-—— tales 

Fraudulentos instead of fraudelentes 

Robos de Banco instead of Ribos de Bancos 

tn el examen de martillos de que se sospecha hayan sido 
utilizados, instead of en el examen de los martillos, 
de los que se sospecha ha sido utilizados, etc. 

yeso mate instead of plastico | 


и п tt н и 


a los lados de la caja fuerte, instead of que haya cerca da 


la caja fuerte 














` ? 

Page Par. Line | 
22 1 1 Omit sido and con | 
22 1 2 Omit el 
23 2 1 En aquellos casos donde instead of en aquellos casos en los que 
23 4 3 Omit debiendo; teniendo instead of tener 
23 4 5 Se debe tomar todo cuidado para asegurar, etc., instead of:, 

todas’ las precauciones deben sor tomadas en cuenta para , 
asegurar, etc. 
24 l No corrections 
25 1 4 el tribuñai instead of la corte 
25 no corrections i 
27 2 evidencia instead of probanza 
27 2 Los problemas policiacos instead. of las problemas policíacas 
27 2 tribunal instead of Juzgado 
27 2 6,7 técnica instead of relative a la ingeniería 
27 2 8,9,10 o sea la aplicación y el desarrollo del saute de radio en 
relacidn con los problemas específicos de la investigación 
de crímenes. instead of también. delitos. 
27 2 13,14 ciertos problemas policfacos instead of ciertas problemas 
policiacas 
27 2 11 el campo de la ¡instead of los campos de d 
27 2 11 de la ingeniería electrica instead of simply ingeniería electrica 
27 2 12 del sonido instead of sonido; de la acústica instead of acéstica; 
conocimientos instead of habilidades; per medio del 
instead of por. el | 
28 2 7 Clasificación instead of clasificaciin 
28 2 7,8 Descripción instead of descripcion 
28 2 8 datos instead of dato 
28 2 9 puedan instead of pueda 
28 2 12 haya instead of ha | 
28 3 5 cambio instead of cambios | 
28 3 9 conveniente instead of propia 
28 3 10,12 X Y los tribunales instead of las cortes 











Page Par. Line 


28 


29 
29 
29 
30 
30 
30 
зо. 
30 
31 
31 
31 
31 
31 
31-32 


32 
32 


HON N N E H U NNE H BH H H 


N H H ы ы 


3 


m 


м 


Ww N N N DN 


17 


11 


10 
18 
14 


н л w wu H 


л 


ll 
11,12 


12 


12 О ua e U N 


Title 


Si dichas consideraciones instead of Si las cünsiderücipHs 
dichas 
; instead of , 
Y papel de envolver limpio instead of papel limpio de envolver 
insfert y after material 
Seguridad instead of seguridas 
se deben remeter instead of deben ser remitidos 
impermesble instead of libre de goteo 
quede instead of queda 
Símbolo instead of símvolo 
AUTORIZACION instead of AUTHORIZACION 
#4 fin instead of fine 
contra el manoseo instead of de manoseo 2 
hay que instead of haya de 
puedan instead of pueden 
Por lo general, resulta satisfactorio enviarlas instead of: 
Bs usualmente empleado a satisfaccion el 
colocado instead of situado 
52 colocarán en recipientes pera cada dedo instead of se 
situarán separadamente los de cada dedo 
envoltura instead of envolutra 
boticario instead of dragusta 
doblamiento instead of doblado 
se coloca instead of coloca 
materiales instead of mateirales 
propósito instead of porposito 
litro instead of litroa 
representativo instead of representante 
agitado instead of batido 
destinada instead of dedicada 


Yeso mate instead of Plastico 


Moulage instead of Mulage 











A 
SPANISH TRANSLATION OF FBI LABORATORY MANUEL, 


There are listed below corrections made by Special Agent Charles 


R. Monticone of the New York Office, based on the translation submitted by 


the Bureau to New York, 
Script. 


Page Paragraph Tine 


1 


= 


к м ы ы ы 


1 


ы 


1 


8,9, 
12 


10 





The references below are to the translated manu- 


1 


The last word in this line is Investigacion. It is 
believed this should be kept in the original and the 
word should be Investigation. Otherwise, Investiga- 
ción should be changed to the plural, Investigaciones. 
América should have an acute accent, América. 

Asistir means to attend. The word should be ayudar. 
The sentence is retranslated as follows: Además, 

se conduce en el Laboratorio del Bureau en Washington 
el trabajo de investigacion en las ciencias policíacas 
y se efectúan por medio del Boletín de Criminalística 
del FBI un gran número de contribuciones a la ciencia 
del Cumplimiento de la ley. 

Omit estos expertos. 

En cuanto a instead of en relación con. 


En los tribunales federales o — instead of 
en las cortes federales o estadalésa, 


Sin gastos ningunos instead of sin costo alguno, 
Del instead of de un. 
Tfibunales instead of corbes. 


Ayudar a los tribunales instead of ayuda a las cortes. 


Omit también. 











Page Paragraph line 
2 3 2 Sometida, instead of ofrecida. 


2 1 7 En su investigación instead of enssu investigacion, 
or possibly better still, en sus investigaciones, 
using the plural. 


2 1 8 Ayudándole a descubrir todos los hechos conocidos 
del crimen (delito) instead of se ayuda en la investi- 
gacion con los hechos que posee, 


2 i 11 Tribunales instead of cortes. 

2 2 1 Hoy día instead of hoy. 

2 2 3 Tribunal instead of corte. 

2 2 h Antiguo instead of viejo. 

3 i 3 Tribunal instead of corte. 

3 2 2 Los tribunales instead of las cortes. 

3 3 4 El tribunal instead of la corbe, 

3 3 lh Se interpreta instead of se interpretó, 

3 lh 35h Así como de accidentes instead of así como accidentes 

3 h 14,15 Y si de origen animal instead of y de origen animal. 

4 2 2 Una grande colección, or better still, una coleccion 
grande instead of una gran colección. 

5 3 1. la toxicología instead of simply toxicología. 

5 lh 6 Que se hayan usado con propósito criminal instead of 
los que fueron usados con propósito criminal. 

7 l Bruñidas instead of bruñidasá. 
5 7 Omit se before desarrollan. 























Page 
6 
7 
8 


10 
10 
10 
10 


10 
1 
11 
il 


11 
12 


Paragraph line 


5 

7 

10 
title 

3 


beneath picture 


2 


2 


ғо 


Wow H H 


2 


2 


- N о 4 


No corrections. 
No corrections. 


Eliminar instead of se eliminard, omitting the coma 
after manera. 


No corrections. 

Llegadas instead of llegada. 

El tribunal instead of la corte. 

los tribunales instead of las cortes. 

Dibujos de Pólvora instead of Dibujos de Pólvera. 
Una arma instead of un arma. 

Encerrada instead of incerrada. 

Fué instead of jué. 

una arma instead of un arma. 


Si tal bala fue disparada de tal arma instead of 
si una bala dada fué disparada de una arma particular. 


Por tal instrumento instead of por un instrumento dado. 
Cristales instead of cristaoes. / 

No corrections. 

Se entrenan instead of se entreman, 

Los tribunales instead of las cortes. 

Al extranjero instead of en el extranjero. 


ғ” 
De precision (two words). 








Page Paragraph line 


16 No corrections. 

17 No corrections. 

18 No corrections. 

19 1 З También instead of tambiúh. 

19 2 1 la metalurgía instead of la metalurgia. 

20 `2 10 Omit y before tales. Also consider the possibility 


of omitting both y and tales. 
21 beneath picture Fraudulentos instead of fraudelentes, 
21 first title Robos de Bancos instead of Ribos de Bancos. 
21 1 2 En el examen de martillos que se sospecha han sido 


utilizados, etce, instead of en el examen de los 
martillos, de los que se sospecha ha sido utilizados, etc. 


21 1 6 A los lados de la caja fuerte instead of que haya 
cerca de la caja fuerte». 

22 No corrections, 

23 2 1 En aquellos casos que instead of en aquellos casos en 
los que. 

23 h 3 Omit debiendo and change tener to teniendo, 

23 4 5 Se debe tomar todo cuidado para asegurar, etc., instead 


of todas las precauciones deben ser tomadas en cuenta 
para asegurar, etc. 


2h No corrections, 
25 1 h El tribunal instead of la corte. 
26 No corrections. 














Page Paragraph line 


27 


27 


28 
28 
28 
28 
. 29 
30 
30 
30 
31 
32 


32 
32 
32 


2 


о WwW ғо N 


4 


13,11 


78 


10,21 


10 


11,12 


16 


Los problemas policíacos instead of las problemas 
policíacas. 


Ciertos problemas policíacos instead of ciertas 
problemas policiacas. | 


Clasificación instead of clasificación. 
Descripción instead of descripcion. 

Cambio instead of cambios. 

los tribunales instead of las cortes. 

No corrections. 

Seguridad instead of seguridas. 

Se deben remeter instead of deben ser remitidos. 
Símbolo instead of símvolo. 

No corrections. 


Droguista instead of drogusta. Possibly boticario 
would be better. 


Se coloca instead of coloca. 
Materiales instead of mateirales, 


Litro instead of litroZ, 








serip y 





DSEANISN TRASGLATIOU O2 PRI DAJORA LORE ЖАЗУЫ, 


There are listed below correstions made by ipecial igent Charles 
Re “onticone of the New York Office, based on the translation subulited by 
the Tureau to New York. The references belon are to the translated manu. 


fe oy е 
race Paracr Ары Line 


3 


Bon 


یړ مر م جم م 


2. 


ғә 


м 


о м ту 


2 


8,9 
10,1, 
12 


= 


ж-оал 


ы 


The last word in this line is Investigacion, it ta 
believed this should be kept in the original and the 
word should Le Investigation, Otherwise, vest pam 
sion should Le changed to the plural, Investigaciones. 
Ambrica should have an acute accent, América, 

Asistir means to abtend. The word should be ayudar, 
The sentence ig relranslated aa follows: Adema, 

se conduce en el Laboratorio del Bureau en завой 
el trabajo de investigación en las cimeias policíacas 
y se efectúan por medio del toletin de Griminslistioa 
del FOL un rran побеге de contribuoloneu a la ciencia 
ücl Gumplimiento de la ley. 

Omit patos expertos. 

En quanto a instead of es relación con. 


fn los tribunales federales o estatules instesd pf 
en lee sortes Federales o estatales, 


Sin gastos ningunos instead of sin созро арил, 

Del Instead os de un, 

Tribunales instead of cortes, 

Ayudar a los tribunales instesd of ayuda a las cortes. 
Oni tambien, 






































i Bi ‚ ^чч 
Page Paragraph Line 
а 4 2 
а KA 1 
2 2 8 
2. 21 
2 2 1 
2 2 3 
2 2 li 
3 2 3 
3 2 2 
3 3 h 
3 3 k 
3 lh 34h 
3 k 11,15 
k 2 2 
6 
l 
h 





Sonetida, instend of ofrecida, 

En su inveslicmalon instead of esu Xuvesticnsica, 
ох розв better abili, en sus investLmolones, 
using the plural, 
Ayudírdole à densubris todow los hechos congeidos 
del orímen (dellto) Instead ol se ayuda en Ie inventie 
gación con low hechos que posee, 

Tribunales inslead of corbes, 

noy fa Instead of hays 

Tribunal tnakead of corte. 

Alike Insteod yl viejo. 

Tribunel instead oí gorte. 

lor tribuncles instend of las sorter. 

El tribunzl instead of la corte, 

Se interpreta instead of ие interpretó. 

Así como de accidentes instead of así como accidentes 
Y el de origen animal instead of y de orlgen animal, 


Unë grande colección, or better still, una elección 
Grande Insbead of una cran colesción. 


la toxtoolocla instead of stuply oxi ootopína 


/. 
wue se hayan usado gon proposito griminal iustend of 
los gue fueron usados con propósito orininal. 


Brufíidas Instead of brutidasa. 
Omit ae before desurvollan. 














A 





Page Paragraph line 


$ 
7 
a 


5 
10 


10 
10 
10 
10 
a 
11 
n 
11 
1% 
12 
із 
1h 
3h 
15 
45 





2 A 
2 5 
5 1 
3 10 
lh title 
5 à 
hensath pioiure 
2 2 
2 2 
2 2 
2 ls 
2 ё 
1 
9 
7 
1 


RO corregblonta 
No Bore, 


| ; / 
fltuiner initend o£ ne elunbnara, oshsbing the coma 
alter manors 


Ho gorvections, 

llegadas instead of Tepada, 

ld tribunal Luscond of la corte, 

Tes triobnules instead of lex corbens 

Dibujos de PÓlyora instead of Dibujos de Гохе, 
Una arma instead of un arm, 

Encerrada instesd of [noerrada, 

Fué inatend af due. 

uns sru instead of un arms. 


5% tal bala Jus disparada de tal wena instead of 
el una halo dude Puf disparada de ua ana particular, 


Por tal íng^rue Ue lnstesd ol por us instiranento dados 
Cristales (nated of erbstsoes, 

No sorsenhinns, 

Sq eutrenan innteud of ве entrenan. 

des tribunales insted of Jes corte, 

AL extrsnjers Instead of en tl extranjeros 


i a ad, 
De precisids (uno words). 


= = 




















Page Paragraph lina 
16 

17 

18 

19 4 3 
19 2 2 
20 2 10 
21 beneath picture 
21 first title 

2X я 2 
21 i é 
22 

23 2 1 
23 Ji 3 
23 l 5 
2h 

25 1 4 
26 





Ka corrections. 

Wo correctio s, 

No norrentions, 

También instead of Вальс. 

la metalurgia instead of la metelurgla. 


ET before tales, Also consider the possibility 
о * 


‘ting both y and tales 
Fraudulentos instesd of frandelentes. 
Robos de Bancos instead of Ribos de Bantos, 
En el examen de martillos que ae sospecha han side 
utilizados, eto», instead of en el examen de los 
martillos, de los que se sospecha La sido utilizados, eto, 


A los lados de la сада, fuerte instead of qus haya 
geroa de 1а саја fuerte, 


Ho sorrestions. 


En Aquellos cesos que instead of en aquellos casos ға 
Дов 408%. 


Umit dwwldawe aml shaage teat te tenlenda. 

Se debe konsy bodo aldada para agecurar, еба. insted 
of todas lao pregauglones deben ber tomadas en cuenta 
PAra asegurar, atu, 

Ho sorevebioug. 

El tribunal Luantead o2 Да corte, 


No corrections, 


— 




















h 


аре Faragraph Line 


27 2 h Toe problones | — tnateat of Las probe 
—— 
27 2 23,1% OLertos problemas polacos instend af alertas 


problems policias 





23 2 7 Olaslfiencida inituad o7 ciaclft мезо, 
23 2 7,3 descripción tastead of descripalon. 
28 3 5 Сано instead of ouxbig, 

3 los tritbuncies instead of las corbes,. 


tio correatiuio,. 

Jegunidad insissd of secuvidag. 

Ee deben rexeher insLead of deben sor vemiiidos, 
3Énbola instend of (кесір, 

us toxront5ocha. 


Droguista Insicad of drogustas ӨЗИЛ botícasto 
would be belles, 


de elena instead of solocas 
Falerisles eatowl Gr caLelroles. 


Lybra ыгыс of Erka 




















lo 





Soript, 





OPALION TRA GLATIGI Q. BE ТАЗОДАТОВҮ БАШЫ, 


There are listed holow corrections made by Spesial Agent Charles 


4 





Re “ontigone of the New York Offices, based on the translation subaltted by 
the Tureau ta New York. The references velos are to the translated палце 


Page Parapraph Line 
A 


Aw 
A The last word in this line ia Investigacion, d$ is 
belleved this should be xept lu the oxiírinal and the 
word should te Investigations Othorelee, Tnvestiga- 
vión should Le changed to the plural, Invostigacionts. 

3 Awerkee should have on acute accent, ANETO. 

8 Asistir meáns to attend, The word should he ayudar, 
859, the sentenee is retranslated ag follow Айеміз, 
49,11, ве conduce en el laboratorio del Bureau en «astington 
12 el trabajo de Investigación en las oilenclas golicl&cus 

y se efectua por medio del Toletín de Criminalística 
del FSI см eran minere de contribuciones в la clonela 
del Canplimiento de la ley. 

2 Onit exitos cxoerios. 

Еп quanto a instead of en relacton con, 


k Fn los tribunsles federsies o estatales instend of 
en las cortex Tedersies o estadatesa, 


5 Sin cautos alngonos instesd of sin coste alguno, 

7 Del instend c de un, 

10 — ribunales instend of cortes. 

3 Ayudar a 103 trlbunsler instead o? ayuda a las cortes. 
Quit овы вй, 














~ 





Page Jarsgraph iine 
2 1 2 Sometida, InsLerd of ofrecida, 
2 2 1 Tn mu investi paelon instead of enam inventi vación, 


or possibly better still, eu sus Ылан. ролин, 
using the plural. 


2 1 8 Ayuddedole a dagoubrix todos Los hechos congoldos | 
del erimen (delite) instead of se ayuda en 1a irvegti- 
peetou eu Ise hechos gue posec. 
Telbunsles insteed of cortes, 
toy Ma irsteud af hoy, 
Tribunal instend of sorte. 
Anti guy Instead of viejo. 
Telounel instead of corte, 
los tribunales instead yl las cortes, 
ЁЗ tribuni tustead of la cortes 
Se interprets instend af se interpreto. 
3,h — Así como ce nocitentes instead of ant some accldentes 
1:45 Y si de origen nnimal instead or y de orien animal, 


2 — Un& grande coleccións or beiter still, unà tulecolón 
sranie instead of una seen solegaidn, 


la toxicolorle instead of aluply toxtaolects, 


Б ц б que ae hayan usado oon proposito erisinal instoad of 
lox ¿ue fueron usados con proponito criminal, 


5 7 hl — PSrüddas inakend of brunidass. 
5 4 k Dalt ax before desarrollan, 


RE 


ы ағы ым жо л ы 
Ss із е mM pom NE N pa 


wt 
ім 
= 
































lace Parapraph line 
6 


CR м 


2 
19 
10 
10 
49 
20 
ii 
di, 
iX 
1 
iL 
12 
13 
u 
1h 
45 
15 


2 Mx 
3 5 
3 Y 
д 30 
% title 
h 3 
beneath ploture 
2 2 
2 2 
2 2 
h 
6 
i 
1 
3 7 
5 1 





Ко corrections 
So correctio, 


ua instaan of se climas anh hing Lhe болой 
ес BARTAS 


К ОТ 

¿degadas пахан ос Засада, 

DA txibunal Listcad of le sorbic. 

lam íribuaslos Lawiekd o: dag cortes. 

Dibujos de ¿Ágora inetesd of Dibujos de Әже, 
Опа алтаа Зы о ып др 

рпоехтаба insiezd of ingerrada&, 

Fue Gnotead of juve 

Yeu НА ПЫЛИ of un Guia 


A 
UL tal bala Je Cispareca de tal arma instead of 
si una bala dada fue disparada de una are pavtloudar. 


vos tal iushrTosegto instead of por un instruments байо, 
Cristales inatead of orlstuoes, 

Нә поют олы» 

зе eurena insicud of se emren. 

Lae trlbunales insieml of diss созбен» 

Al extranjero instesd of en et extranjeros 


К L 
De precision {бис тюш)» 


— 














Page arapraph Line 
45 


17 
18 

19 1 3 
1 2001 
20 2 19 


22 beneath oioture 
2. firat title 


2L 1 2 
21. 1 6 
22 
23 2 $ 
23 h 3 
23 h 5 
2h 
da 5. k 
26 


Ho norreotions, 

Ko corrections. 

Ne sorrectlora,y 

Taxbidn instead of ашыл,» 

ia netalurgla instead nf a metalurgia. 


— before tales, Also consider the possibility 
of omita both y and tales. 


Fraudalentos Instead af fraudelentes, 

Tebos de Bnoos instead of Mhos de parca. 

a sl examen de martillos que se sospecha ban sido 
utilizados, Cits, instead of en el examen ds los 
martillos, бе los que se sospecha he sido utilizados, otc, 


A ios isdos Пе Ја байн fuerte instend of que haya 
ceros. de is caja fuerte. 


No сое. 


Et Wells sanos ¡ue insteni of ex aquellos odsos «1 
Зөв ud. 


Malt dablewe and eluuge vener to teniendo. 

oe dave tomar lade cuidado pare atentar, etts, insted 
of todas las peennuelones debeo ser tomedan en cuenta 
рага наслага, else 

Ho борт. ош» 

HL teLbunal. inetead of Ia corte, 


H5 Gorreciions, 


ل = 











Page Pavapreph line 


21 


#7 


23 
28 
26 
23 


30 


30 
A. 


32 
32 
32 


ы 


33418 


1,9 


10,13, 


22,22 


м 


Les problemas policíacos instead of las problems 
poll oían. 


Clerton problemas politicos instead ef clertar 
problemas polloYanar. 


Claaificaoión inatead of clasificación. 
Desoripeidn instead of deaoripsions 

Cambio instead of сазда, 

los tribunales instead ol las cortes. 

ile corrections. 

Seguridad ingtend of seapuridas. 

Se deben renebter instead of deben ser renbtidoss 
5ле instead of бойо, 

Ho corrections 


Droguista instead of drogustea. Possibly bolilosrio 
would be betters 


5e colog& instead of ecología 
Materiales ínatend of matelroles, 
hive intend of trode 

















SPANISH TRALSLATION Ol NBI LABORATORY MANUEL 


There are listed below corrections made by Special Agent Charles 
Re Monticone of thë New York Office, based on the translation submitted by 
the Bureau to New York, The references below are to the translated manu” 
вбгірі. 





Раре Parag raph line 


/ 

+“ 1 i The last word in this line is Investigacion. It is 
believed this shouid be kept in the original and the 
word should be Investigation, Otherwise, Investiga~ 
ción should be changed to the plural, Investigaciones. 





uuo } 3 America should have an acute accent, America, 
P MEE. 8 Asistir means to attend. The word should be ayudar. 
1 1 8,9, The sentence is retranslated as follows: Ademas, 





10,11, ве conduce en el Laboratorio del Bureau en Washington 

12 el, trabajo de investigación en las ciencias policíacas 
y se efectúan por medio del Boletin de Criminalística 
del FBI un gran nimero de contribuciones a la ciencia 
del Cumplimiento de la ley. 


=” 2 2 Omit estos expertos. 
a 3 En cuanto a instead of en relación con. 
au 2 En los tribunales federales o estatalem instead of 
en las cortes federales o estadalesa. 
1 2 5 Sin gastos ningunos instead of sin costo alguno. 
1 2 7 DeL instead of de or a 
1 2 io Tribunales inten of cortes. 
1 3 3 Ayudar & los tribunales instead of ayuda a las cortes, 


с 
x 
1 
m 
3 
V 


A 














е Равшан ap oca d 

A 1 2 Somebida, instead of — 

4e 1 7 En su investiracidu instead of engsu investigacion, 
or possibly better still, en sus investigaciones y 
using the plural, 

ж і 8 Ayudsrdole а descubrir todos los hechos conocidos 
del crimen (delito) instead of se ayuda en la investi. 
gación con los hechos que posee. 

Ж Е 1 iL Tribunales instead of cortes, 

E 7 2 1 Поу día instead of hoy. 

2“ | 2 3 Tribunal instead of corte. 

ж 2 h — instead of viepi | 

st ve Sep tope oa 24505 5 
3 1 Tribunal instead of sorte. 
"pau Acn — Le E ica a ava 
3 2 Los dribunales instead of las cortes, 
; al ron , FRE .. 1. Pp бете; 
3 3 h EL tribuarl in E of la corte. — — 
| a ЕО, Үү. “ала ls Y e wan oy o xo NL UT 

3 3 h Se interpreta La3tezd of se interpretó, 

3 5 3,h Asf como de accidentes instend of asf como accidentes 

3 k 14,15 Y sí de oriren aninal instead p y de биге animal, 

k 2 2 лана. solecaich, ar but ther. still, na AE 

.— grande instead of "una gran oolensidh, Р 
3 1 la desicoloría instead of simply кан сооб 
| 4 D QUIS dos ^u dms vé cas ^ Е 

5 4 due se hayan usado con —E criminal ‘instead of 

log que fueron usados econ propúaito criminal. 
7 k Brunidas inshead of brufiidasd, 
орот |  0mit se before desarrollan, 














Page Parapraph Line 
p 
+= 


yra 











No corrections. 
No corrections, 


Wintnar instead of ae elininard, oultting the coma 
after manera, 


3 No corrections, 
10- - 2- "7 9-  Jlepadas instend of llegada, 
19 2- 27-0 El tribonal instead of la corte. 
-10- — 3 - -30- Ios tribunales inglead of las cortes, 
10--- . A title Dibujos de Polivore instesd of Dibujos de PÓlvera, 
10--- h 3 Ung arms instead of un ama, 
li—-beneath pioture Enverrada instead of incerrada. 
mo. 2 2 Fué instead of ше 
ap e - wng arma instecd оГ ол атла. 
1L— 2  ' 2 gt iel bale fue disparada de tal arma instead of 
SÍ una bala dada fue disparada de una arma particular, 
-11-------2---- -р- Por tal instrumento instead of por un instrumento dado, 
12 2 6 Gristeles instead of oristanoes, 
3 No corrections. 
Aes = 1} Т Be entrenan instecd of se entrenan. 
dl . Іов teiburcles instead ol las cortes. 
Y 23 e Po ckicexvsonjexo-instead-of-en-et-exbranjero, 
18 — 5 -——f-——De precisión (two words). 
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18 

PDQ a ag eae 
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21- beneath picture 


21 first title. 

Pho o 

21 6 
_®2-- А 

ee ccm o 1 

23 k 

23 l; 

2h 

25 1 k 

26 





No corrections, — 

No corrections. 

No corrections, 

Tambieh instead of tambiun. 

Та netalurgía instead of la metalurgii. 


Omit y before tales. Also consider the possibility 
of omitting both y and tales. 


Fraudulentos instead of fraudelentes. 
Robos de Barcos instead of Ribos de Bancos. 
En el examen de martillos que se sospecha han sido 


utilizados, eto., instead of en el examen de los 
martillos, de los que se sospecha ha sido utilizados, eto. 


^ A los lados de la aaja fuerte instead of que haya 


cerca de la caja fuerte. 
No corrections. 


5 aquellos casos que instead of en aquellos casos en 
s que. 


Guit debiendo and change tener to teniendo. 

Se debe tomar todo auldado pera asegurar, elo,, instead 
of todas las precauciones deben ser tomadas en cuenta 
para asegurar, ебс» 

No corrections. 

El tribunal instead of la sorte. 


No corrections. 
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29 | 
30 7 1--— № 
30 un 
30 >. 43 
31 

32. .1.— 3,3 
$27 777 1--—-36 
n 
32 C 


los problema} policíacos instead of las probiemas 
poliofacaás, 


Ciertos problema. poliofacos instead of ciertas 
problemas policiacas. 


Clasificación instead of olaslfilcaolín. 
Descripción instead of desoripolon, 

бәлігіо instead of cambio 

los tribunales instead of las cortes. 

но corrections. 

Seguridad instead of seguridas, 

Se deben remeter instead of deben ser remitídos, 
Símbolo instead of símvolo, 

No corrections, 


Drogulsta instead of dropusta. Possibly boticario 
would be betters 


Se coloca instead of colocas 
Yatericles instead of matelrales. 


Litro Linstead of Mtrod. 









































